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Preface 



This book is based on recent research work conducted by the authors dealing with the design 
and development of active and passive microwave components, integrated circuits and 
systems. It is divided into seven parts. In the first part comprising the first two chapters, 
alternative concepts and equations for multiport network analysis and characterization are 
provided. A thru-only de-embedding technique for accurate on-wafer characterization is 
introduced. 

The second part of the book corresponds to the analysis and design of ultra-wideband low- 
noise amplifiers (LNA). The LNA is the most critical component in a receiving system. Its 
performance determines the overall system sensitivity because it is the first block to amplify 
the received signal from the antenna. Hence, for the achievement of high receiver performance, 
the LNA is required to have a low noise figure with good input matching as well as sufficient 
gain in a wide frequency range of operation, which is very difficult to achieve. Most circuits 
demonstrated are not stable across the frequency band, which makes these amplifiers prone 
to self-oscillations and therefore limit their applicability. The trade-off between noise figure, 
gain, linearity, bandwidth, and power consumption, which generally accompanies the LNA 
design process, is discussed in this part. 

The requirement from an amplifier design differs for different applications. A power amplifier 
is a type of amplifier which drives the antenna of a transmitter. Unlike LNA, a power amplifier 
is usually optimized to have high output power, high efficiency, optimum heat dissipation 
and high gain. The third part of this book presents power amplifier designs through a series 
of design examples. Designs undertaken include a switching mode power amplifier, Doherty 
power amplifier, and flexible power amplifier architectures. In addition, distortion analysis 
and power combining techniques are considered. 

Another key element in most microwave systems is a signal generator. It forms the heart of all 
kinds of communication and radar systems. The fourth part of this book is dedicated to signal 
generators such as voltage-controlled oscillators and electron devices for millimeter wave and 
submillimeter wave applications. This part also covers studies of integrated buffer circuits. 

Passive components are indispensable elements of any electronic system. The increasing 
demands to miniaturization and cost effectiveness push currently available technologies to the 
limits. Some considerations to meet the growing requirements are provided in the fifth part 
of this book. The following part deals with circuits based on LTCC and MEMS technologies. 



VI 



The book concludes with chapters considering application of microwaves in measurement 
and sensing systems. This includes topics related to six-port reflectometers, remote network 
analysis, inverse scattering for microwave imaging systems, spectroscopy for medical 
applications and interaction with transponders in medical sensors. 



Editor 
Vitaliy Zhurbenko 
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1. Introduction 

Differential signaling in analog circuits is an old technique that has been utilized for more 
than 50 years. During the last decades, it has also been becoming popular in digital circuit 
design, when low voltage differential signaling (LVDS) became common in high-speed 
digital systems. Today LVDS is widely used in advanced electronics such as laptop 
computers, test and measurement instrument, medical equipment and automotive. The 
reason is that with increased clock frequencies and short edge rise/ fall times, crosstalk and 
electromagnetic interferences (EMI) appear to be critical problems in high-speed digital 
systems. Differential signaling is aimed to reduce EMI and noise issues in order to improve 
the signal quality. However, in traditional microwave theory, electric current and voltage 
are treated as single-ended and the S-parameters are used to describe single-ended 
signaling. This makes advanced microwave and RF circuit design and analysis difficult, 
when differential signaling is utilized in modern communication circuits and systems. This 
chapter introduces the technique to deal with differential signaling in microwave and 
millimeter wave circuits. 



2. Differential Signal 

Differential signaling is a signal transmission method where the transmitting signal is sent 
in pairs with the same amplitude but with mutual opposite phases. The main advantage 
with the differential signaling is that any introduced noise equally affects both the 
differential transmission lines if the two lines are tightly coupled together. Since only the 
difference between the lines is considered, the introduced common-mode noise can be 
rejected at the receiver device. However, due to manufacturing imperfections, signal 
unbalance will occur resulting in that the energy will convert from differential-mode to 
common-mode and vice versa, which is known as cross-mode conversion. To damp the 
common-mode currents, a common-mode choke can be used (without any noticeable effect 
on the differential currents) to prevent radiated emissions from the differential lines. To 
produce the electrical field strength from microamperes of common-mode current, 
milliamperes of differential current are needed (Clayton, 2006). Moreover, the generated 
electric and magnetic fields from a differential line pair are more localized compared to 
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those from single-ended lines. Owing to the ability of noise rejection, the signal swing can be 
decreased compared to a single-ended design and thereby the power can be saved. 
When the signal on one line is independent of the signal on the adjacent line, i.e., an 
uncoupled differential pair, the structure does not utilize the full potential of a differential 
design. To fully utilize the differential design, it is beneficial to start by minimizing the 
spacing between two lines to create the coupling as strong as possible. Thereafter, the 
conductors width is adjusted to obtain the desired differential impedance. By doing this, the 
coupling between the differential line pair is maximized to give a better common-mode 
rejection. 

S-parameters are very commonly used when designing and verifying linear RF and 
microwave designs for impedance matching to optimize gain and minimize noise. 
Although, traditional S-parameter representation is a very powerful tool in circuit analysis 
and measurement, it is limited to single-ended RF and microwave designs. In 1995, 
Bockelman and Einsenstadt introduced the mixed-mode S-parameters to extend the theory 
to include differential circuits. However, owing to the coupling effects between the coupled 
differential transmission lines, the odd- and even-mode impedances are not equal to the 
unique characteristic impedance. This leads to the fact that a modified mixed-mode S- 
parameters representation is needed. In this chapter, by starting with the familiar concepts 
of coupling, crosstalk and terminations, mixed-mode S-parameters will be introduced. 
Furthermore, conversion techniques between different modes of S-parameters will be 
described. 



2.1 Coupling and Crosstalk 

Like in single-ended signaling, differential transmission lines need to be correctly 
terminated, otherwise reflections arise and distortions are introduced into the system. In a 
system where parallel transmission lines exist, either in differential signaling or in parallel 
single-ended lines, line-to-line coupling arises and it will cause characteristic impedance 
variations. The coupling between the parallel single-ended lines is also known as crosstalk 
and it is related to the mutual inductance (L m ) and capacitance (C m ) existing between the 
lines. The induced crosstalk or noise can be described with a simple approximation as 
following 

jr y "^driver /-i \ 

v noise ~ ^m ( j t \*-) 

j f~> dV driver /r\\ 

tnoise ~ L m dt \/-) 

where V m ise and I no i se are the induced voltage and current noises on the adjacent line and 
Vdriver and Idriver are the driving voltage and current on the active line. Since both the voltage 
and current noises are induced by the rate of current and voltage changes, extra care is 
needed for high-speed applications. 

The coupling between the parallel lines depends firstly on the spacing between the lines and 
secondly on the signal pattern sent on the parallel lines. Two signal modes are defined, i.e., 
odd- and even-modes. The odd-mode is defined such that the driven signals in the two 
adjacent lines have the same amplitude but a 180 degree of relative phase, which can be 
related to differential signal. The even-mode is defined such that the driven signals in the 
two adjacent lines have the same amplitude and phase, which can be related to common- 
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mode noise for a differential pair of signal. Fig. 1 shows the electric and magnetic field lines 
in the odd- and even-mode transmissions on the two parallel microstrips. Fig. la shows that 
the odd-mode signaling causes coupling due to the electric field between the microstrips, 
while in the even-mode shown in Fig lb, there is no direct electric coupling between the 
lines. Fig. lc shows that the magnetic field in the odd-mode has no coupling between the 
two lines while, as shown in Fig. Id, in the even-mode the magnetic field is coupled 
between the two lines. 



Current into the page 



Current out of the page 





n\^n\ 



flUA 



Y Y YWY\A/ Y V 




a. electric field in odd-mode 



b. electric field in even-mode 




c. magnetic field in odd-mode d. magnetic field in even-mode 

Fig. 1. Odd- and even-mode electric and magnetic fields for two parallel microstrips. 

2.2 Odd-mode 

The induced crosstalk or voltage noise in a pair of parallel transmission lines can be 
approximated with Equation 1. For the case of two parallel transmission lines the equation 
can be rewritten as following 

^o^f (3) 



V 7 



L ° at + L " 



dl ± 
dt 



(4) 



where Lo is the equivalent lumped-self-inductance in the transmission line and L m is the 
mutual inductance arisen due to the coupling between the lines. Signal propagation in the 
odd-mode results in h = -I?, since the current is always driven with equal magnitude but in 
opposite directions. Substituting it into Equations 3 and 4 yeilds 



Vi-(b>-U% 



(5) 
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V 2 = (L -L m )% (6) 

This shows that, due to the crosstalk, the total inductance in the transmission lines reduces 
with the mutual inductance (L m ). 

Similarly, the current noise in the parallel transmission lines can be estimated with Equation 
2. For two parallel transmission lines the equation can be rewritten as following 

j _ r dv * _u r d( y*- v J (o\ 

where Co is the equivalent lumped-capacitance between the line and ground, and C m is the 
mutual capacitance between the transmission lines arisen due to the coupling between the 
lines. Signal propagation in odd-mode results in Vi = -Vi. Substituting it into Equations 7 
and 8 yields 

h = (C + 2C m )^ (9) 

/ 2 = (C + 2C m )^ (10) 

Equations 9 and 10 show that, in opposite to the inductance, the total capacitance increases 
with the mutual capacitance. 

The addition of mutual inductance and capacitance shows that the characteristic impedance 
as well as the phase velocity is directly dependant of the mutual coupling, as shown with 
the following equations 

_ J R+ja)L _ l R+ja)(L -Ln) . . 

P° ~ H2 ~ J(L -L m XC +2C^) ' ^ 

where Z 00 and v po are the odd-mode impedance and phase velocity, respectively. 
Consequently, the total characteristic impedance in the odd-mode reduces due to the 
coupling or crosstalk between the parallel transmission lines and the phase velocity changes 
as well. 



2.3 Even-mode 

In the case of even-mode where the signals are driven with equal magnitude and phase, Vi 
= V2 and h = h, Equations 3, 4, 7 and 8 can be rewritten to the following: 

^ = (L + im)^ (13) 

V 2 = {L + L m )^ (14) 
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i -r ^ 
7l - C ° at 



I? = C n 



(15) 
(16) 



Consequently, in opposite to the odd-mode case, the even-mode wave propagation changes 
the even-mode impedance (Z oe ) and phase velocity (v pe ) as shown below: 



G+jd)C 



i9™=^ 



R+ja)L _ |i?+;'6j(L +L rn ) 



G+ja)C 



V e yfLC J(L +L m XC ) 



(17) 
(18) 



2.4 Terminations 

As shown in the previous section, the impedance varies due to the odd- and even-mode 
transmissions and the coupling between the transmission lines. Fig. 2 shows a graph of the 
odd- and even-mode impedance change as a function of the spacing between two specific 
parallel-microstrips. If the loads connected to the parallel lines have a simple termination as 
commonly used in the single-ended case, reflections will occur due to Z 00 ± Z oe ± Zo. Fig. 3 
shows two termination configurations, i.e., Pi- and T- terminations, which can terminate both 
the odd- and even-mode signals in coupled parallel transmission lines. 
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Fig. 2. Variation of the odd- and even-mode impedances as a function of the spacing 
between two parallel microstrips. 
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Single-ended 
recievers 



b. T- termination 
Fig. 3. Termination configurations for coupled transmission lines. 

Fig. 3a shows the Pi-termination configuration. In the odd-mode transmission, i.e., Vi = -V2 a 
virtual ground can be imaginarily seen in the middle of R3 and this forces R3/2 in parallel 
with Ri or R 2 equal to Z 00 . Since no current flows between the two transmission lines in the 
even-mode, i.e., Vi = V2, Ri and R2 must thus be equal to Z oe . For a matched differential 
system with optimized gain and noise, the following expressions need to be fulfilled for a 
Pi-termination configuration. 



R<i — R 7 



Ro=2 



ZoeZot 



(19) 
(20) 



Fig. 3b shows the T- termination configuration. In the odd-mode transmission, i.e., Vi = -V2, 
a virtual ground can be seen between Rj and R2 and this makes Ri and R2 equal to Z 00 . In the 
even-mode transmission, i.e., Vi = V2 no current flows between the two transmission lines. 
This makes R3 to be seen as two 2R3 in parallel, as illustrated in Fig. 4. This leads to the 
conclusion that Z oe must be equal to Ri or R2 in serial with 2R3. Equations 21 and 22 show the 
required values of the termination resistors needed for the T-termination configuration in 
order to get a perfect matched system (Hall et al., 2000). 




Fig. 4. Equivalent network for T-network termination in even-mode. 



R-i — R 7 



R3 — 2 \Zoe Zoo) 



(21) 
(22) 



3. S-parameters 

Scattering parameters or S-parameters are commonly used to describe an n-port network 
operating at high frequencies like RF and microwave frequencies. Other well-known 
parameters often used for describing an n-port network are Z (impedance), Y (admittance), h 
(hybrid) and ABCD parameters. The main difference between the S-parameters and other 
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parameter representations lies in the fact that S-parameters describe the normalized power 
waves when the input and output ports are properly terminated, while other parameters 
describe voltage and current with open or short ports. S-parameters can also be used to 
express other electrical properties like gain, insertion loss, return loss, voltage standing 
wave ratio, reflection coefficient and amplifier stability. 

3.1 Single-ended 

The travelling waves used in the transmission line theory are defined with incident 
normalized power wave a n and reflected normalized power wave b n . 

a n =^ To (V n + Z I n ) (23) 

b n =^(V n -Z I n ) (24) 

where index n refers to a port number and Zo is the characteristic impedance at that specific 
port. The normalized power waves are used for the definition of single-ended S-parameters. 
Fig. 5 shows a sketch of a two-port network with the normalized power wave definitions 
(Kurokawa, 1965). 



ai_ 



H 



. a 2 

b 2 



Fig. 5. S-parameters with normalized power wave definition of a two-port network. 
The two-port S-parameters are defined as follows. 

S lt = — = reflection at port 1 (25) 



5 12 = — = reverse voltage gain (26) 

°"'a 1 =0 



a 2 \ 



and in matrix form 



5 2 i = — = forward voltage gain (27) 

a i'a 2 = 

•5*22 — —\ — reflection at port 2 (28) 



ft)-[l: tio < 2 ') 



When measuring S-parameters, it is important not to have any power wave reflected at port 
1 or 2, i.e., ai = or a 2 = 0, as shown in Equations 25-28. Otherwise errors are included in the 
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results. For an n-port network, Equation 29 can be extended to the following expression 
(Ludwig & Bretchko, 2000): 



S 1± S 12 

5*21 S 2 2 



(30) 



3.2 Mixed-mode 

A two-port single-ended network can be described by a 2x2 S-parameter matrix as shown by 
Equation 29. However, to describe a two-port differential-network a 4x4 S-parameter matrix 
is needed, since there exists a signal pair at each differential port. Fig. 6 shows a sketch of 
the power wave definitions of a two-port differential-network, i.e., a four-port network. 



ai p 


PI P3 
DUT 

P2 P4 


4 a3 


4 bl 
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&2 p 


4 Q4 


4 b2 







Fig. 6. Power wave definition of a differential two-port network. 

Since a real-world differential-signal is composed of both differential- and common-mode 
signals in general, the single-ended four-port S-parameter matrix does not provide much 
insight information about the differential- and common-mode matching and transmission. 
Therefore, the mixed-mode S-parameter s must be used. The differential two-port and 
mixed-mode S-parameters are defined by Equation 31 (Bockelman & Eisenstadt, 1995). 



bail 
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$ddl2 




$dcll 


Sdcl2l 


~ a dl 


b d 2 




5dd21 


$dd22- 




5dc21 


$dc22\ 


a d2 


b c i 




\Scdll 


$cdl2 


\Sccll 


^ccl2J 


a cl 


b C 2l 




-\Scd21 


$cd22. 




[Scc21 


$cc22\- 


_ a c2 



(31) 



where adn, a cn , bdn and b cn are normalized differential-mode incident-power, common-mode 
incident-power, differential-mode reflected-power, and common-mode reflected-power at 
port n. The mixed-mode S matrix is divided into 4 sub-matrixes, where each of the sub- 
matrixes provides information for different transmission modes. 



Sdd sub-matrix: differential-mode S-parameters 

Sdc sub-matrix: mode conversion of common- to differential-mode waves 
S c d sub-matrix: mode conversion of differential- to common-mode waves 
S cc sub-matrix: common-mode S-parameters 
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V dn = V 2 „-i ~ V 2n 


V _ V 2 n-l + V 2 n 
v cn ~ 2 


j hn-l~hn 

l dn ~ 2 


I en — hn-1 + hn 


7 — Vd — 17 
^d ~ j ~ ^^oo 


•y *C Z oe 

C ~ I c ~ 2 



With mixed-mode S-parameters, characteristics about the differential- and common-mode 
transmissions and conversions between differential- and common-modes can be found 
(Bockelman & Eisenstadt, 1995). 

3.3 Single-Ended to Mixed-Mode conversion 

The best way to measure the mixed-mode S-parameters is to use a four-port mixed-mode 
vector network analyzer (VNA). In the case where the mixed-mode S-parameters cannot 
directly be simulated or measured, the single-ended results can first be obtained and then 
converted into mixed-mode S-parameters by a mathematical conversion. This section shows 
how it is done for a differential two-port network shown in Fig. 6. 

The differential- and common-mode voltages, currents and impedances can be expressed as 
below, where n is the port number, 

(32) 

(33) 

(34) 

Similar to the single-ended incident- and reflected-powers, the differential- and common- 
mode incident- and reflected-powers are defined as follows 

adn = 77= (Vdn + Z dn I dn ) (35) 

a cn = Jy= (Vcn + Z cn lcn) (36) 

b dn = 77= (.V dn -Z dn I dn ) (37) 

b cn = 2~W^ ( V cn ~ Z cnhn) (38) 

where a& n , a cn , bdn and b cn are normalized differential-mode incident-power, common-mode 
incident-power, differential-mode reflected-power, and common-mode reflected-power at 
port n, respectively. The voltage and current at port n can be expressed by rewriting 
Equations 35-38 to as follow 

V n = 4T {a n + b n ) (39) 

ln=^(a n + b n ) (40) 

Inserting Equations 32-34 and Equations 39-40 into Equations 35-38 and assuming that Z 00 = 
Z oe = Zo, yields the following results 



10 
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„ a 2n-l~ a 2n 

a dn - ^ 


AH 1 All 

U-cn ^ 


U b 2n _ 1 — b 2n 


7 ^2n-l + ^2n 
°cn - K 



(41) 
(42) 



As shown by Equations 41 and 42 the differential incident and reflected waves can be 
described by the single-ended waves. Inserting Equations 41 and 42 into Equation 31, the 
following expression is obtained. 



[S mm ] = [M][S][M]~ 



(43) 



where [S 11 



Sddll 



$ddl2 



Sdcll 



dd21 °dd22 °dc21 
Scdll $cdl2 Sccll 
$cd21 $cd22 Scc21 



$dcY2 
$dc22 
Sccl2 
$cc22 



[s] = 



s 1± s 12 s 13 s 14 

•$21 ^22 $23 $24 
•$31 ^32 *^33 *^34 



and [Ml = — 

V2 



1-10 
10 
110-1 
11 



As shown by Equation 43, single-ended S-parameters can be converted into mixed-mode S- 
parameters with the [M] -matrix (Bockelman & Eisenstadt, 1995). 

Note that the conversion method assumes that Z 00 = Z oe = Zo. This assumption is only true if 
the coupling between the differential signals does not exist. Figure 2 clearly shows that if 
there is a coupling between the transmission lines then Z ¥> Z 00 ± Z oe . Although this 
conversion method is widely used today, the weakness of the conversion method has been 
noticed by people working in the area (Vaz & Caggiano, 2004). 

Based on this observation, two new parameters k 00 and k oe depending on the coupling 
between the transmission lines are introduced (Huynh et al., 2007). By this extension, the 
effect of differential- and common-mode impedances are included in the conversion. 
Inserting Z 00 = k 00 Zo and Z oe = k oe Zo into Equations 35-38, the following equations can be 
obtained 



a d n = 



CLr-n = 



(l+k 00 )(a 2n _ 1 -a 2n )+(l-k 00 )(b 2n - 1 -b 2n ) 



ben = 
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\J2k 00 








(l+k oe )(a 2n 


-l+a-2r 


)+(l- 


-k oe )(b 2n 


-1 + &21 
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2, 


J2k oe 








(l+k 00 )(b 2n 


-l - ^2n 


)+(l- 


^oo)(«2n 


-l-«2 


a) 






2, 


s j2k 00 








{l+k oe ){b 2n . 


-l + b 2 n 


)+(l- 


k eJ( a 2n 


-i+a 2n ) 



(44) 
(45) 
(46) 
(47) 



Inserting Equations 44-47 into Equations 31 results in the following equation 
[S mm ] = ([M a ][5] + [M 2 ])([M 1 ] + [M 2 ][S]r x 



(48) 
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where [M ± ] = 



l + k n 



l + k n 



2jW 




2jW 


1 — rCnn 



and [M 2 



2y 2k 00 


1 — knp 



o 



2J2F0 
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1-fen, 



2yj2k 00 


1 — kne 



2jW 





l + k n 



2J2k 


1 + K 




1-/Cn 




l + k n 



2J2k 


1 + knp 



2yj2k oe 2yj2k 




l-/Co 



2j2k 





1 k np 



A^J Ak oe Z*\J Zk 



As shown by Equation 48, the single-ended S-parameter representation can be converted to 
mixed-mode S-parameters with the [Mi] and [M2] matrixes for coupled transmission lines. 



4. Conclusions 

Owing to the existence of coupling between two parallel transmission lines, the 

characteristic impedance of the transmission line will change depending on the line spacing 

and the signal pattern transmitting on the adjacent lines. The defined odd- and even-mode 

signals can be related to differential- and common-mode signals in the differential 

transmission technique. Consequently, this leads to the fact that working with highly 

coupled differential transmission lines one must take the odd- and even-mode impedance 

variations into account. Otherwise, mismatching will occur and distortions will be 

introduced into the system. 

Furthermore, mixed-mode S-parameters were introduced and how to convert single-ended 

to mixed-mode S-parameters was also presented. The impedance changes due to the odd- 

and even-mode signal pattern are included to give a high accuracy when using mixed-mode 

S-parameters. 

What is not included in this chapter is how to find the odd- and even mode impedances in 

practice. However, one can do it by using a differential time domain reflectormeter (TDR) to 

find the odd- and even-mode impedances. In fact, companies providing vector network 

analyzers can provide TDR as an embedded module, so only one vector network analyzer is 

needed for real measurements. 

Moreover, complex odd- and even-mode impedance have not been taken into consideration 

in this chapter. Further studies can be done for verification of the theory. 
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1. Overview 

De-embedding is the process of deducing the characteristics of a device under test (DUT) from 
measurements made at a distance ((Bauer & Penfield, 1974)), often via additional measure- 
ments of one or more dummy devices. This article reviews a simple thru-only de-embedding 
method suitable for on-wafer characterization of 2-port, 4-port, and 2n-port networks having 
a certain symmetry property While most conventional de-embedding methods require two 
or more dummy patterns, the thru-only method requires only one THRU pattern. 
If the device under measurement is a 2-port and the corresponding THRU pattern has the 
left/right reflection symmetry, the THRU can be mathematically split into symmetric halves 
and the scattering matrix for each of them can be determined (Ito & Masu, 2008; Laney, 2003; 
Nan et al., 2007; Song et al., 2001; Tretiakov et al., 2004a). Once those scattering matrices are 
available, the effects of pads and leads can be canceled and the characteristics of the device ob- 
tained. The method was applied up to 110GHz for characterization of an on-chip transmission 
line (TL) (Ito & Masu, 2008). 

In the case of 4-port devices such as differential transmission lines, 4-port THRU patterns with 
ground-signal-ground-signal-ground (GSGSG) pads or GSSG pads can often be designed to 
have the even /odd symmetry in addition to the left /right reflection symmetry. In that case, 
the scattering matrix for a THRU can be transformed into a block-diagonal form represent- 
ing two independent 2-ports by an even /odd transformation. Then, the 2-port thru-only de- 
embedding method can be applied to the resultant two 2-ports. This 4-port thru-only method 
was applied to de-embedding of a pair of coupled transmission lines up to 50 GHz (Amakawa 
et al., 2008). The result was found to be approximately consistent with that from the stan- 
dard open-short method (Koolen et al., 1991), which requires two dummy patterns: OPEN and 
SHORT. 

In the above case (Amakawa et al., 2008), the transformation matrix was known a priori be- 
cause of the nominal symmetry of the THRU. However, if the 4-port THRU does not have the 
even/ odd symmetry or if the device under measurement is a 2n-port with n > 3, the above 
method cannot be applied. Even if so, the thru-only method can actually be extended to 
4-ports without even /odd symmetry or 2n-ports by using the recently proposed S-parameter- 
based modal decomposition of multiconductor transmission lines (MTLs) (Amakawa et al., 
2009). A 2n-port THRU can be regarded as nonuniform multiconductor transmission lines, 
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Fig. 1. DUT embedded in parasitic networks. 



and its scattering matrix can be transformed into a block-diagonal form with 2x2 diagonal 
blocks, representing n uncoupled 2-ports. The validity of the procedure was confirmed by ap- 
plying it to de-embedding of four coupled transmission lines, which is an 8-port (Amakawa 
et al, 2009). 

The thru-only de-embedding method could greatly facilitate accurate microwave and 
millimeter-wave characterization of on-chip multiport networks. It also has the advantage 
of not requiring a large area of expensive silicon real estate. 

2. Introduction 

Demand for accurate high-frequency characterization of on-chip devices has been escalating 
concurrently with the accelerated development of high-speed digital signaling systems and 
radio-frequency (RF) circuits. Millimeter-wave CMOS circuits have also been becoming a hot 
research topic. 

To characterize on-chip devices and circuits, on-wafer scattering parameter (S-parameter) 
measurements with a vector network analyzer (VNA) have to be made. A great challenge 
there is how to deal with parasitics. Since an on-wafer device under test (DUT) is inevitably 
"embedded" in such intervening structures as probe pads and leads as schematically shown 
in Fig. 1(a), and they leave definite traces in the S-parameters measured by a VNA, the char- 
acteristics of the DUT have to be "de-embedded" (Bauer & Penfield, 1974) in some way from 
the as-measured data. 

While there have been a number of de-embedding methods proposed for 2-port networks, 
very few have been proposed for 4-port networks in spite of the fact that many important 
devices, such as differential transmission lines, are represented as 4-ports. In this article, we 
present a simple 4-port de-embedding method that requires only a THRU pattern (Amakawa 
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^thru l^thruJ 
Fig. 2. Micrograph and schematic representation of THRU (Ito & Masu, 2008). 



et al., 2008). This method is an extension of a thru-only method for 2-ports. In addition, we 
also present its extension to 2n-ports (Amakawa et al., 2009). 

The rest of this article starts with a brief description of the thru-only de-embedding method for 
2-ports in Section 3. It forms the basis for the multiport method. In Section 4, we explain the 
mode transformation theory used in the multiport de-embedding method. Section 5 presents 
an example of performing de-embedding by the thru-only method when the DUT is a 4-port 
having the even /odd symmetry. Section 6 explains how the mode transformation matrix can 
be found when the DUT does not have such symmetry or when the DUT is a 2n-port with 
n > 3. Section 7 shows examples of applying the general method. Finally, Section 8 concludes 
the article. 



3. Thru-only de-embedding for 2-ports 

Commonly used de-embedding methods usually employ OPEN and SHORT on-chip standards 
(dummy patterns) (Wartenberg, 2002). De-embedding procedures are becoming increasingly 
complex and tend to require several dummy patterns (Kolding, 2000b; Vandamme et al., 2001; 
Wei et al., 2007). The high cost associated with the large area required for dummy patterns is 
a drawback of advanced de-embedding methods. 

Thru-only methods, in contrast, require only one THRU and gaining popularity (Daniel et 
al., 2004; Goto et al, 2008; Ito & Masu, 2008; Laney, 2003; Nan et al, 2007; Song et al., 2001; 
Tretiakov et al, 2004a). 

In (Ito & Masu, 2008; Laney, 2003; Nan et al., 2007; Song et al, 2001; Tretiakov et al, 2004a), the 
THRU is modeled by a IT-type equivalent circuit shown in Fig. 1(b). The method of (Goto et al., 
2008), on the other hand, was derived from (Mangan et al., 2006), which is related to (Rautio, 
1991). It is applicable if the series parasitic impedance Z in Fig. 1(b) is negligible (Goto et al., 
2008; Ito & Masu, 2008; Rautio, 1991). In what follows, we will focus on the method of (Ito & 
Masu, 2008; Laney, 2003; Nan et al., 2007; Song et al, 2001; Tretiakov et al., 2004a). 
The THRU pattern used in (Ito & Masu, 2008) is shown in Fig. 2. The 150 /^m-pitch ground- 
signal-ground (GSG) pads are connected with each other via short leads. It turned out that 
the THRU can be adequately represented by the frequency-independent model shown in Fig. 3. 
Fig. 4 shows good agreement between the measurement data and the model up to 100 GHz. 
The procedure of the thru-only de-embedding method ((Ito & Masu, 2008; Laney, 2003; Nan 
et al., 2007; Song et al., 2001; Tretiakov et al., 2004a)) is as follows. The 2-port containing the 
DUT and the thru a are assumed to be representable by Fig. 1(a) and Fig. 1(b), respectively. 
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Fig. 4. Measured and modeled (Fig. 3) S-parameters of the thru pattern. (Ito & Masu, 2008). 



In terms of transfer matrices (Mavaddat, 1996), this means that 

Tmeas = TLT^utTR, 
T thru = T L T R- 

The S-matrix and T-matrix of a 2-port are related to each other through 
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Suppose now that the Y-matrix of the THRU is given by 

Ythru 



yn yn 
yi2 yn 



(i) 

(2) 

(3) 
(4) 

(5) 



Note that in (5), reciprocity (1/21 = 1/12) an ^ reflection symmetry (1/22 = yn) ar e assumed. (5) 
can be found by converting the measured S-matrix of the THRU into a Y-matrix through (18). 
If the THRU is split into symmetric halves according to the IT-equivalent in Fig. 1(b), 
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respectively. The parameters in Fig. 1(b) are then given by 

y = yn+yi2, 

Z = -l/y 12 . 
The characteristics of the DUT can be de-embedded as 



l dut 



— It t — 1 
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(7) 



(8) 
(9) 



(10) 



For the procedure to be valid, it is necessary, at least, that the de-embedded thru that does 
nothing. That is, Sn and S22 should be at the center of the Smith chart, and S12 and S21 are 
at (1,0). Fig. 5 shows that those do hold approximately. Published papers indicate reasonable 
success of the thru-only de-embedding method for 2-ports (Ito & Masu, 2008; Laney, 2003; 
Nan et al, 2007; Song et al., 2001; Tretiakov et al, 2004a). 

4. Theory of mode transformation 

4.1 General theory 

In this section, we explain the theory of S-matrix mode transformation (Amakawa et al., 2008) 
in preparation for developing thru-only de-embedding for multiports based on the 2-port 
method explained in the preceding section. 
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Fig. 6. The right n-port is the network under measurement. The left one is the terminating 
network, possibly representing a measurement system like a VNA. 



A generalized scattering matrix S of an n-port (Fig. 6) relates the vector, a, of power waves 
of a given frequency incident upon the n-port to the vector, b, of outgoing power waves 
(Kurokawa, 1965; Mavaddat, 1996). 

b = Sa, (11) 

a — 1/2 (v + Z i), (12) 
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(14) 
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In (12) and (13), * denotes complex conjugate. Zq is the reference impedance matrix used to 
define the generalized S-matrix, and Rq = R(Zq). Zq is a diagonal matrix in the conductor 
domain, in which actual measurements are made with a vector network analyzer (VNA). The 
kth diagonal element of Zq is the reference impedance of the kth port. Zq is usually set by a 
VNA to be a real scalar matrix: Zq = Ro = Ro^-n with Rq = 50 Q. Here l n is an n x n identity 
matrix, v and i in (14) and (15) are, respectively, the port voltage vector and the port current 
vector in the conductor domain. Z in (14) is the open-circuit impedance matrix of the n-port 
under measurement and its inverse is the short-circuit admittance matrix Y in (15). From (11) 
and (12), S and Z (= Y _1 ) can be converted to each other by 
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(16) 
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(18) 



A network matrix of an n-port (Fig. 6) can be transformed into a different representation by 
changing the basis sets for voltage and current by the following pair of transformations (Paul, 
2008). 

v = K v v, (19) 

i = Kil (20) 
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subject to 



KT T^* -| 



(21) 



Here T denotes matrix transposition, v and i are, respectively, the port voltage vector and the 
port current vector in the modal domain. (21) ensures that the power flux remains invariant 



under the change of bases (Paul, 2008); for example, a a* = a 
Ky and Kj can be expressed in terms of a unitary matrix Ku (Ky 
matrix Kp (Kp = Kp) by polar decomposition as 



(19) and (20) suggest that 
Kjj 1 ) and a Hermitian 



Kv 



KuKp/ Ki — K|jK p . 



(22) 



Here + denotes conjugate transpose. Since v and i are related by the Z-matrix as v = Zi, 
impedance matrices undergo the following transformation by the change of bases (19) and 
(20): 



Z = Ky ZKj = IC, 



KttZKuK^ 



(23) 



Vy ^iVJ — X^p XVu^X^LJX^p 

Likewise, 

Y = Kf X YK V = KpK^YKuKp. (24) 

The reference impedance matrix Zq is, in fact, the impedance matrix of the terminating n-port 
shown in Fig. 6 (with all the signal sources shunted) and is also transformed by (23). If Zq is a 
scalar matrix as is usually the case in the conductor domain, 



K D ZnK 



O^p 



(25) 



It is only Kp (and not Ku) that affects reference impedances. 

If Zq is a real scalar matrix, it can be shown that S-matrices undergo the following unitary 

transformation regardless of the value of Kp: 



S — KjjSKu- 



(26) 



Mode transformation is particularly useful if the form of S is diagonal or block-diagonal be- 
cause it means that the n-port is decoupled into some independent subnetworks. In some 
cases, the values of Ky and Ki that give the desired form of S might be known a priori. Mode 
transformation is also useful if two or more ports of a network are meant to be excited in a 
correlated fashion. An example includes differential circuits. In the following, we present a 
couple of transformations that are used often. 

4.2 Even/odd transformation 

We define the 2-port even /odd transformation by 
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Fig. 7. (a) General 4-port. (b) 4-port consisting of a pair of uncoupled 2-ports. 
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According to (25), the reference impedance matrix in the even/ odd domain is given by 
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This invariance of the reference impedance matrix is an advantage of the even /odd trans- 
formation. This property is consistent with the even mode and the odd mode used in mi- 
crowave engineering (Pozar, 2005) and transmission line theory (Bakoglu, 1990; Magnusson 
et al., 2001). From (26), 
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Extension of the even/odd transformation to 4-ports is straightforward as follows. 
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The corresponding port numbering is shown in Fig. 7. Clearly, the exact form of K Ve / de- 
pends on how the ports are numbered. 
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Let S be the conductor-domain 4x4 scattering matrix as measured by a VNA. 
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From (26) and (32), the S-matrix in the even/odd domain, S e / , is given by the following 
orthogonal transformation. 

r c c 1 

(40) 

(41) 
(42) 
(43) 

(44) 

If the 4-port in question is symmetrical about the horizontal line shown in Fig. 7(a), the off- 
diagonal submatrices S eo and S oe are zero, meaning that the 4-port in the even /odd domain 
consists of a pair of uncoupled 2-ports as shown in Fig. 7(b). The upper and the lower 2-ports 
are described by S ee and S 00 / respectively. 

4.3 Common/differential transformation 

We define the 2-port common /differential transformation by 
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This definition is consistent with the common mode and the differential mode in analog circuit 
theory (Gray et al., 2009). The differential mode gives what is interpreted as the signal in 
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Fig. 8. (a) Model of an as-measured 4-port. The DUT is embedded in between the intervening 
structures L and R. (b) Model of a thru dummy pattern. 



differential circuits. The common mode describes how the pair would collectively appear 
when seen from far away. 

Since Ku = K Ve/o and K P ^ l n as shown in (47) and (48), according to (25), Z 0c /d is not equal 
to Zq. If, for example, 
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Extension of the common /differential transformation to 4-ports is also straightforward. 
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S c /(j is given by (53) and (40) through (44). This result is consistent with (Bockelman & Eisen- 
stadt, 1995; Yanagawa et al, 1994) except for port ordering. 
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Fig. 9. (a) Micrograph of a THRU with GSGSG pads, (b) A pair of 1 mm-long TLs with the same 
pads. The line width is 6 um and the spacing between the lines is 4.6 /mi. Nominal differential 
characteristic impedance is 100 Q. The technology is a 0.18-f/m CMOS process. 

5. De-embedding of 4-port with even/odd symmetry 

Suppose a 4-port under measurement can be represented as a cascade of three four-ports, as 
shown in Fig. 8(a). Then, its transfer matrix can be written as T meas = TLT dut T R . As in the 
case of a 2-port, if the intervening structures L and R are somehow characterized, the prop- 
erties of the DUT can be de-embedded by T dut = T^ 1 T mea sT^ 1 . The 4-port de-embedding 
method proposed by (Han et al., 2003) follows this idea. Their method requires that the upper 
ports and the lower ports of both L and R consist of uncoupled two-ports as in Fig. 7(b). This 
condition may be fulfilled by appropriately configured off-chip systems (Han et al., 2003). 
However, on-chip THRU patterns (e.g. Fig. 9(a)) can hardly meet this requirement. Note, how- 
ever, that an on-chip thru, typically having GSGSG or GSSG probe pads, can often be made 
symmetrical about the horizontal line shown in Fig. 7(a). In that case, the S-matrix of the THRU 
can be decomposed into a pair of uncoupled 2-ports (Fig. 7(b)) by the even/odd transforma- 
tion (40) (Amakawa et al., 2008) or, equivalently, the common /differential transformation (53). 
Then, each resultant 2-port can be bisected and the matrix representing each half determined 
as described in Section 3. 
The conversion of 4-port S to /from T can be done via S ; defined by 
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We applied the proposed de-embedding method to samples fabricated with a 0.18 um CMOS 
process. The frequency ranged from 100 MHz to 50 GHz. The two-step open-short method 
(Koolen et al., 1991) originally proposed for a two-port was also applied for comparison. 
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Fig. 10. Characteristics of the thru (Fig. 9a) after performing the thru-only (Suth/ ^33TH/ 
S21TH/ s 43Th) or open-short (S 110 s, S 330S , S 2 ioS/ S43OS) de-embedding (Amakawa et al, 2008). 



Fig. 10 shows the de-embedded characteristics of a symmetric thru itself (Fig. 9a). The re- 
flection coefficients obtained by the proposed method (Suth an d S33TH) s * a Y ver y close to the 
center of the Smith chart and the transmission coefficients (S21TH an d S43TH) at its right end as 
they should. Fig. 11 shows even- and odd-mode transmission coefficients for a pair of 1 mm- 
long transmission lines shown in Fig. 9(b). A comparatively large difference is seen between 
the results from the two de-embedding methods for the even mode. One likely cause is the 
nonideal behavior of the SHORT (Goto et al., 2008; Ito & Masu, 2008). The odd-mode results, 
on the other hand, agree very well, indicating the immunity of this mode (and the differential 
mode) to the problem that plague the even mode (and the common mode). 

6. Decomposition of a 2n-port into n 2-ports 

The essential used idea in the previous section was to reduce a 4-port problem to two inde- 
pendent 2-port problems by mode transformation. The requirement for it to work was that 
the 4 x 4 S matrix of the THRU dummy pattern (a pair of nonuniform TLs) have the even/ odd 
symmetry and left /right symmetry. This development naturally leads to the idea that the 
same de-embedding method should be applicable to 2n-ports, where n is a positive integer, 
provided that the S-matrix of the thru (n coupled nonuniform TLs) can somehow be block- 
diagonalized with 2x2 diagonal blocks (Amakawa et al., 2009). 

Modal analysis of multiconductor transmission lines (MTLs) have been a subject of intensive 
study for decades (Faria, 2004; Kogo, 1960; Paul, 2008; Williams et al, 1997). MTL equations 
are typically written in terms of per-unit-length equivalent-circuit parameters. Experimental 
characterization of MTLs, therefore, often involves extraction of those parameters from mea- 
sured S-matrices (Nickel et al., 2001; van der Merwe et al., 1998). We instead directly work 
with S-matrices. In Section 5, the transformation matrix (37) was known a priori thanks to 
the even/odd symmetry of the DUT. We now have to find the transformation matrices. As 
before, we assume throughout that the thru is reciprocal and hence the associated S-matrix 
symmetric. 
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S 2olOS 
S 2olTH 

Fig. 11. Even-mode (broken lines) and odd-mode (solid lines) transmission coefficients for a 
pair of transmission lines (Fig. 9b) before and after de-embedding (thru-only or open-short) 
(Amakawa et al., 2008). 



Our goal is to transform a In x In scattering matrix S into the following block-diagonal form: 

S m l 



S': 



(62) 



where S m/ - are 2x2 submatrices, and the rest of the elements of S' axe all 0. The port number- 
ing for S' is shown in Fig. 12 with primes. Note that the port numbering convention adopted 
in this and the next Sections is different from that adopted in earlier Sections. Once the trans- 
formation is performed, the DUT can be treated as if they were composed of n uncoupled 
2-ports. 

This problem is not an ordinary matrix diagonalization problem. The form of (62) results by 
first transforming S into S, which has the following form: 



(63) 



and then reordering the rows and columns of S such that S mz in (62) is built from the zth 
diagonal elements of the four submatrices of S (Amakawa et al., 2009). The port indices of S 
are shown in Fig. 12 without primes. The problem, therefore, is the transformation of S into S 
followed by reordering of rows and columns yielding §'. 

In the case of a cascadable 2n-port, it makes sense to divide the ports into two groups as shown 
in Fig. 12, and hence the division of S, a, and b into submatrices /subvectors: 
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(64) 
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Fig. 12. Port indices for a cascadable 2n-port. The ports 1 through n of S constitute one end of 
the bundle of n lines and the ports n + 1 through 2n the other end. 



This was already done in earlier Sections for 4-ports. Since our 2n-port is reciprocal by as- 
sumption, S is symmetric: S T = S. Then, it can be shown that the following change of bases 
gives the desired transformation. 
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where the blanks represent zero submatrices. Wj and W2 diagonalize S 21 S22$ 12 Sn anc ^ 



S22S 12 1 SHS2! 1 , respectively, by similarity transformation: 



W 1 - 1 S2 1 1 S 22 S 1 - 2 1 S 11 W 1 = A 1/ 



(67) 



W 2 " 1 S22S 1 2 1 SiiS 21 1 W2 = A 2 , (68) 

where Ai and A2 are diagonal matrices. Wi and W2 can be computed by eigenvalue decom- 
position. The derivation is similar to (Faria, 2004). S is thus given by 



wJsiiWx wT Sl2 (w 2 r )- 1 
w 2 - 1 s 2 iW 1 w 2 - 1 S22(w 2 r )- 1 



(69) 



7. Multiport de-embedding using a thru 



Suppose, as before, that the device under measurement and the thru can be represented as 
shown in Fig. 13. Here the DUT is MTLs. In terms of the transfer matrix T defined by 
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Fig. 13. (a) Model of n coupled TLs measured by a VNA. The TLs sit between the intervening 
structures L and R. (b) Model of a thru. 
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Fig. 14. Flow of validating the de-embedding method. 
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Ml Ml 

The as-measured T-matrix for Fig. 13(a) is T meas = T L T TL T R . 

In order to de-embed T TL from T meaS / the THRU (Fig. 13(b)) is measured, and the result 
(Tthm — TlTr) is transformed into the block-diagonal form S[ hm . Since each of the re- 
sultant 2x2 diagonal blocks of S[ hm is symmetric by assumption, the method in Section 3 
can be applied to determine T L and T R . Then, the characteristics of the TLs are obtained by 

T t — It -1 T — 1 

1 TL — x l v meas A r • 

Shown in Fig. 14 is the procedure that we followed to validate the thru-only de-embedding 
method for 2n-ports (Amakawa et al., 2009). S-parameter files of 1 mm-long 4 coupled TLs 
and pads were generated by using Agilent Technologies ADS. A cross section of the TLs is 
shown in Fig. 15. The schematic diagram representing the pads placed at each end of the bun- 
dle of TLs is shown in Fig. 16. Figs. 17 and 18 show the characteristics of the "as-measured" 
TLs and the thru, respectively. The characteristics of the bare (un-embedded) TLs and the 
de-embedded results are both shown on the same Smith chart in Fig. 19, but they are indistin- 
guishable, thereby demonstrating the validity of the de-embedding procedure. 
We also applied the same de-embedding method to the TLs shown in Fig. 9, analyzed earlier 
by the even /odd transformation in Section 5 (Amakawa et al., 2008). The numerical values 
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Fig. 15. Schematic cross section of the 1 mm-long 4 coupled TLs (not to scale), labeled with 
port numbers. Dimensions are in }im. Relative dielectric permittivity is 4. Metal conductivity 
is 5.9 x 10 7 (Q • m) _1 . tan 5 = 0.04 (Amakawa et al., 2009). 
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Fig. 16. Model of the left half of the thru including pads (Amakawa et al., 2009). 



of even/odd transformed and fully block-diagonalized S-matrix of the thru (Fig. 9(a)) at 
10 GHz are, respectively, 
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The reference impedance matrices are Z f G 



0e/o 



Zq = 50-14. The upper diagonal block in 
S f e /o is the even-mode S matrix and the lower diagonal block is the odd-mode S matrix. The 
residual nonzero off-diagonal blocks in S^ ., representing the crosstalk between the even and 
odd modes, were ignored in Section 5 (Amakawa et al., 2008). The transformation (69) can 
better block-diagonalize the S-matrix. 



8. Conclusions 

We have reviewed the simple thru-only de-embedding method for characterizing multiport 
networks at GHz frequencies. It is based on decomposition of a 2n-port into n uncoupled 
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Fig. 17. Characteristics of the 4 coupled TLs from 100 MHz to 40 GHz before de-embedding 
(Amakawa et al., 2009). 




Fig. 18. Characteristics of the THRU from 100 MHz to 40 GHz (Amakawa et al, 2009). 



2-ports. After the decomposition, the 2-port thru-only de-embedding method is applied. If 
the DUT is a 4-port and the THRU pattern has the even/ odd symmetry, the transformation 
matrix is simple and known a priori (Amakawa et al., 2008). If not, the S-parameter-based 
decomposition proposed in (Amakawa et al., 2009) can be used. 

While the experimental results reported so far are encouraging, the validity and applicabil- 
ity of the de-embedding method should be assessed carefully. It is extremely important to 
ascertain the validity of the 2-port de-embedding method because the validity of the multi- 
port method depends entirely on it. One Fig. 1(b) In particular, hardly any justification has 
been given for the validity of the n-equivalent-based bisecting of the THRU (Ito & Masu, 2008; 
Laney, 2003; Nan et al, 2007; Song et al, 2001; Tretiakov et al., 2004a). There are other possible 
ways of bisecting the THRU. T-equivalent-based bisection is one example (Kobrinsky et al., 
2005). Once the foundations of the 2-port method are more firmly established, the multiport 
method can be used with greater confidence. 
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Fig. 19. Reference characteristics of the 4 coupled TLs (with a subscript r) and the de- 
embedded results, (with a subscript d). Actually, those two are indistinguishable on the Smith 
chart (Amakawa et al., 2009). 
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1. Introduction 

In February 2002, the Federal Communications Commission (FCC) gave the permission for 
the marketing and operation of a new class of products incorporating Ultra Wide Band 
(UWB) technology. The early applications of UWB technology were primarily radar related, 
driven by the promise of fine-range resolution that comes with large bandwidth. But the 
recent 3.1-10.6GHz allocation extends the UWB use to a larger application area for which the 
specific frequency ranges are reported in the table 1. 



r 



Class/Applications 



frequency band for operation at part 1 limit 



Communications and measurement 3.1 to 10.6GHz (different out-of-band emission 
systems limits for indoor and outdoor devices) 



Imaging: ground penetrating radar, < 960MHz or 3.1 to 10.6GHz 
wall, medical imaging 



Imaging: through wall 



< 960MHz or 1.99 to 10.6GHz 



Imaging: surveillance 



1.99 to 10.6GHz 



Table I. FCC allocations for each UWB category [1] 



In this work we will focus on communication applications for which maximum emissions in 
the prescribed bands are at an effective isotropic radiated power (EIRP) of -41.3 dBm/MHz 
or a maximum peak power level of 0dBm/50MHz, and the -10 dB level of the emissions 
must fall within the prescribed band. Hence UWB signal transmissions must respect the 
spectrum mask presented in the figure 1 for the 7.5GHz here considered bandwidth. 
Unlike narrow band standards located within the 0.9 to 6 GHz range, UWB technology can 
meet the growing demand for high data rate communications in short range distance with 
relatively low power consumption. Several Gigabits per second (Gbps) are expected within 
a 5 meter range [2] [3]. However targeting mass market applications its deployment success 
is first driven by a low cost implementation. To meet this requirement CMOS technology is 
a promising candidate. From technical point of view the digital part obviously benefits from 
Moore's law, but scaling of the CMOS devices with increasing fx and f max also facilitates the 
processing of large bandwidth analog signals with low power. 



34 



Advanced Microwave Circuits and Systems 



E 
m 


-40- 
-45- 
-50 - 
-55- 
-60 - 
-65- 
-70 - 
-75- 




























■D 
























> 




















































o 










3.1 










10.€ 








1.99 / 


> 


"(/) 






\ 


c/) 

"E 










/ 

/ 
















\ 
\ 

\ 


CD 
CL 
C£ 
LU 
CD 

Z) 










/ 
/ 

/ 




it 
















/ 
/ 


FCC indoor limit 
















/ 
/ 




Part 15 limit 












0.56 


1.61 
















































* 



1 10 

frequency (GHz) 
Fig. 1. UWB spectral mask for indoor communication systems [1] 

Furthermore full CMOS wireless transceivers are often limited by output power capability 
of active device. The UWB spectral mask presented in the figure 1 relaxes such constrain 
enabling the use of CMOS PA. Hence the single chip solution becomes feasible with UWB 
technology. 
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Fig. 2. UWB spectrum redrawing for US (blue) and Europe (red) 
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UWB allocation shares frequency spectrum with other wireless applications. As well the 
redrawing of the 3.1-10.6GHz band depends on the local regulation. For example, the entire 
7.5GHz bandwidth, red line in the fig. 2, is used in US. In Europe, it is split in two bands, 
blue lines in the fig. 2: the lower from 3.1 to 5.1 GHz and the upper band from 6.4 to 10.6 
GHz because of the 802.11a application which is located within the 5.15 to 5.725 GHz range. 
Currently, there are two major IEEE UWB radio schemes, i.e., multi-band (MB) OFDM 
[4] and direct sequence (DS), both dividing the 7.5GHz UWB bandwidth into multiple sub- 
bands, and use carrier in radio transmission. An alternative UWB radio solution, fig. 3(b), [5], 
is a fully pulse-based, non-carrier, single-band (7.5GHz), most-digital, all-CMOS UWB 
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transceiver that can take the full advantages of the original impulse UWB radio technology 
to achieve the required multi-Gbps throughput. 
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Fig. 3. MB-OFDM receiver [4] (a) pulse-based UWB transceiver [5] (b) 

Whatever the radio scheme that is selected, both kinds of receiver architectures require a 
Low Noise Amplifier (LNA) after the antenna. This critical building block must exhibit a 
low return loss, a low noise figure, and a high gain across the entire frequency band of 
interest. These characteristics are mainly supported by the input matching skills of the 
circuit. As well the fig. 4 proposes some simplified schematics for the most common UWB 
LNA topologies. The two first, LC filter cascode [6], fig. 3(a), and transformer feedback 
[7] [8], fig. 4(b), involve the transistor gate to source capacitance (C gs ) in the synthesis of a 
pass-band filter. Both architectures, sensitive to technology modeling, remain the best suited 
to achieve broadband operation, in term of gain, input matching, and low noise figure under 
low power consumption. Considering the implementation, the large number of inductor 
required to set up these techniques induces a huge, and so expensive, silicon area. The two 
last configurations resistive feedback (FB) [9] [10] and common gate (CG) [11], fig. 4(c) and 
(d) respectively, offer a very compact silicon alternative. However resistive FB amplifier is 
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known for large current consumption and stringent gain-bandwidth trade-off inducing 
limited optimization. Basic CG topology can perform wideband response at the expense of 
increased noise figure (NF). The input impedance is so dominated by the trans-conductance 
once the input gate to source capacitor is cancelled out within the considered bandwidth 
[12]. 



^>Ne L <Lk-t ^> 




(a) (b) (c) (d) 

Fig. 4. Four basic topologies of UWB LNA input matching 

For a couple of decade CMOS technologies scaling has induced a drastic reduction of the 
supply voltage reported in the fig. 5. From analog point of view, a meaningful figure of 
scaling impact is the threshold to supply margin (VDD-VthN). Indeed, it determines the 
number of devices that can be stacked between the two supply rails thus steering the design 
methodology and constrains. 
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Fig. 5. CMOS scaling impact on VDD and V t h 
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In RF designs it defines the maximum allowed headroom voltage which is directly 
connected to the linearity, the gain, and the signal to noise ratio (SNR) of the building 
blocks. As a matter of consequence UWB LNA performances greatly suffer from voltage 
scaling in deep sub-micron CMOS technologies. Considering such context this work 
proposes a new circuit technique making the aforementioned UWB topologies low voltage 
compatible. 

2. Resistive feedback input matching 

2.1 Resistive feedback theory 

The single stage wide band amplifier, proposed in fig. 4(c), can be studied according to the 
simplified small signal model depicted in fig. 6. Where g m Mm, C gS Min and CgdMin are the 
transconductance, gate to source and drain to source capacitors of Mi n respectively. Rl and 
Rf are load and feedback resistances. We assume that the circuit is connected to a source 
generator whose the R s impedance is typically 50 Q. 



v gs 



CgdMin 



e 



•'gsMin 



^ 



9 m Min 
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Fig. 6. Simplified model of a resistive feedback input stage 



In first approximation, we can derive the analytic expressions of the voltage gain (A v ), noise 
figure (NF) and input impedance (Zm) as: 



\A, 



g mu -(RJl R F ) 



3g mu R s R s V /L 3 r f 



(1) 
(2) 



^ R F + R L 

"' ~ i + k i 

In a -3dB bandwidth (BW-3dB) defined as it follows: 



(3) 
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BW ', 



l + \ A v\ 



(4) 



With fiMin the cutoff frequency of Mm. 

From (1) it comes a high voltage gain requires a large g m and, or, a large load resistor Rl. But 
the square law of current drain in CMOS transistors implies an expensive DC current to 
significantly increase the transconductance thus limiting the gain improvement through g m 
in wireless applications. Concerning Rl it is limited by biasing conditions since it must keep 
Mm in saturation region. Hence moderate gains are performed with this kind of topology. In 
expression (2) the larger the Rf is the lower the NF is. But Rf is limited in (3) for a fixed input 
impedance, typically 50Q, and contributes to the bandwidth tuning in (4), a roughly 10GHz 
in UWB applications. So to estimate the capability of such amplifier configuration to address 
UWB requirements, the expressions (1) to (4) have been drawn, fig. 7, based on 0.13^im 
CMOS skills. 
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Fig. 7. Re(Zin) (a) NFmin (b) Av (c) and Bandwidth (d) of single stage resistive feedback 
amplifier with typical 0.13|um CMOS technology skills. VDD=1.6V 



Considering a 50Q input impedance in fig. 7(a), the transconductance, g m , and the feedback 
resistance, Rf, must be tuned to 30 mS and 130 Q respectively. Under such conditions a 
roughly 3 dB NF m i n , fig. 7(b), and 4 dB voltage gain, fig. 7(c), are performed. According to 
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Friis formula [10], this available gain cannot ensures a low NF m in to the front end. To 
overcome this drawback we can either implement a multi-stage LNA either design a mixer 
performing both a low noise figure and a high gain. The first solution is power hungry and 
so unexpected for wearable applications. The second puts on the mixer some hard design 
constrains. Hence these preliminary investigations emphasize that a conventional resistive 
feedback topology is unsuited for UWB LNA design in a 0.13 jum CMOS implementation. 

2.2 Current reuse improvement 

It has been demonstrated in the previous part that the lack of gain is the bottleneck of 
resistive feedback amplifier optimization. The current reuse topology relying on active load 
configuration can complete this missing. Indeed both improving the voltage gain and 
lowering the design trade-off, this technique makes resistive feedback topology more 
attractive for ultra wide band purpose. 




Fig. 8. resistive feedback current reuse configuration [12] 

Considering the topology depicted in fig. 8, the overall trans-conductance is now (g m N + gmp) 
that is twice larger the basic resistive feedback one for the same biasing current. Loading the 
NMOS transistor with the PMOS allows the circuit to operate under lower supply voltage 
than resistive load configuration. As well the expressions (1), (2), (3) and (4) remain the same 
according to the equivalences reported in the Table II: 



RESISTIVE 
FEEDBACK 


REUSE FEEDBACK 


v-gsMin 


CgsN+CgsP 


v-gdMin 


CgdN+CgdP 


Rl 


Rf/ / rdsN/ / rdsp/ / Rin 

2 


gmMin 


gmN+gmP 



Table II. resistive to reuse feedback equivalence table 



40 



Advanced Microwave Circuits and Systems 



With Rin2 the input impedance of the following stage. In reuse approach, Rf remains large to 
lower NF in (2) where as g m boosting achieves a high A v for a reasonable current 
consumption in (1). Hence the growth of A v mitigates the increase of parasitic capacitor 
value to keep a wide -3dB bandwidth in (4). 

Measurement results 

The schematic of the LNA is depicted in fig. 9. A 0.7nH input inductor is added to 
compensate for the parasitic capacitors of Mn and Mp at high frequencies. A resistive 
feedback buffer with peaking inductor load is coupled with the reuse UWB stage to drive 
the 50Q output load. 




Fig. 9. UWB resistive feedback current reuse LNA [11] 



This circuit is implemented in a 6 metal levels 130nm CMOS technology from STM. The 
measurement results have been performed with a GSG probe bench combined with a HP 
8510B network analyzer and a HP 8970 NF-meter. 

The reuse input stage, in charge of NF and input matching, depicts, in fig. 10, its ability to 
achieve a wide band input matching. Indeed Sn, in good agreement with simulations, is 
kept lower than -12dB from 1 to 14.8 GHz. 
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Fig. 10. Measured x Simulated Sn parameter 
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As far as noise is concerned, both NMOS and PMOS of the current reuse stage are sized to 
provide the lowest NF at 3.6GHz -i.e. a good tradeoff regarding to the 3 to 11 GHz 
frequency band of interest-. However resistive amplifier is not well suited to synthesize the 
imaginary part required by the noise matching of MOS transistor, especially over a wide 
bandwidth. For this reason, such kind of topology remains noisier than its LC ladder 
counterpart [9]. According to the expression (2), the high fj of the 130nm MOS technology 
combined with a large Rf feedback resistor keeps the NF lower than 9dB up to 10 GHz thus 
addressing UWB requirement. It reaches a 4.45dB minimum at 3.74GHz, as showed in the 

%. ii. 




3,5 4,5 5,5 6,5 
Frequency (GHz) 



7,5 8,5 9,5 



Fig. 11. Measured x Simulated Noise Figure 

In fig. 12, an 11.5dB quasi flat band gain is provided from 2 to 9 GHz. This gain is entirely 
performed by the current reuse stage which consumes a 17mW under 1.4 supply voltage. 
The buffer does not provide additional gain it both compensates for the roll-off induced by 
CgsMm in the previous stage, with the 1.2 nH peaking inductor, and delivers the signal to the 
50Q load. 




Frequency (GHz) 

Fig. 12. Measured x Simulated S21 parameters 



Fig. 13, depicting S21 and NF m i n variations versus supply voltage emphasizes the ability of 
the current reuse topology to operate under low supply voltage. The sweep range is lower 
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limited to 0.9V since the input matching is not completed below. A roughly 6dB gain 5.5 dB 
NF min are achieved under IV. Whereas the gain is voltage dependent, the minimum noise 
figure is almost constant, close to 4.5dB, until 1.1V supply. For lower supply voltages the 
gain drop-off mainly contributes to the noise figure growth. According to expression (4) it 
has been also observed that the bandwidth slightly shrinks with the voltage decreasing, it 
covers a 2 to 8GHz range under IV. 
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The -ldB input compression point is reported in fig. 14. The supply reduction first limits the 
allowed voltage swing at the output of the current reuse stage thus degrading the ICP1. For 
sub-lV operation the serious lack of gain permits larger power processing. 

VDDreuse (V) 




Fig. 14. ICP1 versus supply voltage 



3. LC ladder input matching 

Another useful technique to perform wide band input matching in UWB LNA is the filter 
synthesis. This solution is interesting since it achieves a pass band filtering instead of a wide 
band response like resistive amplifiers do. Out-band blockers are so attenuated thus 
relaxing the linearity and power consumption constrains of the LNA. The synthesis is based 
on LC elements, the larger the number of cascaded cells is the wider and better the filtering 
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is. But inductors are silicon expensive, so designers have to deal with input matching level 
and bulk management. Fourth and sixth order topologies are good trade-off in UWB 
applications. 



3.1 LC ladder theory 

The LC network presented in fig. 15(a) is a 6th order pass-band filter whose the impedance 
response, Zin, is depicted in fig. 15(b). Hence Zin is purely resistive within a frequency 
range defined as it follows: 



f 

2kRC 2 2kL x 

f L_ 

u 2kRC x 



(5) 
(6) 



7. 



Li C, 



*■•- 



Hh 



c, 



L 2 Q 



R 






R 







(a) 





















































-I 






Rea 


part 




5. J 




\ 


Kl 


1 








v 






V 










K 


■"■"-■— 


-^ 


A 


^. 


Imaj 


^inar 


^ 


/ x, 



(Or 



(b) 



% 



Fig. 15. 6 th order pass-band filter form [8] (a) Z in response (b) 



This input matching configuration is often implemented in UWB LNA in accordance with 
the schematic reported in fig. 16. The circuit proposed in fig. 16 has been implemented in a 
0.25 |um SiGe BiCMOS technology [10]. 
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Fig. 16. UWB LC ladder cascode LNA [13] 

The roll off induced over the gate to source capacitor of M m is compensated by L p k peaking 
load inductor to perform a quasi flat band voltage gain, G v , expressed as: 



G=- 



S mM , Kt + JL pk a] 



M l 



(7) 



2R s-JC GStot co 



Close to the geometric average frequency (fL-fu) 05 / the minimum noise figure, based on 
narrow band derivation described in [10], is written as : 



7VF, 



v 3 & min 



(8) 



With CGstot the combination between Mm gate to source and 170 fF external capacitors, gmMin 
the transconductance of Mi n , 7/ = 3/2 , c is the correlation term equals to jO.395, and 5 is the 
coefficient of gate noise equals to 4/3. 
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(a) 
Noise Figure (dB) 




Fig. 17. S21 and Sn versus frequency (a) NF versus frequency (b) 

Operating under 2.5V, it achieves a 8,5 dB maximum gain, fig. 17(a), with a 8,5 mW power 
consumption. Sn remains lower than -lOdB from 4.2 to 12 GHz thus depicting a very wide 
band input matching. The NF, fig. 17(b), smoothly increases from 7.5 dB@5.6GHz to 
9.5 dB@9.8GHz. The measurement results of the circuit are summarized in Table III. 



Sn (DB) [BW IN GHZ] 


<-10 [4,2-12] 


S21 (dB) [BW-3dB in GHz] 


8.5 [4.4-10.6] 


NF (dB) 


7.5/9.5 


Pdiss core (mW) 


8.5 


Area (mm 2 ) 


1 



Table III. 0.25^im UWB LC ladder cascode LNA performances 
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The 4 th order LC ladder LNA topology presented in the fig. 18 has been implemented and 
simulated in a 0.13|im CMOS technology. Two circuits have been designed according to the 
table IV, they perform a more than lOdB gain and a good input matching over the targeted 
bandwidth as showed in fig. 19. Supplied under 1.6V they roughly consume a 5mA. 




TABLE IV. DEVICE SIZES FOR 3-5GHZ 

AND6-10GHZ 





3-5 GHZ 


6-10 GHZ 


VC 2 


1.9nH/400fF 


0.6nH/70fF 


VC 3 


2.2nH/520fF 


1.4nH/130fF 


Ls 


l.lnH 


l.lnH 


(W/L)mi 


40/0.13 Mm 


40/0.13 Mm 


(W/L)M2 


60/0.13 ^m 


50/0.13 Mm 


R P k 


50Q 


35Q 


L p k 


3nH 


2nH 



Fig. 18. 4* or der LC ladder LNA dedicated to 3-5GHz or 6-10GHz bands 
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Fig. 19. Simulated Sn and S21 of a 4 th order LC ladder cascode LNA dedicated to 3-5GHz (a) 
and 6-lOGHz (b) 
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A wide band operation requires from active devices a large current consumption to ensure a 
sufficient high cutoff frequency. This means that the gate overdrive voltage of Mi and M2, 
fig. 18, must be selected within a 0.3 to 0.5V range, according to [17], thus limiting the 
minimum supply voltage of cascode topology compared to a narrow band design issue. The 
gain to VDD dependency is drawn in fig. 20 for the 6 to 10GHz circuit. A less than lOdB gain 
is achieved with the technology nominal voltage, 1.2V, and then it severally decreases for 
sub IV operations. 




0,6 0,75 0,86 1 1,1 1,2 1,3 1,4 1,6 1,1 

VDD (V) 

Fig. 20. 4 th order LC ladder LNA gain versus supply voltage 



So LC ladder network synthesis is a very efficient technique to perform wide band input 
matching in LNA designs. But the cascode topology would suffer from technology scaling in 
the near future because of supply voltage reduction. To find an alternative we investigate 
the combination of LC ladder with current reuse configuration. 



3.2 Current reuse improvement 




Fig. 21. LC ladder current reuse configuration 
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The theoretical topology of a LC ladder current reuse LNA is presented in fig. 21. It is here 
combined with a 4 th order LC ladder filter and four inductors are needed for the synthesis. 
Q shunting the two sources of the transistors in AC mode, Lsl and Ls2 are in parallel and 
achieve the real part of the input impedance. The configuration of active load improves the 
voltage gain compared to a cascode topology. 

The minimum supply voltage, keeping both the PMOS and NMOS transistors in saturation 
region, is derived in expression (9). It is drawn in the Fig. 22 based on the features of a 
0.13|um CMOS technology. W p is adjusted to 30 jum which implies a C gst ot equals to 300fF 
intended for 6 to 10 GHz range. It points out the ability of current reuse topology to sustain 
low voltage operation. 



VDD„ 



2L P I D , 



M P C„W P 



(9) 



With L p and W p the PMOS transistor length and width respectively. |Up is the hole mobility. 

V DDmin (V) 




l D (mA) 



10 15 20 

Fig. 22. Minimum supply voltage versus current consumption in a LC ladder current reuse 
topology. W P =30|um, L P =0.13|Lim, VT PM os=400mV 



The expressions (10) and (11) derive the noise figure and the voltage gain of the circuit 
presented in Fig. 21. Driven with the same current both current reuse and cascode 
topologies perform similar cut-off frequency. Hence comparable NF m i n and Gv are achieved. 
Though current reuse topology can support sub IV operation, low noise and high gain 
performances require a higher supply voltage since it directly sets the current of the stage, 
as depicted in fig. 22. 
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3.3 Measurement results 

The simplified schematic of the circuit depicted in fig. 23 was implemented in a 6 metal 
levels 130nm CMOS technology from STM. This LNA is designed to cover the 6-10GHz 
upper band of European UWB standard. A DC Feedback (DCFB) loop regulates the output 
DC voltage of the first stage. The nominal supply is set to 1.6V to ensure both high gain and 
low noise figure. The buffer is loaded with peaking inductors which compensate for the roll- 
off occurring in the first stage. 




Fig. 23. UWB LC ladder current reuse LNA 



Frequency (GHz) 




Fig. 24. Measured x Simulated Sn parameter 
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The measurement results have been performed with a GSG probe bench combined with a 
HP 851 OB network analyzer and a HP 8970 NF-meter. The input matching, based on a 4 th 
order pass-band filter, exhibits two minimum at 6 and 10 GHz as depicted in fig. 24. The Sn 
parameter is kept lower than -10 dB from 5.4 to 10.2 GHz. The discrepancy between 
simulation and measurement forms emphasizes the sensitivity of LC ladder implementation 
to parasitic elements. 

Intended for 6-10GHz, the circuit, operating under 1.6V, achieves a more than lOdB quasi 
flat band gain from 5.6 to 8.8 GHz with a maximum 12.2dB at 6.5GHz, Fig. 25. A -3dB 
attenuation is here provided by the buffer. So the current reuse stage performs a roughly 
15dB maximum gain for a 3mA current consumption. After retro-simulations it has been 
underlined extra capacitors, at the output node, strengthen the voltage roll-off of the first 
stage. As a matter of consequence it is not fully compensated by the peaking load above 
9 GHz. 
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Fig. 25. Measured x Simulated S21 parameter 



From noise point, Mn and Mp transistors are sized to provide the lowest NF at 7GHz that is 
a good tradeoff regarding the 6 to 10 GHz frequency band of interest. Likewise input 
matching, the form of the NF measurements is shifted to low frequency in fig. 26. The LC 
ladder technique remains lower noise than its resistive feedback counterpart. Indeed the NF 
is kept constant at 4.5dB from 4.5 GHz to 7.5 GHz, then it smoothly increases until 7dB at 
10 GHz. 



Frequency (GHz) 



4 5,5 

Fig. 26. Measured x Simulated NF 




The voltage gain and minimum noise figure versus Vdd are drawn in fig. 27. A less than 3dB 
attenuation is observed where as the supply is reduced from 1.6 to IV. This behavior is 
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driven by the DC feedback loop which tracks and compensates for the supply variations. 
The NF min is kept lower than 4.6dB up to 1.1V operation. For sub-lV operation it smoothly 
increases with respect to the S21 drop off. The input matching as well as the circuit 
bandwidth are sustained until IV. 




1,1 1,2 1,3 
VDDreuse (V) 

Fig. 27. S21 and NF min versus supply voltage 



The -ldB input compression point versus supply variation is reported in fig. 28. It first 
decreases with the voltage reduction. The LNA still performs a more than lOdB gain within 
a 1 to 1.6V range, fig. 27, so the output voltage range preventing from MOS linear region 
operation shrinks with the supply lessening thus degrading the ICP1. For sub-lV operation 
the lack of gain permits large signal processing improving the ICP1. 



VDDreuse (V) 




Fig. 24. ICP1 versus supply voltage 



4. Design trend discussion 

Though UWB systems are dedicated to mass market, the silicon area is a significant matter 
of concern since it directly impacts the chip cost. The micrographs of the two current reuse 
LNA reported in this work are depicted in fig. 29. The resistive FB topology, 0.6mm 2 , 
fig. 29(a), allows silicon saving compared to its LC ladder counterpart, 1mm 2 , fig. 29(b). 
However these considerations also need to be discussed at system level. The resistive 
feedback technique exhibiting a wide band response requires a pre-filtering stage which 
achieves strong out band rejection. 



52 










Advanced Microwave Circuits and Systems 




DESIGN 


GAIN [DB] 
(BWIN 
GHZ) 


NF [DB] 
(BWIN 
GHZ) 


Sll [DB] 
(BWIN 
GHZ) 


S22 [DB 
(BWIN 
GHZ) 


INPUT 
TYPE 


CHIP 

AREA 

(ACTIVE) 


Pdc 

(WITHOUT 

BUFFER) 


0.13um 
CMOS 

[TW1]* 


12.3±2dB 

(5.6-8.8 ) 


4.4 to 7 
(4-10) 


<-10dB 
(5.4-10) 


<-10dB 
(5.2 - 12) 


LC ladder 


1.2mm 2 


5mW@1.6V 


0.13|am 
CMOS 
[TW2]* 


11.5+ldB 
(2-9) 


4.45 to 9 
(3-10) 


<-10dB 
(1-14.6) 


<-10dB 
(1 - 14.2) 


Resistive 
feedback+L 


0.6mm 2 


17mW@1.4V 


0.18^m 
CMOS [6] 


9±1.5dB 
(2.3-9.3) 


4 to 9.2 
(3-10) 


<-9.9 
(2.6 - 11.7) 


<-13 
(3-10) 


LC ladder 


1.1mm 2 


9mW@1.8V 


0.25^m 
BiCMOS [13] 


8.5±3dB 
(4.4 - 10.6) 


7.5 to 9.5 
(3-11) 


<-10 

(4.2 - 12) 


<-9dB 
(2.8 - 11) 


LC ladder 


1.3mm 2 


8.5mW@2.5V 


0.18^m 
CMOS [15] 


13.5±3dB 
(2-9) 


2.3 to 7.4 
(2-9) 


<-8.8dB 
(2-9) 


<-15dB 
(2-10) 


Resistive 
feedback+L 


0.9mm 2 


25mW@1.8V 


0.18^m 
CMOS [16] 


9.8±3dB 
(2-4.6) 


2.3 to 6 
(3-5.4) 


<-10dB 
(3-6) 


<-10dB 
(2-6) 


Resistive 
feedback+LC 


0.9mm 2 


12mW@1.8V 



*TW means This Work 

Table V. Measured performance summary and comparison 



To do so BWA or SAW filters are mandated thus increasing the device price. LC ladder 
topologies performing pass-band response help in out band rejection thus lowering the 
rejection constrains on the pre-filtering stage. The silicon integration of such a filter can be 
expected lessening the device cost. Hence both approaches must be considered at transistor 
and system levels with respect to the specifications. 





740|im*810nm (a) 1000|im*1200|im (b) 

Fig. 29. Chip micrograph of resistive FB current reuse LNA (a) and LC ladder current reuse 
LNA(b) 

The table V summarizes the performances of the circuits and prior published works. It is 
worth noting UWB devices intended for wireless applications must be low power 
compatible. The LC ladder references [TW1], [6] and [13] perform comparable performances 
with resistive architectures [TW2], [15] and [16] for a roughly half power consumption 
making this technique well suited for RF systems. However it has been demonstrated in 
section II that the performances of resistive feedback circuits, especially the bandwidth and 
the power consumption, are technology dependent. We can estimate the implementation of 
resistive LNA in newer technologies, 65nm or 40nm nodes as instance, would compete with 
LC ladder approaches. 
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Furthermore the table V clearly demonstrates that current reuse approach is a promising 
configuration for ultra wide band LNA. Indeed comparing the circuits, here presented, 
[TW1] and [TW2] with proposed references [6], [13] and [15] it allows both a lower supply 
voltage operation and a power saving. Since current reuse configuration is not a wideband 
dedicated technique, the improvements, here reported, can even be extended to the general 
purpose of CMOS LNA design under low power and low voltage constrains. 

5. Perspectives 

About Software Radio 

The concept of Software Radio (SR) was first introduced by the US Army. The main goal 
was to secure communications on hostile battlefield. The project "Speakeasy" was the first 
stone brought to researches and opened all a new field in the telecommunication industry, 
military and civil ones. Mitola exposed a defined concept of Software Radio in 1999. It is 
described as a fully reconfigurable wireless device that adapts its communication radio in 
response to network and user demands. 

The telecommunication industry has seen the opportunity to work on a very promising 
principle. It is summed up by replacing several receiving chain in mobile phones, each one 
addressing a standard, through a one-chip-solution. This unique chip would enable the 
reception of pre-defined and unknown telecommunication standards by self 
reconfiguration. In a few words the SR device, presented in Fig. 30, is expected to be the 
ultimate radio system. To compete with advanced multi-standard solutions under 
development SR solution must cope with stringent constrains among them are: 

• a reduced cost of design 

• a reduced cost of power consumption 

• a reduced cost of human investment 

The first assessment implies a CMOS implementation. The second one issues from the huge 
power consumption of the solutions based on multi RF front end. The last point assumes the 
focus of the whole engineer staff on a single project would lead to a cost effective 
development. 
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Fig. 30. The software radio solution 



Nowadays, some technological bottlenecks make difficult the development of a full SR 
receiver intended for mobile terminals. Indeed, in Fig. 30, the input signals coming from the 
antenna have to be converted into digital at least at twice the RF frequencies, a roughly 
10GHz, with a high resolution, 16 bits. Such kind of Analog to Digital Convertor (ADC) 
does not exist and are not expected before 15 years on silicon. So today SR is rather derived 
into Software Defined Radio (SDR). These systems allow reconfigurations among pre- 
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defined wireless standards [18] [19] [20] [21]. The solution proposed in the Fig. 31 is based on 
a conventional heterodyne receiver with reconfigurable building blocks. But the adjusting of 
some functions like filters and antenna remains intricate and limits the covering of the 
receiver to a few of applications. The successful of SR implementation needs a new deal in 
radio schemes. 
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Fig. 31. A software defined radio solution based on conventional radio scheme 



Other works on disruptive solution with an intensive research in analog Front End are 
proposed. Some explore discrete time analog signal processing in order to translate into 
analog domain the processing work usually done into digital [22]. It enables better trade-off 
between reconfigurability and power consumption. Among the most promising solution 
under study is the Sampled Analog Signal Processor (SASP) [23], fig. 32. The SASP uses the 
principle of an analog discrete Fourier transforms to translate into frequency domain the RF 
signal [sasp7]. The calculation is based on voltage samples. 
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Fig. 32. A software defined radio solution [23] 
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Once the spectrum containing the information in a to 5GHz range is processed, it is a 
matter to select the only one (or several) signal envelops to be demodulated. It is composed 
by few voltage samples among thousands. These samples are converted into digital for a 
digital signal processing. This system is able to cover any RF standards according to a low 
power consumption given by analog signal processing and flexibility offered by a DSP. The 
DSP manages the use of stored standards and reconfigures as needed the parameters of the 
SASP. The standard memory can be updated and accepts news standards through old 
standards, Fig. 32. 

This brief on next SDR and SR solutions emphasizes the coming revolution in radio scheme 
of future wireless handsets. Hence the conventional solutions lying on (super) heterodyne 
receivers will blow up leaving the corner to an embedded analog/ digital processing of the 
RF signal. These novel frontends, like SASP in Fig. 32, will still need two traditional building 
blocks: an antenna and a LNA. 
What would LNA for SR be? 

The answer does not depend on the choice between SR or SDR solution. In both cases the 
amplifier would cover a wide bandwidth. It must features good performances, NF, gain and 
linearity, making voltage samples suited for analog and digital processing. 



in ■ 
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(a) (b) 

Fig. 33. Behavioral LNA solution for SR receivers: wide band (a) adjustable (b) 



A first solution, Fig. 33(a), would rely on a wide band LNA achieving the best performances, 
required by the most stringent standard, over its whole bandwidth. But it is not an 
optimized approach, in particularly from power saving, since the LNA often provides 
useless skills regarding the application needs. A smart management is to adjust the LNA 
performances according to the standard requirements. As reported in expressions (1), (2), 
(7), (8), (10) and (11), both the NF and gain depend on the current consumption through the 
transconductance of the input transistors. These features can be so tuned by varying the 
biasing of the LNA. Considering the linearity, the wide band operation puts on the receiver 
some stringent constrains from intermodulation rejections. The IIP3 and IIP2 can be 
improved by a narrow band response of the circuit. So we can draw the behavior of a SR 
LNA as it follows, Fig. 33(b): 

• a wide band operation for signal tracking 

• a tunable topology to adjust the performances with the targeted applications 

• a narrow band response to fill high IIPi requirements 

As mentioned in [24], the performances of a SASP unit, and later SR devices, are 
technology dependent. The narrower the transistor is the higher the operating frequency 
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and the resolution is. So each new CMOS generation will directly impact on SR capabilities. 
This means that the scaling constrains on LNA design, above mentioned, will be further 
stringent. Based on the investigations reported in this work, the circuit depicted in Fig. 34 
proposes a SR LNA topology suited for low voltage supply. 



—^ NF /gain adjustin] 
~^ Bandwidth tunin 
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Fig. 34. Adjusting LNA intended for Software Radio receiver 



The core of the LNA is a current reuse configuration to be low voltage compatible. The 
resistive feedback approach ensures a very wide band response for signal tracking mode. 
The supply control, blue arrow, allows NF and Gv variations according to Fig. 13. The 
variable capacitors, red arrows, synthesizing filters adjust the bandwidth and operating 
frequency in narrow band mode. 

If full SR systems make useless some building blocks like mixer and VCO, they open a large 
field of investigations for LNA. The complexity of such next radio solution would focus the 
interest of front-end designers in the years to come. A first question that they would answer 
is: what is the best suited LNA behavior for a SR receiver? The circuits will cope with some 
new concepts of frequency agility, from low to high frequency in narrow and/ or wide band 
operations. Both a system management and a reconfigurable architecture are expected to fill 
this point. The requirement for adjusting NF and gain characteristics will also challenge the 
implementation of LNA. Novel circuit techniques are mandated in such case. 
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1. Introduction 

Transform-domain ultra-wideband (UWB) receiver (Hoyos & Sadler, 2006), is a new UWB 
receiver implementation method, considering a novel approach that utilizes, analog basis 
expansion of the input signal, followed by parallel sampling of the basis coefficients (Hoyos 
& Sadler, 2004), to face significant implementation challenges, including achieving sufficient 
front-end dynamic range, to support desired receiver processing gain, and rejection of large 
narrowband interferers (NBI), and overcoming channel-induced distortion. 
This method enables parallel digital signal processing, and leads to considerable complexity 
reduction, while still achieve a performance very close to Nyquist rate digital receivers, even 
when operating at a Sub-Nyquist sampling rate, without significant BER penalty, if the 
truncation error is negligible compared with the additive noise, or if the incurred SNR 
degradation can be mitigated by the channel decoder (Hoyos & Sadler, 2006). Since the 
receiver has N parallel paths, the sampling rate for each path will be N times lower than if, a 
Nyquist rate time-domain ADC were used to sample the input signal. 

If the front-end frequency selectivity of a conventional receiver does not provide the 
required attenuation of the adjacent frequencies, the remaining unknown and undesired 
adjacent channel interference, will fold into the signal band. Thus, by using the 
orthogonality principle in the frequency domain, the transform-domain receiver can select 
signals with great accuracy, even if strong interferers are nearby. 

Unfortunately, there are practical limitations to this solution due, to the limited number of 
frequency samples that can be taken, because of the complexity in the parallel bank of 
mixers and integrators needed. This limitation requires us to perform frequency sampling 
over short time windows, which in turn produces bandwidth expansion due, to convolution 
in the frequency domain. This frequency expansion implies overlapping (aliasing) in the 
frequency domain, i.e., loss of orthogonality. 
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The loss of orthogonality causes the adjacent, as well as in-band, interferers to overlap with 
the signal of interest producing destructive aliasing. A structure of multipath transform- 
domain receiver was proposed in (Prakasam et al., 2008). However, this chapter aims at 
proposing a selective, time-domain UWB, Wireless Local Area Network (WLAN) front-end, 
employing a direct-sequence architecture (Razavi, 1997), and introducing a multi-block 
designed Low-Noise Amplifier (LNA), in order to minimise the loss of orthogonality effect 
in the transform-domain receiver, due to short windowing in parallel sampling of the basis 
coefficients, during the analog basis expansion of the input signal, while ensuring a better 
trade-off between, selectivity, linearity, noise figure, and power consumption. 
The first topic of this chapter describes the transform-domain receiver architecture, where 
the analog basis expansion principal of the input signal is briefly introduced. Then, the next 
topic presents the circuit techniques, including the circuit design and simulations results of 
the front-end receiver, while the last topic draws the conclusions. 

2. Transform-Domain Receiver 

The transform-domain receiver architecture (Fig. 1), shows the transmitted bit a t estimation 
process, from the set of the coefficient O w (7) ,provided by the quantized basis coefficients . 
An estimate of a , namely a is obtained via the linear receiver matrix H as: 

a = H • r (1) 

In the case of an transform-domain receiver, the linear formulation in (1) includes the Inter- 
Symbol Interference (ISI) between the received pulses of r (t) , so solving the linear filtering 
problem presented in (1) will perform both signal detection and equalization (Hoyos & 
Sadler, 2006). Thus, the transform-domain receiver parallelization can be exploited to add 
robustness to adjacent channel interference, witch would be greatly helpful for the WLAN 
receivers, occupying the 5-6GHZ frequency band (group #2), in the case of the UWB system 
standard (Federal Communications Commission, 2002), where the neighboring nodes may 
be very closes, contrasting with the expensive signal detection and equalization with 
conventional architectures (Blazquez et al., 2005), (Chen & Chiueh, 2006). 
The fundamental difference between the transform-domain receiver front-end and the 
conventional single ADC architectures is the way sampling of the received signal is 
performed. Folding of the signal spectrum introduced by the time-domain sampling 
produces the classical frequency aliasing effect. The adjacent channel interference will fold 
into the signal band, and may seriously distort the discrete-time representation of the signal, 
if the front-end frequency selectivity of a conventional receiver does not provide the 
required attenuation. 

Unfortunately, even when we use the orthogonality principal in the frequency domain, 
witch can select signals with great accuracy, even when strong interferers are nearby, the 
number of the frequency samples that can be taken is limited, because of the complexity in 
the parallel bank of mixers and integrators needed (Fig. 1). Thus, loss of orthogonality can 
be caused by the frequency expansion induced by the convolution in frequency domain, 
when performing a frequency-domain sampling over short time windows. 
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Fig. 1. Mixed-Signal Transform-Domain Receiver Architecture. 

Attenuation of the adjacent channel at the front-end of the receiver is critical to avoid 
catastrophic aliasing after frequency-domain sampling. The aim of this work is to provide a 
great selective time-domain front-end reception part, for the transform-domain UWB 
WLAN receiver, in order to minimize the overlapping (aliasing) in the frequency domain 
caused by the short time windowing limitation. 



3. Design Techniques 

3.1 Dynamic Feedback LNA 

Several proposals were introduced lately for the design of low-power, UWB CMOS LNA 
(Park, et al, 2005), (Yu et al, 2006), (Shameli & Heydari, 2006), (Yo & Yoo, 2007). Due 
particularly to its low input impedance, the common-gate input LNA exhibits an excellent 
linearity, selectivity, and impedance matching over the common-base LNAs (Cusmai & 
Brandolini, 2006). This makes it the best candidate to integrate into transform-domain 
receivers, wherein the selectivity compared to the adjacent UWB groups, would be of a 
major importance. 

Unfortunately, the limited small signal gain and relatively high noise figure (NF) values, 
constitute serious handicaps for their use. Figure 2 depicts the structure of the proposed, 
multi-block designed LNA, introducing the dynamic feedback architecture. For linearity 
purpose, the voltage- voltage feedback is the better way to take advantage of the common- 
gate LNA. 
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Fig. 2. Dynamic Feedback LNA. 



One interesting property of the circuit is its input impedance depends on the loop transfer 
function. The idea is then synthesizing a single resonance load network, able to 
simultaneously shape the frequency transfer function, and the input impedance. By 
inspection of the circuit, and since the marginal wideband gain contribution of the source 
follower, the input impedance Z in (jco) and the frequency transfer function T(jco) are given 
by: 



Z in (ja)) = 1 / g m + a.Z Load (jco) 



(2) 



T(jco)=- 



^Load 



(jco) 



2 in Ua>) 



(3) 



Where g m = g ml // g m2 , is the equivalent transconductance gain introduced by the transistor 
Mi and M2, a the feedback factor, and Z Load the load impedance. From (2), the input 
impedance has the same frequency dependence as the load impedance, a is chosen so that 
(1/g/n) + a - R P = R S > wnere R p is the load resistance at the resonance. Thus, the LNA is easily 
matched to the source resistance R s at frequency band of interest. 

Furthermore, if the load impedance intentionally presents also a series resonance for 
filtering purposes, the amplifier input impedance is unmatched at resonance frequency. The 
resulting power reflection is beneficial, contributing to reduce the signal processed at the 
interferer frequency. The amplifier load impedance Z Load can be designed to filter out 

3-5GHz and 6-10GHz interferers, while amplifying 5-6-GHz WLAN UWB signals and the 
input impedance is matched to the source in UWB WLAN band only. 

On the other hand, the dynamic feedback LNA achieves a significant conversion gain 
improvement, mainly due initially, to the composed open loop dynamic feedback LNA 
structure, as depicted in the figure 3, where the C2 represent the equivalent capacitor 
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between the input and the output of the circuit, and secondly to the inductive load of the 
feedback circuit, which as will be detailed later on, increases the gain by reducing the LNA 
to a simple second order circuit with zero at the origin, for certain inductance L values. The 
small signal gain is then, maximized within the frequency band between the two poles. 



Input 
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B 




Output 
















c 2 



















Fig. 3. The Dynamic Feedback LNA Block Diagram. 



In the case of the UWB WLAN communication systems, we can maximise the small signal 
gain by replacing them within the 5-6GHz frequency range. The Mi transistor is biased with 
3.8mA, and the load circuit (LiO) initially centers the small signal gain at 5GHz, the UWB 
WLAN lower limit. Ca symbolise the M1-M3 gate-to-gate capacitance (~200fF), where Cb 
capacitor still in the order of 700fF. The two poles introduced by the dynamic feedback are 
mainly dependent on the high frequency capacitors of the transistor M3 (Razavi, 2001). 
Equations (4), (5) and (6) show the source follower high frequency transfer function (Razavi, 
2006). 



1 + 



out 
Vin 



Sm3 



(aS z +bS + l) 



where: 



~(CgD3-CgS3 + CGD3-CSB3 + ^GS3-^SB3) 



b ~ R s3 C GD3 + 



Cgd3 + Csi 

Sm3 



(4) 



(5) 



These equations show that, by introducing two additional poles, a UWB LNA with dynamic 
feedback is likely to suffer from a chronic instability over all UWB frequency band. In our 
case, the small signal model of the proposed dynamic feedback circuit is shown in figure 4. 
Thus, the feedback circuit transfer function can be described as: 






out ,. = r 03 .Z.(C 2 s + g m3 ) 



[a + b] 



(6) 
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Fig. 4. The Dynamic Feedback Small Signal Model. 

With : \ a = fo (C2 + C ™ )s + ^ (Z + ^ + r 03 ) 
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And: 



C, =C+C,- 



1 
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LNA Output 



(7) 
(8) 



Accordingly, both the impedance Z , and the coupling capacitor C are introduced for the 
LNA gain conversion optimization. On the other part, the dynamic feedback based on a 
source follower circuit, with an inductive output, allows an inductive behaviour of the 
feedback circuit input impedance (Fig. 5) witch helps improving the small signal gain too, 
with more idealized voltage-voltage amplifier circuit (Razavi, 2001). Consequently, the 
dynamic feedback circuit can also make it possible, to minimize the NF, induced by the 
purely capacitive feedback circuit proposed by (Cusmai & Brandolini, 2006). 
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Fig. 5. The Dynamic Feedback Input Impedance. 



S 



Multi-Block CMOS LNA Design for UWBWLAN 
Transform-Domain Receiver Loss of Orthogonality 



65 



It's important to note here the marginal dynamic feedback open loop contribution, for the 
UWB WLAN LNA, in terms of small signal gain (Fig. 6), and NF (Fig. 7), especially at the 
frequency band of interest. Thus, the small signal gain improvement can be achieved 
without power noise amplification, witch help improving the NF as needed. The frequency 
response simulation results suggest that, for a specific inductive load range values L, the 
closed loop feedback circuit contribution is effectively reduced to a simple zero at the origin 
(Fig. 8), witch ensures a perfect stability for the LNA circuit, over the entire UWB frequency 
band. However, for other inductance L range values, the UWB WLAN LNA could become 
deeply instable, with four poles occupying a larger frequency range (ex. L=1.5nH). The 
conversion gain can thus be maximized, by introducing an optimum inductance L, and 
capacitor C values (L=4.5nH, C=0.4pF), until reaching 27dB at 5.65 GHz (Fig. 9), (Fig. 10). 
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Fig. 6. The Dynamic Feedback Open Loop Gain Contribution. 
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Fig. 7. The Dynamic Feedback Open Loop Noise Figure Contribution. 
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Fig. 8. 
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Dynamic Feedback LNA Phase Simulations. 
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Fig. 9. Dynamic Feedback LNA Conversion Gain with (C = 0.4pF). 

Regarding the noise figure issue, and according to the Friis equation for cascaded stages, the 
overall noise figure is mainly determined by the first amplification stage, provided that it 
has sufficient gain. You achieve low noise performance by carefully selecting the low noise 
transistor, DC biasing point, and noise-matching at the input, and the noise performance is 
characterized by NF value, defined as the ratio between the input signal-to-noise ratio and 
the output signal-to-noise ratio (9). 
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Fig. 10. Dynamic Feedback LNA Gain Conversion Optimization. 
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Thus, one other advantage when considering the multi-block LNA design methodology, as 
depicted in (Fig. 2), is the fact that the trade-off between the conversion gain and the noise 
figure is no longer needed, since, as detailed earlier, the conversion gain could be optimised 
by properly shaping the over all LNA circuit transfer function. Consequently, the multi- 
block design LNA circuit noise figure, can be lowered by means of proper input stage 
circuit, and feedback circuit biasing, considering only the power consumption limitations. 
Concretely, by introducing a dynamic feedback, with a distinct biasing for the input stage 
circuit, we actually de-correlate between the available noise power from the source ( N in ), 

and the available noise power to the load ( N out ), and hence, one can be able to reduce the 
global NF value. Effectively, the figure 11 shows that, the dynamic feedback LNA noise 
figure values, vary now from 3.86dB down to 2.78dB in the 5-6GHz frequency range, when 
considering the inductance optimum value (L=4.5nH), depicted in black curve. As 
expected, this presents a 0.78 dB average gain with respect to the 4.1dB LNA minimum 
noise figure, developed by the common-gate made device in (Cusmai & Brandolini, 2006), 
even when biased at 5mA. However, the dynamic feedback LNA input stage where biased 
at 3.8mA, with marginal power consumption for its ultra low-power feedback circuit. 
In terms of linearity, compared to the LNA circuit proposed by (Cusmai & Brandolini, 2006), 
the dynamic feedback significant narrow-band conversion gain improvement, was 
produced at the cost of slight linearity reduction, with a ldB compression and desensitizing 
point falling at +1,-2 dBm respectively (Fig. 12), as depicted in (Tab. 1), witch reports the 
proposed LNA related performances, in comparison with a various recently published UWB 



68 



Advanced Microwave Circuits and Systems 



LNAs, including common-source degenerated devices. We also note that, the common- 
source input stage LNA (Park, et aL, 2005), show a poor linearity performance, even with an 
ultra low-power made devices (Shameli & Heydari, 2006), suggesting that the trade-off 
between, conversion gain, noise figure, linearity, and power consumption could be relaxed, 
only when considering a multi-block design methodology, with distinct biasing circuits. 
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Fig. 11. Dynamic Feedback LNA Noise Figure. 
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Fig. 12. Dynamic Feedback LNA Linearity Simulations, (a) Gain versus Signal Power, 
(b) Small Signal Gain versus the Closest Interferer Signal Power (7GHz, Group#3 Signal 
Power). 
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Tech. 


CG 

[dB] 


NF 
[dB] 


IdB 
C.P. 

[dBm] 


IdB 

Desensitization 

[dBm] 


Power 

[mW] 


(Cusmai & Brandolini, 
2006) 


0.18 jum 
CMOS 


16 


4.1 


+1.5 


-1.5 


9 


(Park, et al, 2005) 


0.18 jum 
SiGe 


13 


3.3 


-17 


- 


9.6 


(Shameli & Heydari, 2006) 


0.18 jum 
CMOS 


16.8 


3.9 


-21 


- 


0.1 


LNA Fig. 2. 


0.18 jum 
CMOS 


27 


3.3 


+1 


-2 


7 



Table 1. Comparison With Previously Published UWB LNA. 

3.2 Downconversion Mixer 

The choice of a single-balanced mixer instead of its double-balanced alternative is due to the 
converter would be required after the LNA witch increase the power, and the higher noise 
introduced by the double-balanced solution. 
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Fig. 13. Quadrature Mixer Schematic. 

The mixer schematic is shown in (Fig. 13). A single common-source g m -transistor (Mi) injects 
the RF signal in two single-balanced quadrature commutating pairs. When compared to the 
conventional solution adopting two separate transconductors, this choice allows a higher 
switching pair current gain (Sjoland & Karimi-Sanjaani, 2003). 

A current source is used to set transconductor and switching stage current independently, in 
order to lower to DC current in the switching stage, witch leads to a lower noise (Darabi & 
Abidi, 2003). The inductor Lr extend the commutation bandwidth with benefits to 
conversion gain, noise and linearity (Razavi, 2007). The bias current of the g m - transistor (Mi) 
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should be higher enough (~5mA) to achieve the desired conversion gain, noise figure and 
IIP3. The Vgs of the LO switches is set near the V t to achieve a low bias current, and at the 
same time ensure that the required LO amplitude remains at a reasonable level (300mVpp) 
for complete current commutation. The LC circuit present a high impedance at 5.6GHz, such 
that the output AC current of (Mi) will flow into the LO switches. The quadrature mixer 
achieves 5.8dB CG, 8.8 dB and +1.68 dBm IIP3 at 5.6GHz (Fig. 14). 

The DC offset in mixers is a critical parameter for direct conversion receivers, since most of 
the gain occurs after the downconversion of the input signal and the receiver can be 
saturated if the offset is too large, but the direct-conversion architecture lends itself to UWB 
receivers, because static and time varying DC offsets can be easily removed in the adopted 
OFDM modulation where the subcarrier falling at DC is not used (Batra et al., 2004), and 
because of the wide bandwidth makes the (1/f) noise less critical. 
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Fig. 14. Quadrature Mixer Frequency Response of CG, NF and IIP3. 



3.3. Baseband Filter 

An SK filter (Razavi, 2006) is designed in conjunction with the above mixer. The core 
amplifier is a simple low-gain circuit to obtain flat-band behaviour across 300MHz. 
Consequently, the voltage swings reduction removes the compression bottleneck at the 
mixer output; however, the loop gain does not force a virtual ground at these nodes. The 
baseband filter is therefore designed with a 2dB limited loop gain, this is mainly due to the 
substantial narrow-band conversion gain produced by the downconversion mixer at the 5- 
6Ghz frequency band, therefore, the later is likely to experience a compression at it's output. 
Finaly, table 2 reports the proposed selective, time-domain front-end performances, in 
comparison with the selective UWB front-end presented in (Cusmai & Brandolini, 2006). 
One can note that, the high interferer rejection developed by the multi-block LNA design 
methodology; very useful to overcome the UWB transform-domain receiver problem, has 
been achieved with an excellent front-end linearity, noise figure, and even power 
consumption performances. Therefore, the front-end subsequent stages design 



Multi-Block CMOS LNA Design for UWBWLAN 
Transform-Domain Receiver Loss of Orthogonality 



71 



requirements, were greatly relaxed, when the multi-block LNA design methodology has 
been introduced. 





0.18 fjm CMOS 

Selective UWB WLAN 

Front-end 


0.18 nm CMOS 

Selective Front-end in 

(Cusmai & Brandolini, 

2006) 


Max. Voltage Gain [dB] 


34.8 


22.8 


Min.NF [dB] 


6.42 


5.2 


Min.IIP3 [dBm] 


-4.35 


-3.5 


Current [mA] 


10.9 


10 


Voltage Supply [V] 


1.8 


1.8 


Interferer Rejection [dBc] 


-35 


- 


1 dB Desensitization [dBm] 


-8 


-6.5 



Table 2. Time-Domain Front-End Performances Summary Comparison 
4. Conclusion 

In this work, a very robust quadrature time-domain CMOS front-end for transform-domain 
UWB WLAN receiver has been presented, showing 1-dB desensitization point as high as - 
2dBm, with 27dB narrow-band conversion gain, and 35dBc interferer rejection, witch helps 
minimizing the loss of orthogonality effect, introduced by the short windowing, in the 
analog basis expansion of the input signal. The introduced multi-block design LNA, based 
on highly linear voltage-voltage dynamic feedback topology, filter out the UWB interferers 
in group #1 and #3, while amplifying the UWB WLAN signal, and shows a better trade-off 
between linearity, conversion gain, and power consumption. 

The downconversion mixer is single-balanced, with the two quadrature pairs sharing the 
same input transconductor. Further research, will focusing on the implementation of the 
frequency-domain part of the transform-domain UWB WLAN receiver, where the receiver 
expands the signal over a basis set, and then operates on the basis coefficients, in order to 
better use the time-domain front-end performances . 
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1. Introduction 

The wireless systems evolution known as " beyond the 3rd genera tion" (B3G) will make use 
of dynamic spectrum access techniques to provide wide bandwidth to mobile users via 
heterogeneous wireless networks. A consistent step toward this scenario is represented by 
the outcome of the last World Radiocommunication Conference [1] which established new 
primary frequency bands allocation spanning from the UHF band to low microwaves and 
thus reflecting the increasing demands for broadband mobile and cellular systems. 
We have become used to the doubling of processing power of chips based on Moore's law, 
but the progress in radio interface technologies still poses significant challenges. 
High spectrum efficiency performance becomes therefore another major requirement of the 
design, along with the more consolidated ones: energy efficiency, integration, cost and 
reliability. 

While the IMT-advanced roadmap foresees a 100 Mbps data rate for mobile users and a 
peak of 1 Gbps is expected for nomadic users, the available spectrum for legacy wireless 
communications is fragmented and reaches the amount of 750 MHz in the S-C band. A radio 
technology that is expected to interact with a multi-services network should be able to 
change between different operating bands and adapt its features according with the 
different available standard and requirements. Most of the research efforts performed 
during the last years dealt with issues related to the physical layer of the communication 
stack [2]; however, despite the growing interest in multi-standard operation, less attention 
has been devoted to the radio-frequency front-end, which therefore remains one of the most 
challenging parts of a multi-band radio. One main reason for the delay in effectively 
implementing multi-standard transceivers can be attributed to the implementation of the RF 
transmit power amplifier (PA). Today, dedicated, single standard PAs achieve very good 
power added efficiency (PAE) and, in this way, long battery lifetime. Any multi-standard 
PA, needed for the support of different, not always predefined, communication systems, 
should compete with such dedicated solutions. A conceptual framework to this is provided 
by the so-called software-defined radio (SDR), i.e. a radio communication system, using 
software for the reconfiguration of the digital and analog parts in order to perform the 
modulation and demodulation of radio signals, [3]. In practice, however, due to the 
difficulty of implementing the fast signal processing implied in the SDR approach, most of 
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the systems on the market, based on more traditional approaches, are still supporting only a 
very limited number of standards (e.g. 4 GSM frequencies, UMTS and, possibly, Bluetooth). 
In the near future, further standards will have to be supported, and more could have to be 
added during the handset lifetime, hopefully without hardware reconfiguration. This will 
determine the need of multiband PAs capable to transmit efficiently more than one service 
with variable radio access schemes. 

Example of realizations in different technologies are provided in this Chapter as 
demonstrators of the discussed multiband design methods. The flexibility of the operative 
frequency is thus introduced by analyzing new PA architectures and design methodologies 
which consider the inclusion of tunable and switching components to enable a change in the 
operative frequency. A review of the most promising circuit topologies suitable to design 
reconfigurable matching networks is given in this Chapter. Varactor diodes based and MOS 
switched based topologies are compared, highlighting their point of strength and weakness. 
It is shown as a concurrent dual-band PA implemented by the proper combination of 
frequency-dedicated PAs, each of them optimized to work in a given bandwidth would be 
an easy approach, it becomes unsuited due to the complexity of the power combiners. For 
this reason the true concurrent dual band PA presented in this chapter is to be considered as 
an enabler components for high efficiency multiband systems. 

Spectrum efficiency is just one of the challenges a wireless system designer faces, further 
come from linearity and energy efficiency resulting from the use of multicarrier and 
complex envelope modulation schemes. As the spectrum efficiency increases a more 
demanding requirement in term of PA linearity faces to the designers. Energy efficiency and 
linearity are conventionally traded-off considering that increasing the power back-off 
increases the linearity at the expenses of lower energy efficiency. To maintain signal 
integrity, the resulting waveforms in turn require linear transmission paths for their 
successful deployment. A way to match signal integrity and energy efficiency consists in the 
use of digital predistortion algorithm applied at base-band and implemented in the digital 
section of the transmitter. In spite of their large development in frequency dedicated PA 
architectures, the development of a technique suitable for multi-band applications is not yet 
completely available. In this Chapter a comprehensive treatment a novel technique for Dual 
Band Digital Predistortion (DB-DP) is discussed. The DB-PD is based on the simultaneous 
predistortion of both channels at intermediate frequency (IF), it uses a single band memory 
polynomial DP for linearization, while the feedback path is based on a subsampling 
receiver. The memory polynomial DB-DP system is presented by simulation with Matlab- 
Simulink® for a deep understanding of performance. 

2. A possible applicative scenario for multi-band transmitters 

Extending the scenario to already experienced 3G voice/ data systems, users may be moving 
while simultaneously operating in a broadband data access or multimedia streaming 
session. The need to support low latency and low packet loss handovers of data streams as 
users transition from one access point to another may require the concurrent use of more 
than one frequency band at the time. For full-mobile data services, no user interaction will 
be required to adapt their service expectations because of environmental limitations that are 
technically challenging but not directly relevant to the user (such as being stationary or 
moving). The enabling front-end of future mobile unit thus will accommodate more than 
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one system in a effective and efficient way to make possible the connectivity capabilities 
depicted in Fig. 1. 




3500 TX IEEE 802.16 



Fig. 1. Concept of a multi-band transmitter 



The Wireless Local Area Network (WLAN) industry has become one of the fastest growing 
segments of the communications industry. This growth is due, in large part, to the 
introduction of standards-based WLAN products, regulated by the IEEE 802.11. The 
expectation of the WLAN's continuing growth stems from the promise of new standardized 
WLAN technologies, from improved cost/ performance of WLAN systems, and from the 
growing availability of WLAN solutions that consolidate voice, data, and mobility functions. 
This, combined with market forecasts reporting that WLAN will experience a continuous 
growth in the next years, show that WLAN technologies will play a significant role in the 
future and will have a significant impact on our business and personal life styles. The 
WiMAX is an alternative and complementing standard for high data rate transmission, 
which will transform the world of mobile broadband by enabling the cost-effective 
deployment of metropolitan area networks based on the IEEE 802.16 standard to support 
notebook PC and mobile users on move. There are many advantages of systems based on 
802.16, e.g. the ability to provide service even in areas that are difficult for wired 
infrastructure to reach and the ability to overcome the physical limitations of traditional 
wired infrastructure. The standard will offer wireless connectivity of up to 30 miles. The 
major capabilities of the standard are its widespread reach, which can be used to set up a 
metropolitan area network, and its data capacity of 75 Mbps. This high-speed wireless 
broadband technology promises to open new, economically viable market opportunities for 
operators, wireless Internet service providers and equipment manufacturers. The flexibility 
of wireless technology, combined with high throughput, scalability and long-range features 
of the IEEE 802.16 standard helps to fill the broadband coverage gaps and reach millions of 
new residential and business customers worldwide. 

With WLAN 802.11 and now WiMAX 802.16, there has been a growing interest in 
technologies that allow delivery of higher data rates over large geographical areas. The IEEE 
802.16 family of standards (802.16-2004 and 802.16e) are intended to provide high 
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bandwidth wireless voice and data for residential and enterprise use. The modulation used 
to achieve these high data rates is orthogonal frequency-division multiplexing (OFDM). 
WiMAX OFDM features a minimum of 256 subcarriers up to 2048 subcarriers, each 
modulated with either BPSK, QPSK, 16 QAM or 64 QAM modulation. Having these carriers 
orthogonal to each other minimizes self -interference. This standard also supports different 
signal bandwidths, from 1.25 MHz to 20 MHz to facilitate transmission over longer ranges 
and to accommodate different multipath environments. This represents a significant 
increase in system profile complexity as compared to the 802.11 standard, mostly to 
guarantee a wider, more efficient, more robust network. More subcarriers and variable- 
length guard intervals contribute to this enhancement. 

The ability to develop and manufacture a single reconfigurable terminal, which can be 
configured at the final stage of manufacture to tailor it to a particular market, clearly 
presents immense benefits to equipment manufacturers. With the design, components used, 
and hardware manufacturing processes all being identical for all terminals worldwide, the 
economy of scale would be huge. This has the potential to offset the additional hardware 
costs which would be inevitable in the realisation of such a generic device. 
Based on this, the scenario adopted reflects in the request for transceiver architectures 
capable to support cellular phone, WLAN and WiMAX in an 'always and everywhere 
connected' solution. The transceiver performance in this multi-standard operation, however, 
comes at the expense of RF specifications that are more difficult to achieve. Furthermore, the 
choice and definition of the proper transceiver architecture becomes a difficult task, since 
several parameters - as now imposed by two standards - must be taken into account. 

3. Suitable architectures for multiband-multimode transmitters 

The concept of a multiband or general coverage terminal is, strictly speaking, an extension 
of the basic SDR concept into that of a broadband flexible architecture radio, since the basic 
reconfigurability and adaptability aspects of operation do not depend upon multiband 
coverage. It would be possible, for example, to construct a useful SDR which operated in the 
800-900 MHz area of spectrum and which could adapt between AMPS, GSM, DAMPS, PDC, 
and CDMA. It is now normal, however, for a handset to have multi-frequency operation 
and hence the extension of this principle to a SDR is a natural one. The international 
business traveler market is still seen as both large and lucrative, particularly in terms of call 
charges, hence making this type of handset attractive to both manufacturers and network 
providers. An ideal SDR is shown in Fig. 2; note that the A/D converter is assumed to have 
a built-in anti-alias filter and that the D/ A is assumed to have a built-in reconstruction filter. 

The ideal software defined radio has the following features [4]: 

• The radio access scheme (i.e. modulation scheme, channelization, coding) and 
equalization for transmitter and receiver are all determined in software within the 
digital processing subsystem. This is shown containing a DSP in Fig. 2 

• The ideal circulator is used to separate the transmit and receive path signals, 
without the usual frequency restrictions placed upon this function when using 
filter-based solutions (e.g., a conventional diplexer). This component relies on ideal 
matching between itself and the antenna and power amplifier impedances and so 
is unrealistic in practice over a broad frequency band. Since the primary 
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alternative, a diplexer, is very much a frequency-dedicated component, its 

elimination is a key element in a multiband or even multimode transceiver. 

The linear, or linearised, PA ensures an ideal transfer of the RF modulation from 

the DAC to a high-power signal suitable for transmission, with ideally no adjacent 

channel emissions. Note that this function could also be provided by an RF 

synthesis technique, in which case the DAC and power amplifier functions would 

effectively be combined into a single high-power RF synthesis block. 

Anti-alias and reconstruction filtering is clearly required in this architecture (not 

shown in Fig. 2 

. It should, however, be relatively straightforward to implement, assuming that the 

ADC and DAC have sampling rates of many gigahertz. Current transmit, receive, 

and duplex filtering can achieve excellent roll-off rates in both handportable and 

(especially) base-station designs. The main change would be in transforming them 

from bandpass (where relevant) to lowpass designs. 
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Fig. 2. Ideal software defined radio architecture 

Possibly the most important element of any SDR system, whether in a base station or 
handset, is the linear or linearised multiband transmitter. Receiver systems have always 
required a high degree of linearity, as they must possess a good signal handling capability, 
in addition to good low-noise performance. In the case of transmitters, however, a high 
degree of linearity is a relatively recent requirement, arising predominantly from the 
widespread adoption of multi symbols envelope-varying digital modulations. 
This follows from the fact that most modern modulation formats incorporate some degree of 
envelope variation, the only significant exception at present being GSM and its derivatives 
(DCS and PCS). The basic architecture of a SDR transmitter revolves around the creation of a 
baseband version of the desired RF spectrum, followed by a linear path translating that 
spectrum to a high-power RF signal. 

Nevertheless the implementation of a true SDR poses a further very critical issues, i.e. the 
power consumption of the analogue-digital converter. Let's consider for instance the use of 
a flash converter, largely available in the market with a maximum number of bit about 18 
preceded by a sample and hold circuit. Carrying out a simplified calculation, given the 
converter dynamic range, Dc, the power consumption of this systems is: 



Dc/ 



hT 



(i) 



78 Advanced Microwave Circuits and Systems 

where the k is the Boltzmann's constant = 1.38xl0 23 J/K, T is the device temperature and t s 
the sampling time. Furthermore the dynamic range of the converter is given by: 

D c = 6.027V + 1.76 - PAR + 10 log 10 [ 20572 ] , (2) 

where number of bit, N, a peak-average ratio for the signal, PAR, and an oversampling ratio, 
OSR. From this easy calculation we can straightforwardly estimate the AD power 
consumption Pdc in a significant scenario for SDR. Assuming to digitize a frequency band 
from 800 MHz to 5.5 GHz with a HGS/s ADC and assuming that the receiver dynamic 
range is from -20 dBm to -120 dBm, with a SNR of 12 dB at minimum sensitivity, the average 
PAR of 4, the required N is 20; it results that a such ADC consumes hundred of watt, thus 
preventing the use of the ideal architecture in Fig. 2. in practical implementation. 

4. Reconfigurable Matching Networks 

The multiband-multimode demands of today's wireless market, is fulfilled by 
implementations based on parallel line-ups completed by antenna diplexers and switches to 
meet the specific requirements of each communication standard, (c.f. Fig. 1). Utilizing only 
one adaptive transmit path to replace the parallel path concept is conceptually simple, but 
practical design considerations place severe design constraints and technology. Major 
challenges consists in creating the tunable filters and PAs [5]. Addressing these challenges 
means to develop flexible PAs capable to maintain the power-added efficiency (PAE) and 
linearity while moving among different operating frequencies. In conventional PA 
implementations, the linearity requirement typically results in the use of class-AB operation 
for the output, which provides a workable compromise between linearity and efficiency. 
When considering linearity, the class-AB output stage must be dimensioned in such a way 
that it can provide its peak output power without saturation. As a result, for a given peak 
output power and battery voltage, the load impedance for a class-AB stage at the 

fundamental frequency is fixed to R L & 0.5 • V c 2 c P Peak .Unfortunately, class-AB operation 

provides its highest efficiency only under maximum drive conditions. When operated at the 
required back-off level, due to linearity reasons for a given communication standard, a 
rather dramatic loss in efficiency occurs. For these reasons improving amplifier efficiency, 
while maintaining linearity, is currently a major research topic in wireless communications. 
In linearity-focused researches, the circuit is designed so that the resulting overall linearity 
performance of the PA module is improved. In this way, the active device can be operated 
closer to its peak-power capabilities and still be able to meet the linearity requirements. 
Techniques that address the efficiency in the back-off mode are dynamic biasing or 
regulation of the supply voltage of the output stage 

[6]. Dynamic biasing provides only modest improvements in efficiency, and supply voltage 
regulation requires an efficient DC-to-DC conversion, increasing system cost and complexity 
and operative bandwidth. Nevertheless this techniques appear very promising for future 
transmitter architectures. An alternative for improved class-AB efficiency is load-line 
adjustment as a function of output power using an adaptive or reconfigurable output 
matching network. 
An ideal Reconfigurable Matching Network has to provide: 
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• Low Loss 

• High linearity 

• High Tuning Speed 

• Sufficient impedance coverage 

• Low complexity 

• Low area usage 

Power handling of matching networks is a critical issue in PA applications. To reduce the 
losses in a matching network, the use of a limited number of reactive elements is mandatory, 
beside the choice of high Q tunable components. Typically, such a network is based on 
varactor diodes, PIN-diodes or FET switching of matching elements like inductors, 
transmission-lines or capacitors, also involving micro electromechanical systems to improve 
the power handling capability [7]. 

We can conclude that these integrated adaptive networks will play an important role for the 
realization of the next generation of adaptive transceivers and this paragraph is aimed to 
describe the ongoing basic researches on this subject. 

4.1 Varactor based switching matching network 

Varactor diodes, although characterized by a relatively low Q factor at microwave 
frequencies, can be a choice for enabling RF tuning. Unfortunately, because of their 
inherently non linear behavior, their use with modern communication standards 
(characterized by high peak-to-average power ratios), has to be carefully analyzed according 
to the specific case considered. In Fig. 3 are shown varactor diode based circuit topologies 
[5] suited to provide matching tuning overcoming the issue related to the linearity of the 
electron devices. 




1 



V Da/2 



Db/2*"*" R 




(a) -±- -±- -±- (b) 

Fig. 3 - (a) Anti-series connection of varactor diodes to minimize third-order distortion, (b) 
Anti-series/ anti-parallel connection of varactor diodes to minimize second and third-order 
distortion. 

Basically, the capacitance of a single varactor diode can usually be expressed as: 

(7(i/) = K (3) 

W + vf 

where cp is the built-in potential of the diode, V is the applied voltage, n is the power law 
exponent of the diode capacitance, and K is the capacitance constant. The power law 
exponent can exhibit wide variation in different situations, from a value of nO.3 for an 



80 Advanced Microwave Circuits and Systems 

implanted junction to n~0.5 for a uniformly doped junction to n«1.5/2 for a hyper-abrupt 

junction. 

If the applied dc voltage is Vdo then the incremental capacitance of a single varactor diode 

as a function of the incremental voltage v can be expressed as 

C(v) = C + C l v + C 2 v 2 + (4) 

where the term Q gives rise to second-order distortion and the C2 term gives rise to third- 
order distortion. The diode configuration in Fig. 3a can be employed to realize a voltage 
variable capacitor with theoretically no distortion. Indeed, (referring to the circuit in Fig. 3a) 
evaluating the expressions for the linear and nonlinear terms of the capacitance, and setting 
to s the ratio of the diode areas Db/Da, it follows that: 

c = * 

(l + s){<p + V DC ) n 

(l-s)nC 
^ " (l + -)(*> + ^) (5) 



c. 



C () [{s 2 +l)(n + l)-s(4n + l)\ 
2U + V DC f(l + sf 



It can be noted that for n > 0.5, C2 can be made equal to zero, resulting in zero third-order 
distortion, by setting 



_ 4n + 1 + Vl2n 2 - 3 ,~ 

2(n + l) () 

It can be observed from eq. (6), that the particular case of constant doping profile in the 
diode (the abrupt junction case where n=0.5) results in a value of s=l. This case is 
particularly attractive because this set of conditions (n=0.5, s=l), sets both C2 and Q equal to 
zero. A more elaborate analysis shows that all higher order distortion terms also vanish, 
yielding (in theory) a "distortion-free" operation for this unique case. When dealing with 
process technologies where n>0.5, eq. (6) provides a direct means of calculating the 
required diode area ratio to minimize C2. 

For example, in the case where n=l, the required area ratio is exactly two. In the case of n=2, 
which corresponds to the ideal hyper-abrupt junction, the required area ratio is 2.6. 
Although this approach can minimize C2, it is clear from eq. (5), that a value of s^l will 
result in a finite value of O. In this case, a relatively high third-order distortion product will 
unfortunately still arise, resulting from the secondary mixing of the fundamental with the 
second-order non-linearity Q. Fortunately, this distortion contribution can be eliminated, by 
placing an identical varactor stack in anti-parallel configuration (see Fig. 3b). 
The linear capacitance of the circuits of Fig. 3a and b are identical, but the circuit of Fig. 3b 
has Q=C2=0 when the proper area ratio is set. It must be underlined that, in this 
configuration (Fig. 3b), all the even-order coefficients are zero (Q, C3, C5, ...) in this 
topology, but the higher coefficients that create odd-order distortion (C4, Ce, Q/ •••) are not 
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zero, although the IM3 contributions due to the 5th and higher order nonlinearities are very 

small. 

The implications of this analysis can be summarized as follows: 

• The classical configuration of Fig. 3a provides theoretically a "distortion-free" var actor 
stack when n=0.5, corresponding to a uniform doping profile of the var actors. 

• The more generalized configuration of Fig. 3b provides an ultra-low distortion varactor 
stack for any value n>0.5, by setting the proper ratio of the diode areas, which sets Ci 
and C2 to zero, providing more freedom for use in different process technologies. 

It must be underlined that each of the circuits in Fig. 3 requires a very high tap impedance 
(R) for proper operation. A high tap impedance, limits the impact that forward biasing of 
one of the diodes by RF signal has on linearity. 

An effective way to implement the high impedance while keeping the RC time limited for 
the control signal is the anti-parallel diode pair depicted in Fig. 4. 




Fig. 4.- Anti-series connection of varactor diodes with modified center tap. 

Analyzing, by a two tone test the described matching and comparing them with a single 
varactor diode we can observe the linearity of the different topologies. The IM2 and IM3 
distortion of the circuit in Fig. 3a are comparably low, while the IM3 of the circuits in Fig. 3b 
is limited by fifth-order distortion due to complete cancellation of the third-order products. 
In this case indeed, a 1:5 slope dependence for the IM3 components can been found [8], 
confirming the elimination of the Q and C2 contributions. 

(a) (b) 

Fig. 5 - (a) Equivalent circuit of the " tunable indue tor", (b) Simplified circuit of a var actor- 
based " tunable inductor". 

A different option for the implementation of reconfigurable matching network is to act 
directly on the inductance value, rather than the value of the capacitors as discussed 
hereinabove. For this purpose varactor diodes can be exploited to create a "tunable 
inductor" [9]. By considering the circuits in Fig. 5, the equivalent impedance Z of the LC 
circuits can be written as: 

Z = \t c > (7) 

jujC 
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where 



is the resonant frequency of the circuit. When the condition go > go c is 



achieved, the impedance Z represents an equivalent inductor L eq , that, for the simplified 
circuits in Fig. 5, is analytically expressed as: 



(8) 



u;C 



The resulting equivalent inductor is a " tunable inductor' 7 whose value is related to the 
varactor capacitance C (and also go c ). In Fig. 5b, the varactor parasitic elements have not been 
represented, however they have to be taken into account during the design of the " tunable 
inductor' 7 . 



4.2 Switching matching networks 

If the output power of the PA is so high to make the use of varactor diodes prohibitive, a 
possible solution could be to replace the varactor diodes with fixed value capacitors 
controlled by switching PIN diodes. By observing to the examples in Fig. 6, if the PIN diode 
connected to the capacitor is in the ON state, the capacitor adds its own capacity to the 
global circuit. On the other hand, if the PIN diode is in the OFF state, the capacitor does not 
affect the global circuit. 

l Cn . 



I CI I 



L 



C1 dp Cnd=. 
d=. vpin vp 



(b) 



1 



Fig. 6.- (a) 
Example 



Low-Pass Matching Network example, (b) High-Pass Matching Network 



By using a set of digital signals that change the state of the PIN diodes to active or inverse 
condition, it is possible to generate N=2 n impedances (where n is the number of PIN diodes 
used). Unfortunately, such a technique permits only a discrete set of tuning possibilities, 
resulting inappropriate where fine tuning is requested, unless a considerable number of 
components is used, thus increasing losses, area usage and costs. A different option of 
switched matching network is based on MOS devices . The use of MOS devices rather than 
PIN diodes makes them more suitable for IC designs. The operative principle of the network 
is discussed by a following example. 

Let's consider a Si-Ge HBT device, the optimum fundamental loads at one dB compression 
point are 15 Q at 2.45 GHz and 5 Q and 3.5 GHz respectively, the reactive parts are 
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negligible. These resistance values have been determinate accounting for the output power 
level to be supplied by the power amplifier in the two different bands. The aim of the output 
network consists in synthesizing these loads using a MOS switching network topology, 
schematically depicted in Fig. 7 and investigating the general features. 




Fig. 7. MOS based switched matching network n topology 



The basic simple network topology is based on a ^-structure, with an additional branch 
composed by a NMOS device acting as a switch, with in series an inductor to change the 
network impedance when the switch is closed. The behavior of the network depends on the 
switch condition: 

1. when the switch is ON (i.e. its Rds value is low, zero in the ideal case) the network 
should present at its input an impedance value equal to 15 Q that is the optimum value 
for the device at 2.45 GHz. 

2. When the switch is OFF (i.e. its Rds value is high, infinite in the ideal case) of course, 
the frequency behavior of the network change. In particular the equivalent value of the 
inductor between the two shunt capacitors becomes equal to the parallel of Li and L2 
and the input impedance of the network decreases to 5 Q at 3.5 GHz. 

Moving on the actual schematic, for the switch it has been necessary to introduce the biasing 
network in order to guarantee the right switching functionalities. The simulations have been 
performed biasing the NMOS device, with dc voltages on drain and source set to Vd=3V 
and Vs=3V respectively, to ensure that the NMOS device is properly biased in the origin of 
its output characteristics. The gate control voltage is raised to Vg=5V, when the NMOS 
switch has to realize a short circuit condition, and dropped to Vg=2V when the NMOS 
switch has to realize an open circuit condition. The feed lines for all three terminals have 
been realized using 4.8 KQ resistor for each lines to guarantee the request isolation. Fig. 8 
shows the small signal parameters Sll and S21 of the networks, as a function of frequency 
from 1 GHz to 4 GHz, respectively when the switch is OFF, e.g. when the network has to 
synthesize the load at 3.5 GHz, and when the switch is ON, e.g. when has to be synthesized 
the load at 2.45 GHz. 

In particular in Fig. 8 left, the blue line in the right part of the figure represents the real part 
of the input impedance, which can be note is roughly equal to 15 ohm. Unfortunately, the 
input impedance shows a residual imaginary part due to the non ideal behavior of the 
inductor and capacitor elements present in the network. Similarly, Fig. 8 right reports the 
same features when the switch is OFF, e.g. when the network has to realize the load 
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required at 3.5GHz. Also in this case, the network exhibits the requested real part of the 
input impedance, with a residual imaginary part of the input impedance. 
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Fig. 8. Sll and S21 frequency behavior together with the real and imaginary parts of the 
input impedance when the switch is ON (left) and OFF (right). 

5. Dual-Band reconfigurable SiGe HBT amplifier design 

The above described matching network can been adopted to implement the two matching 
networks for a class-AB amplifier. In the following example of such design approach is 
presented. The design of the reconfigurable PA is based on a power device composed of 
17x8 elementary SiGe HBT with and emitter area of 8.49 urn 2 . The bias circuitry of the power 
section is designed to provide other than the required base bias current, a circuit-level 
linearization. Let's start introducing this latter part, referencing to the Fig. 9. The size of the 
devices used for the bias circuitry and the values of passive components scale accordingly, 
so that accurate (i.e. matched) current mirroring can take place. In addition, resistor R4 
introduces base ballasting and its value is selected to be 350 Q per emitter. It helps in 
reducing the risks due to thermal runaway. A larger value would have better effect, 
however, that could result in high DC voltage drop at high power drive, and thus early gain 
compression of T4, the power transistor, would take place. 



C1=1pF 



< 



> 



R4=(350/M)Q 

— — VW — — 



R3=320Q C2=6.4pF 



-£ 



Fig. 9. PA core schematic including the power transistor and the bias network 



The power device, which is shown in Fig. 9 within the dotted outline, is biased through the 
current mirror. By inspection of this figure the current through the reference transistor Tl is: 



Flexible Power Amplifier Architectures for Spectrum Efficient Wireless Applications 



85 



V„ 



L REF 



(9) 



with Vbe ~ 0.8 V. If the ratio between the reference device and the RF device is M, in this 
case M = 17x8, then the current that will flow through the RF transistor is M*I re f. in addition, 
the current mirror behaves like an ideal voltage source, since its output impedance is 



R 



1 



out 



9 A 
m loop 



(10) 



where g m is the transconductance of the emitter follower device, and Ai oop is the loop gain of 
the loop formed by the reference device and the emitter follower (buffer) transistor. At high 
frequencies, R ou t becomes inductive and its value should be kept low throughout the 
frequency band of interest and could be further reduced if resistor R3 was further reduced in 
value, at the expenses of an higher current trough this resistor. 

At 1 dB compression point, the power transistor should be biased at a collector current 
which has a value near the optimum value that guarantees that the maximum transition 
frequency (f t ) of the transistor is achieved. Due to self bias effect, which forces the DC 
average collector current to increase with increasing input power, the value of the quiescent 
bias current is chosen to be much lower compared to the value that it reaches under full 
power drive conditions. So, when the transistor T4 is self biased it starts to draw more 
current. Since the current flowing through R2 is constant, as the base-emitter voltage of Ti is 
constant, this additional current is supplied by transistor T2. The capacitor Q in the bias 
network helps to stabilize the loop formed by the reference transistor, Ti, and the emitter 
follower transistor, T2. The stability analysis of the loop formed by Ti and T2 shown that for 
unity loop gain the phase margin is approximately 78 degrees, which guarantees the loop 
unconditional stability. Fig. 10 reports the DC current flowing in the collector of the power 
device, T4, as a function of the input power at the frequency of 2.45 GHz. From the curve is 
seen that the quiescent current increases according with the description given above and 
reaches the value related to the peak fx, at the 108 mA for an input power of 6 dBm. The 
value of the bias current for low input power is defined according with the eq. (9), adjusting 
the value of either Ri or V re f, in this case to the Ri = 1 kQ, corresponds a V re f = 3.3 V. 




input power [dBm] 
Fig. 10. Behavior of the collector current for the power transistor, T4 in Fig. 9, as a function 
of the input power at 2.45 GHz. 
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The layout of the reconfigurable PA is illustrated in Fig. 11 (left), where are clearly visible 
the inductors adopted for the matching and the area for the active part of circuit. The total 
size of the layout with the bonding pads is lxl mm. While in operation, the voltage in the 
node between the inductors swings between positive and negative values. This causes the 
control MOS drain-bulk np junction to be forwarded biased, which degrades switch 
performance and may results in latchup. In order to overcome the specific drawback, we set 
an offset voltage (pin Vofs) which shifts the voltage in the abovementioned node in positive 
values. 








I | 


i | 








> 


(ATI 
Kl l\ 

(ATI 


^ 




C 


(All 










V 


v^jinK 


^2- 











Fig. 11. Layout of the reconfigurable SiGe-PA prototype (left) and its packed wiring 
diagram (right) 

For the design of the inductive part of the matching networks a planar electromagnetic 
simulator should be used, this permits to calculate any mutual inductances, between the 
inductors that are in proximity along with the losses in the silicon. Due to the large number 
of controls and dc-supply for the operation of the components a package is normally 
required and has to be taken into account during the design. The selected solution consists 
in the QFN package which allows up to 16 leads. The bonding diagram for this component 
is reported in the Fig. 11 (right), along with the pin description. At the time of this report 
editing, the packaged components were not yet available, for the reason the measurement 
results that will follow consider only the on-wafer device. 




freq [GHz] freq [GHz] 

Fig. 12. S-parameters in the state corresponding to the lower and higher bands. 
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The first test of measured data considers s-parameter in the range 2 to 5 GHz. The S21-S11 
and S22 in dB for the state corresponding to the lower and higher frequency band are 
reported in Fig. 12. From the figures is clearly observed the shift in frequency due to the 
above mentioned reasons, which is estimated in the range of 500 MHz. While the small- 
signal gain maximum is 2.5 dB lower than the simulated in the lower frequency band and 1 
dB less in the higher band. This reduced matching have to be attributed to the matching 
which, being lower than estimated for the discussed reasons, introduces and matching loss 
consistent with the reduced gain observed during the characterization phase. We exclude 
problems related to the measurement set and calibration, although a problem related to 
measurements, the ringing in the 4.7GHz, was observed. 

The characterization of the sample in the large-signal regime is reported in the below 
figures. It is carried out at the frequencies where the device exhibits the maximum gain and 
matching in the two states that are respectively at 2.9GHz and 3.9GHz, which correspond to 
500MHz frequency shift from the design target as discussed above. The data related to the 
large signal gain up to the compression are reported in the Fig. 13, respectively for the state 
corresponding to the lower and higher frequency. In this figure the CW single tone signal is 
applied in the two states and the Pout-Pin curves are recorded. The value of the gain is 
consistent with the small-signal gain while the compression point is estimated to be about 16 
dBm for the lower band and 15 dBm for the higher frequency. These figures are 1 dB lower 
that estimated during the simulations. All this data are consistent with the simulation and 
again supports the hypothesis that introducing the additional inductive parts due to the 
packaging the proper frequency behavior can be reached. 

An intermodulation product characterization considering a two-tone signal with a center 
frequency at the selected frequencies of 2.9GHz and 3.9GHz and 1MHz offset, was applied 
to the device. The input power was swept from -lOdBm to 13dBm. The results of the 
characterization, in terms of the higher IM3 are reported in the Fig. 13. It is observed that 
any consistent change in slope is observed in the traces. This allows concluding that the 
MOS involved in the switched matching networks doesn't introduce any additional 
nonlinearities. In fact, if the additional nonlinearity required changing the state of the 
device, was effectively excited we would have observed an addition component in the IM3. 
It is also worth to observe that the input power dealt by the device is below the threshold for 
which this effects become evident. This threshold from simulation is estimated in the range 
of 28-30 dBm. 
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Fig. 13. single tone large-signal gain at 2.9GHz and 3.9GHz and two-tone large-signal inter- 
modulation offset frequency 1MHz, data reported for the higher IM3 (left), PAE 



88 



Advanced Microwave Circuits and Systems 



6. Dual-band power amplifier architectures 

The main objective of this paragraph is about the consistent and quantitative evaluation of a 
two possible architectures of dual-band PA both suitable for their involvement in the 
concurrent dual-band systems, [12]. The first is based on two dedicated PAs combined by a 
frequency diplexer while the second is specifically designed to be operated in dual-band 
state. For the sake of the comparison the operative frequency are defined as 1.98 and 3.42 
GHz respectively suitable for WCDMA and OFDM radio access technologies. 
The two dual-band architectures considered in this paragraph are based on the schematic 
representations reported in Fig. 14. In the first (Fig. 14, left) the PA is implemented by 
making use of two dedicated PAs combined by a frequency diplexer. This latter device has 
to be designed to combine the two PAs introducing band-pass and band-stop behavior in 
each of the two branches. This is implement by the most innovative technique and 
technology and it still represents a very critical part of the entire PA structure. Indeed, this 
component must guarantee an almost lossless behavior in the two transmission paths and as 
much as possible isolation between them; without sacrificing the matching. In particular the 
transmission loss characteristic is required to preserve the combined efficiency of the entire 
structure, while the isolation is a required feature to avoid the cross-modulation between the 
two dedicated PAs. The constraints on the diplexer become more critical in the case of closer 
operative spectrum bands. During the two dedicated PAs design, the eventual combination 
with the diplexer implies a specific additional PA design consideration related to an 
accurate evaluation of the out-of band termination, which might degrade the output power 
and efficiency of the two units. The treatment of the harmonic termination of the due to the 
diplexer is out of the scope for the present treatment. 



System at F1 




AA "-M, 



M 



Fig. 14. Schematic of the concurrent dual-band PA implemented by two combined dedicated 
PAs (left), and by a dual-band PA (right). 



Either the dedicated frequency PAs and concurrent PA topology consist of conventional 
class-AB PA designs, where the tuned matching networks can be synthesized by either 
passive and\or distributed elements properly dimensioned, without external tuning 
controls. For the concurrent PA (Fig. 14, right), the two signal sources are combined prior to 
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be applied to the PA input. The design method of concurrent dual-band PA based on multi- 
tuned networks composed of lumped elements is discussed in [10]. 

The investigation carried out in this chapter relies on prototypes designed and fabricated 
using low cost off the shelf active devices along with discrete SMD passive components 
assembled on FR4 0.8 mm thick evaluation printed circuit board designed with microstrip 
technology. For this specific test several electron device technology can be considered, eider 
bipolar or FET fabricated using several different material, spanning from Si to GaAs and 
possibly GaN. In the present case we choose as active device a GaAs FET, namely the 
ATF50189 from AVAGO Technologies, a medium power enhanced mode p-HEMT with a 
cut off frequency of 6 GHz and a 1-dB compression point of 29 dBm at 2 GHz. Optimum 
bias point for efficiency, linearity and gain can be fund either from manufacturer 
specifications or CAD simulations, on the basis of nonlinear model analysis. For the specific 
device possible bias point is found to be 4.5V drain supply voltage with a corresponding 
quiescent current of 200 mA. The chosen bias point drives the ATF50189 transistor in the AB 
class operation. The design was based on load and source pull simulations carried out at the 
two fundamental frequencies of 1.98 and 3.42 GHz, adopting a nonlinear device model 
which included the package parasitic. Simulations provided saturated output power of 28 
dBm and 26 dBm respectively in the lower and higher frequency bands with a power added 
efficiency of approximately 40% and 35% at the 1-dB gain compression point. The resulting 
load and source constant power contours are shown respectively in Fig. 15. 




Fig. 15. Simulated source-pull (left) load-pull (right) contours at 1.98 GHz and 3.42GHz, 1 
dB steps, and terminations at fundamentals for the single band and dual-band prototypes 



The implementation of the source and load terminations defined by the source- and load- 
pull analysis was obtained by using lumped elements matching networks. This technique, 
by employing a different approach with respect to standard microstrip technology, enabled 
the achievement of highly compact prototypes. All the designed PAs adopt the same general 
topology for the input and output matching networks. Different nominal values and the 
absence of some of the components determine the difference between the prototypes. In 
addition, the input network accommodates a stabilizing network which has bee 
implemented by all three prototypes. The presence of shunt capacitors at both the gate and 
drain terminals, provide a short circuit to the second harmonic. 
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drain ■*- 




Fig. 16. Prototypes input (left) and output (right) matching network circuit schematic 



The selected matching networks pi-topology, exhibits high out of band frequency roll off 
and a null in the transfer characteristic between the two fundamental frequency bands at 
1.98 GHz and 3.42 GHz so enhancing isolation between frequency bands. In order to 
properly define the networks the additional conditions for maximum efficiency and 1-dB 
compression output power under large signal excitations were taken into account. To 
simplify the description we can consider that the three prototypes adopt the same general 
topology for the input and output matching networks, whose schematics are represented in 
Fig. 16. As far as the networks dimensioning is of concern, it is possible to show that the 4 
unknown (2 inductors and 2 capacitors for each network) are calculated solving a nonlinear 
system of four equations, where the number of equations results directly equating the two 
real parts and the two imaginary parts of the equivalent impedance, in symbolic format, 
with the required optimum impedances. Different nominal values and the absence of some 
of the components will determine the difference between the prototypes. In addition to 
matching purpose the input network accommodates a stabilizing network which is common 
for all the three prototypes. The resulting matching networks result very compact and 
capable to satisfy the conditions for the optimization of both the output power and gain. The 
presence of shunt capacitors at both the gate and drain terminals, C2 and C4 in the figures, 
provide a short circuits at the second harmonics. The resulting best values for the SMD 
capacitances and inductances are those indicated in Table 1 and Table 1. Input matching 
network L-C values 

respectively for the input and output matching networks. The achieved impedance are 
reported in the Fig. 16 where the mismatch between the actual values and the optimum 
impedances for power level take into account for the additional condition of gain and 
commercial availability of the nominal values. 



^^^^^^^^^ CI LI C2 L2 


concurrent dual band 


1.7 nH 


0.33 pF 


7.6 nH 


0.3 pF 


single band at 1.98GHz 


0.6 nH 


1.47 pF 


n.a. 


n.a. 


single band 3.42GHz 


1.6 nH 


0.26 pF 


n.a. 


n.a. 



Table 1. Input matching network L-C values 
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~~~~~~~~~~- — - — ^— ^__ C4 L4 C3 L3 


concurrent dual band 


0.6 pF 


3.2 nH 


0.77 pF 


2.88 nH 


single band at 1.98GHz 


n.a. 


n.a. 


1.7 nH 


1.9 pF 


single band 3.42GHz 


n.a. 


n.a. 


1.1 nH 


0.5 pF 



Table 2. Output matching network L-C values 

The three PA modules were fabricated using FR4 PCB technology and then adopted to 
implement the two dual-band PA configurations, namely the combined PAs and the dual- 
band PA. The diplexer used in the large-signal test benches it is realized in microstrip 
technology and provides an insertion loss of 0.6 dB and 0.8 dB respectively at 1.9 GHz and 
3.4 GHz, and isolation between the two channels better than 30 dB and a return loss higher 
than 20 dB. 
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Fig. 17. Measured small-signal gain for the concurrent dual-band and the two single band 
prototypes 



The preliminary test was performed in small signal regime to assess the prototypes 
performance and to verify the consistency of the comparison. The measured small signal 
gains associated with the concurrent dual-band PA and with the two single-band PAs 
prototypes are compared in Fig. 17. The figure indicates that at 1.98 GHz the maximum 
linear gain is approximately lldB for both single band and dual band circuits. In the 3.4 
GHz band the PA prototypes exhibit a maximum linear gain of 6 dB at 3.42 GHz, and 
present a 0.5dB gain bandwidth of approximately 60 MHz. Input and output return losses 
are not reported but are below -15 dB in the respective frequency bands for all the PAs. 
Small signal characterizations have indicated a very close correspondence between the 
single band circuits and the concurrent dual band PA in terms of both input/ output return 
loss and gain. This results show that the design of a concurrent dual-band PA using compact 
lumped elements is feasible without loss of performance at small-signal and makes the 
characterization and comparison with large and modulated signals meaningful. 
The first set of large signal measurements test bench is deployed to fully characterise the PA 
prototypes with CW large signal excitations. The data are useful to compare the maximum 
linear power, the gain and the efficiency of the two architectures. In particular the 
comparison between the power gains as a function of the two CW signals at 1.98 GHz 
(namely Fl) and 3.4 GHz (namely F2), reported in Fig. 18, shows that the combined PA 
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architecture is capable to maintain the two channels mostly separated producing a gain 
compression which is insensible from the concurrent signal at the side band. In fact the 
contour plots show a linear behaviour which is independent of the power level in the other 
channel. At the contrary for the dual-band PA, the mutual interaction between signals at the 
two frequencies is evidenced by bended constant gain loci, see Fig. 19. Nevertheless, 
although the effect of the side band is quite evident, the effect of the output diplexer is such 
that the maximum output power was slightly higher. For example, we can notice that at 1.98 
GHz for input power equal to 16 dBm the gain is 8.7 dB for the combined PAs while 9.5 dB 
for the dual band. This latter condition is maintained only when the input signal at 3.4 GHz 
is lower than 10 dBm. Similar behaviour is observed in respect to the power gain calculated 
at 3.4 GHz. From the contour plots it is observed that the loci corresponding to 8.5 dB and 4 
dB correspond to the linear gain that the dual-band PA can provide and, consequently, the 
input ranges which guarantee the linear operation of the PA. Differently, in the case of the 
combined PAs, the linearity in one frequency band does not depend of the side band. 




8 10 12 

Pin at F1 [dBm] 




Fig. 18. Power gain [dB] in large signal regime evaluated at the frequency of 1.98 GHz (left) 
3.4 GHz (right) as function of input power at 1.98 GHz (Fl) and 3.45 GHz (F2), for the 
combined PAs architecture. 
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Fig. 19. Power gain [dB] in large signal regime evaluated at the frequency of 1.98 GHz (left) 
3.4 GHz (right) and as function of input power at 1.98 GHz (Fl) and 3.45 GHz (F2), for the 
dual-band PA architecture. 
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From the contour plots it is observed in the case of the combined PAs and in the case of the 
dual band PA, the presence of the diplexer and the mutual interaction between carriers 
respectively, determine the output power in correspondence of a 1-dB compressed power 
gain reported in Table 3. This latter consideration leads to the conclusion that from the point 
of view of the CW output power there are not differences between the two architectures. 
This latter consideration leads to the conclusion that from the maximum output power in 
CW condition there are not differences between the two possible architectures. 



architecture 


1.98 GHz 


3.4 GHz 


Combined PAs 


25dBm 


22 dBm 


Dual-band PA 


24.5 dBm 


23 dBm 



Table 3. Simultaneous maximum linear output power (at 1 dB gain compression) 



A further very significant figure is represented by the Power Added Efficiency (PAE) for the 
two PA architectures. In the case of dual-band concurrent PA the PAE is calculated by: 

( pFl _ pFl \, / pF2 _ pF2 \ 
DAT? \ load J av )'\ load J av ) /-i -i \ 

■•■■•■ y-, I \ ) 



r dc 



The above equation admits that the two signal are uncorrelated and where Pdc takes into 
account for the total current drawn by the PA modules. The PAE as a function of the input 
power at the two carrier frequencies, respectively for the combined PAs and the dual band 
PA architectures are reported in Fig. 20. 
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Fig. 20. Power added efficiency [%] in large signal regime as function of input power at 1.98 
GHz (Fl) and 3.45 GHz (F2), for the combined PAs architecture, (left), and the dual-band PA 
architecture, (right). 



From these experimental verification it is confirmed the intuition that the dual-band PA 
PAE takes advantage from the current reuse which is inherent in the use of a single power 
device, when compared with the case of the combined PAs which need twice of the DC 
power to bias the two PAs. This determine an almost factor 2 in the PAE for the dual-band 
PA for almost the entire range of evaluation. In particular at 1-dB gain compression the PAE 
achieved with the combined PAs architecture is in the range of 20%, as evidenced in Fig. 20 
left, while in the case of the dual-band PA it reaches 32 %, see Fig. 20 right. The maxima are 
28 % and 44% respectively for the combined PAs and the dual band PA architectures. By 
this figure we can observe a significant improvement of the dual-band PA with respect to 
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the combined PAs architecture. The absolute maximum power for the two PAs are reported 
in the Fig. 21, calculated by summing the power level at the two carrier frequencies, 
assumed uncorrelated. Form the contour plots is observed that, regardless linearity 
concerns, the total power provided by the two systems are slightly the same. 




10 
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Fig. 21. Total output power [dBm] in large signal regime as function of input power at 1.98 
GHz (Fl) and 3.45 GHz (F2), for the combined PAs architecture (left) and for the dual-band 
PA architecture, (right). 

The next test concerns about the capability of the dual-band PA architecture to deal with 
modulated signals and its performance are compared with the combined single band PAs; 
henceforth the combined PAs architecture is not longer considered. In this case, the base- 
band signals were down-loaded in the arbitrary signal generators (Agilent ESG 4438C) by 
using the tools available in the Agilent ADS2006A systems. Two different digitally 
modulated signals were employed to evaluate PA performance: a 3GPP up-link W-CDMA 
3.84 MHz chip rate signal at 1.98 GHz and a 5MHz OFDM 16-QAM signal at 3.42GHz 
corresponding to one of the WiMAX modes. The output of the PA under test was connected 
to the VSA (Agilent N9020, 26MHz bandwidth) which was synchronized with the two 
arbitrary signal generators. The first set of data refers to the large signal gain plotted against 
the output power for the three PA modules; the comparisons between several operating 
conditions are shown in Fig. 22, left and right, for the lower and higher frequency bands 
respectively, which include also CW for the sake of a better comparison. 
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Fig. 22. Gain curve versus output power for CW and WCDMA modulated excitations, both 
with carrier at 1.98 GHz (left) and 3.42 GHz (right). 
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It is observed that when the amplifiers are driven by a single modulated signal peak power 
at ldB gain compression point decreases: this effect is explained by the fact that gain 
compression in PAs driven by digitally modulated signals occurs at lower power levels than 
for 1-tone CW signals. In addition, load pull CAD analysis and successive design were 
performed based on a CW test signal, while experimental results show that the optimum 
load impedance for maximum linear output power as well as peak efficiency varies 
depending on the characteristics of the input signal, i.e. pulsed, modulated or CW. 
Concurrent mode was then operated by simultaneously feeding the dual-band PA with 
OFDM and WCDMA signals at the two center band frequencies. Reduction of peak output 
power with respect to single-channel excitations is mainly due to the simultaneous presence 
of two modulated signals in the same device which cause cross-modulation between the two 
time varying envelopes. A resulting 4 dB and a 4.5 dB peak power reduction at 1.98 GHz 
and at 3.42 GHz respectively were measured with respect to the single channel cases. 
Moving on to system level figures, the 5.6% EVM WiMax standard limit and a minimum 
ACPR of 33dBc for a WCDMA signal as settled by the 3GPP specifications have been taken 
as a reference for power and efficiency values. The goal of the large signal characterisation 
has so being focussed on the evaluation of the peak output powers and the resulting PAE 
levels achievable in the two frequency bands with both concurrent dual-band and single- 
band excitations so as to satisfy EVM and ACPR constrains. 
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Fig. 23. (Left) Adjacent channel power ratio measured at 5 MHz offset and integrated over 
the bandwidth, for the single band and the dual-band prototypes with the WCDMA signal 
at 1.98 GHz; (Right) Error vector magnitude measured for the single band and the dual- 
band prototypes with the OFDM signal at 3.42 GHz. 



From Fig. 23 it is observed that at 1.98 GHz the maximum achievable output power, due to 
ACPR constrains, is 27.5 dBm when the dual-band PA is working in single-channel mode, 
while for the concurrent dual-band case this limit decreases to 23 dBm. Data in Fig. 23 show 
EVM versus the output power results, for single channel operation and dual band mode at 
3.42 GHz: a maximum output power of 20 dBm is achieved in the first case while when the 
dual-band PA is working in concurrent mode, maximum output power settles to 17 dBm. 
The above data indicate that a significant change in performance arises when the PA is 
driven in the concurrent dual band mode, specifically resulting in a peak power back off of 
about 4.5 dB and 3dB respectively for the lower and higher frequency bands due to meet the 
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EVM and ACPR restrictions. Envelope cross-modulation and inter-modulation explain the 
EVM and ACPR increased growth with input power when compared with single channel 
mode. Experimental data showed that a 2 dB back-off is necessary with concurrent 
operation to maintain the EVM at 4.1%. It can be concluded that the proposed solution is 
capable to provide the same system level performance of more conventional solutions while 
increasing the overall PAE and allowing a significant reduction of the system complexity. 
A further implementation of dual band PA in GaN technology can be found in [13]. 

7. Dual-band power amplifier digital linearization 

As discussed in the above paragraphs, the application of digitally modulated signals to a 
PA, which is considered hereinafter as an nonlinear (NL) dynamic system, causes in-band 
distortion and spectrum spreading and finally determine a degradation of the signal quality. 
The most effective broadband linearization systems have usually been based upon the 
feedforward technique [14]. However, RF and baseband predistortion linearization 
techniques have become an attractive solution owing to their reduced cost and complexity. 
For multicarrier PA applications, an effort has been placed to increase the bandwidth of 
predistortion linearization to combat fast memory effects. Baseband Digital Predistortion 
(DP) seems to be the most promising one. It works by the introduction, in the digital 
baseband, of an opposite NL of the PA's one, allowing for greater efficiency through a 
significant power backoff reduction. The most of the available DP techniques deal with 
single-band operation, although recently an approach to deal with multi-carrier and 
potentially for multiband systems was presented in [15]. In this technique the modulation 
bandwidth in several bands and then a DP algorithm is applied selectively the inband and 
interband third-order intermodulation distortion (IMD3) As the approach relies on third 
order Volterra model the accuracy of the DP depends upon the identification procedure and 
the frequency band spacing. 

Here we discuss a novel method of Dual Band DP (DB-DP), based on the simultaneous 
predistortion of both channels at intermediate frequency (IF), [16]. The proposed method 
uses a single band memory polynomial DP for linearization. As a feedback path we propose 
a subsampling receiver. 

7.1 Basic principles of digital linearization 

Let's start reviewing the basic concepts of the DP system. It consists basically in the 
introduction, at the baseband, of a subsystems which has a transfer function which is 
opposite to the one of the PA, as in Fig. 24. 

NL 







z{n) 


x(n) 


Predistorter 











Fig. 24. Predistorsion Principle applied to a nonlinear system 

The predistorter can be Look-Up Table (LUT) based or polynomial-based: in the first case, a 
LUT indexed by the input power is filled with complex coefficients, and the input x(n) is 
multiplied with the corrisponding one; in the second, the complex coefficients of a k-order 
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polynomial approximating the inverse of the PA's characteristics are found, and the DP 
output z(n) is given by: 

z(n)=a 1 x(n)-\-a 2 x(n)-\-a 3 x(n)-\ — (12) 

The coefficients vector a can be found through a recursive algorithm based on the Indirect 
Learning architecture shown in Fig. 25. The name derives from the fact that the polynomial 
coefficients are found without passing by the determination of the PA's characteristics. 



m 




Fig. 25. Indirect Learning schematic principle for a DPD system 

The indirect learning techniques works by two identical predistorters, the first - the actual 
one - in the transmission path and the second - the training one - in the feedback path. The 
outputs of both are compared to produce an error signal: 

e(n)=z(n)—z(n) (13) 

where z(n) is the output of the training DP. It can be demonstrated that when the error 
energy is zero the PA's baseband output y(t) is linear with the baseband input x(n) , that is 
the cascade of predistorter and amplifier becomes linear. If the PA's memory length is 
comparable to the envelope variations of the signal, the baseband model - which we call 
memory polynomial - can be adopted: 



x»)=i;iX,z(»-/)|z(»-/)|* 



(14) 



k=\, 1=0 
kodd 



where K represent the order of the DP, while L is the number of memory samples; the 
baseband equivalent input z(n) , the output y(n) and the coefficients b k l of the model, are 
all complex valued in general. The predistorter' s output can be written the same way: 

z(»)=£fX,x(« -o|*(« -of- 1 



(15) 



k=\, 1=0 
kodd 



It has to be equal to the Training DP's output z(n) to minimize the error energy, that is: 



z w = ZZ fl *./ 



y(#i-Z) 



k=\, 1=0 
kodd 



K 



y(n-Z) 



K 



(16) 



The objective consists in finding the parameters a k l that define the predistorter. Since z(n) is 
linear in the a kl , the latter can be estimated by a simple least-squares method. By defining a 



new sequence: 
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y(n-l) 



K 



Jin-l) 



K 



(17) 



u kl (n)- 

we can rewrite z(n) in matrix form as: 

z = Ua (18) 

where z=[z(fi) r -,z(n-l)] T , U=[U ,.-.,UJ, U^u^-u^], u kl =[u kl (0),-,u kl (N-l)] T and 

a=[a 10 ,- • -,% ,- • -^g,- ■ -^qF • The least-squares solution for a is given by: 

a = [V H V]~ l V H z (19) 

where (-) H denotes complex conjugate transpose. A direct implementation of the 

polynomial predistorter is difficult, because it requires several sample-per-sample 
multiplications and power raisings. However, an efficient implementation is possible by 
observing that (15) is equivalent to: 



z(w) = 



ZXo |*wf 



k=\, 

k odd 



Yj a k, L -i \x(n-L + l)f 



k=\, 
A: odd 



l)+ 


K 

k=\, 

k odd 


-if 1 


x(n 


-L + \) 





x(«-l) + - 



(20) 



The nonlinear polynomial can be implemented with a LUT indexed by the input magnitude, 
|jc(«-/)| [1]. This way, only L complex multiplications per sample are needed. LUT 

coefficients calculation is performed once the a kl are found. The performance of the 

memory polynomial-LUT predistorter depends on the number of quantization points, on 
the memory length L and on the order of the polynomial, K . 



7.2 Sub-sampling receiver 

A key component for the DB-DP is the sub-sampling receiver, it operates on the principle of 
the band-pass sampling theorem, and it is used as feedback path of the DP system. If RF 
signals have a narrow bandwidth B, they can be sampled with a frequency: 

f>2B (21) 

As a result of the sampling process, spectrum aliases are generated around all the multiples 

of / as in Fig. 26. The image that falls in [0; fj 2] (first Nyquist zone) is the exact 

representation of the input signal, unless a potential phase inversion, and can be digitized. 

The same principle can also be used to convert two (or more) band-pass signals s and s 2 , 

located at different carrier frequencies / and / , with band-widths B\ and B2 . With a 
proper sampling frequency there will be replicas of the two signals located side-by-side in 
the first Nyquist zone with no overlap, as shown in Fig. 27. The proper sampling frequency 
respect the condition: 
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/> 2(^+3.) 
That is, a Nyquist Zone must be wider than the sum of the two bands. 



I s1 Nyquist Zone l 1 " 3 Nyquist Zone 



-t- 




Fig. 26. Single band band-pass sub-sampling principle 

half-Zones central hall -/ones 



half-Ny qui st Zone 




(22) 



Fig. 27. Dual band sub-sampling principle 

The condition of no overlap consists of the both signals to be comprised in a single half- 
Nyquist zone, i.e. [nf / 4;(n + l)fj 4] , where n is integer. If we define: 



K = floor 



[L-BJ2] 



B, 



floor 



(fc2~B 2 /2) 



B„ 



(23) 



where floorQ is the operation of rounding to the lower integer, the conditions of no overlap 
are first given by: 

kfJA + Bj2< f el <(k + l)fj4-B 1 /2 

qf s /4 + B 2 /2<f c2 <( q + l)fj4-B 2 /2 
' k < K 

q<Q 



(24) 



where k and q are integers identifying the order of the half-Zone in which the first and the 
second signals stand, respectively. The other condition, i.e. standing in central vs. peripheral 
half-zones, are given by: 
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K = 4n <^> Q^4n,4n-1 
K = 4n-1 <^> Q^4n,4n-1 
K = An + l <$ Q^4n + 2,4n + l 
K = 4n + 2 & Q^4n + 2,4n + l 



(25) 



These conditions lead to a not closed form formulation which require an iterative approach 
for the solution. Once the suitable sampling frequency is found, the two signals replicas in 

the first Nyquist zone are located at the frequencies / and f bb2 which are given by: 



f cl -floor(k/4).f s k- 

(floor(k/4) + l}f s -f cl k-. 

f c2 -floor(q/4)-f s q ■- 

floor(q/4) + l}f s -f c2 q- 



■ 4n,k = 4n + l 

4n + 2,A; = 4n-l 
: An,q = 4n + l 

■ 4n + 2,q = 4n — 1 



(26) 



The distortion introduced by a sub-sampling receiver is due in large part to the transfer 
function of the sampling device. In general, a T/H is preferred over a S/H, because of the 
lower distortion and higher sampling frequency reachable. The transfer function of a T/H 



G.(f) = E G 



f- 



n 
T. 



1- S inc{rf)e-^ +^ jr 



n(T 



-MZ+t)- 



(27) 



where T s is the sampling period and r is the length of the hold period. Due to the sinc() in 
order to avoid an amplitude distortion, r should be as low as possible to move at high 
frequency the first null. Also, the baseband aliases should be as near as possible to the zero. 
As regards the phase, different replicas have a different offset depending on the order n and 
the frequency of the alias. Replicas falling into the first Nyquist zone have a phase offset 

depending on k and f , or q and f Bm . This offset must be compensated if a synchronism 

between the two signals is necessary, as in our proposed Dual Band DP method. 
This approach exhibits some critical points, [17]. The first ones to be considered are noise 
aliasing and aperture jitter; then out-of-bands signals and wideband noise must be filtered 
out before the sampler. That noise would otherwise, after sampling, translate and 
accumulate into the first Nyquist zone. Besides, as even a perfect filter would reject the noise 
introduced by downstream circuits, low noise components have to be chosen. However, 
noise aliasing reduces with sampling frequency increase. Aperture jitter can be treated as a 
white noise if the jitter is low, and it doesn't depend on the sampling frequency. When 
designing a sub-sampling receiver, another important parameter to take care of is the analog 
bandwidth of the sampler, that must be greater than the highest frequency of the RF signals. 



7.3 Dual Band Digital Predistortion Architecture 

The DP-DP is achieved by a RF-level predistortion: a signal predistorter (as opposed to a 
data predistorter) is able to treat any kind of signal, that is it doesn't depend either on the 
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bandwidth or the center frequency. Let's consider an input signal made of the superposition 
of two signals at different center frequencies, that is x(n) = x^n) + x 2 (n) . The input is 
predistorted (z(n) ), converted into analog (z(i) ) and amplified (y(t)). A portion of y(t) is 

drawn to have a feedback signal and to train the DP. A scheme is shown in Fig. 28. The 
main problem with this setup is the lack of sufficiently fast D/A and A/D converters, that 
will remain so in the foreseeable future because ADC dynamic range and conversion are 
known to progress at a rate much slower than Moore's law. Also, a RF predistortion is not 
possible at the moment, because it must be performed sample-per-sample and the sample 
rate is at least twice the maximum RF frequency (baseband sampling theorem). 




Fig. 28. RF DB-DP, principle of operation 



Actually, the converters related problem can be easily overcome. The RF DAC can be 
replaced by two baseband DAC preceded by a proper digital filtering and digital frequency 
conversion system. In a similar way, the RF ADC can be replaced by two frequency 
converters and two baseband ADCs. 

There remains the sample rate problem. The last limit can be overcome by introducing a 
new architecture which is capable to lowering the sample rate, that is predistorting at 
intermediate frequency (IF). In this case the baseband digital signals x^n) and x 2 (n) are 

shifted to f and f then summed, creating x\n) . This IF signal is predistorted (z\n) ), 
and the two bands are separated and shifted to the baseband to be analog converted. The 
analog PA's input z\t) is built by those baseband signals, shifted to the RF frequencies f cl 

and / . It is amplified (y\t)) and a portion of it is drawn to create the feedback signals. As 
a feedback path we propose a subsampling receiver: the two bands composing y\t) are 
aliased side-by-side in the baseband, then digitized by a single ADC. In the digital domain, 
the bands are separated and shifted to IF, composing the signal y "(n) that will be compared 

to x\n) . 
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Fig. 29. DB-DP system with IF predistortion and subsampling feedback 
The block diagram of the whole system is shown in 

When using a subsampling receiver, it is necessary to compensate the different phase offset 
applied to both bands. This may be done in the digital domain. If a T/H is used, the right 
phase shift can be calculated through eq. (27). Anti-aliasing filters must be carefully 
designed with in general out of band rejection. The IFs setting is a crucial point of the 
system design. They have to be far enough to leave room for out-of-band distortion and to 
simplify filtering; on the other side, they should be as low as possible to reduce 
computational constraints. As a rule, for the proposed DB-DP you may consider a sample 
rate at least four times higher than in a SB-DP system. 

The DB-DP was simulated by Matlab/Simulink®. We considered two 16 QAM signals, with 
amplitudes P = — lOdBm and centre frequencies f cl = 2.1GHz and f c2 =3.5 GHz; the 

sampling frequency was set to f s = 146.5 MHz. The PA was modeled with the Wiener- 
Hammerstein model. LTI blocks preceeding and following the memoryless NL were set to 
have the following transfer functions: 



m w 1 + 0.5^ 2 1 - 0.3z~ 2 



0.4?" 



1 - OAz' 1 



(28) 



It was chosen a tanh-shaped AM/ AM NL, that has G=20dB, IP3=38dB and whose AM/PM 
is linear, with 5°/dB slope. 
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Fig. 30. Spectra comparison for lower and higher channels, between transmitted signal and 
input signal, with DB-DP OFF and DB-DP ON (left. 
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Fig. 31. Constellations comparison for lower (left) and higher (higher) channel, between 
transmitted signal and input signal, with DB-DP OFF and DB-DP ON 

For the implementation of the DB-DPD we used a memory polynomial DP, with a 
memory length of 4 taps, a polynomial order K=9 and a LUT predistorter with a size of 
512. Polynomial coefficients were estimated on a basis of 8192 samples. Simulation results 
for both channels are shown in Fig. 30 and Fig. 31, where an ACPR and EVM significant 
reduction is observed. The method proved to be able to correct most NLs, but it is not as 
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good as a SB-DP. While in that case we obtained a Normalized Mean Square Error 
(NMSE) of 3e-4, in the DB-DP case we obtained an NMSE of le-3. 

8. Concluding Remarks 

The design of flexible PAs and multiband transmitter architectures is at a crucial stage; the 
number of research teams and projects that approached this field increased over the 
recent years. The number of special sessions and workshops in the main international 
conferences confirmed this interest. Some commercial products appeared recently, 
although they remain mainly based on very simple arrangements of frequency dedicated 
PAs with limited tuning control. Some technological and methodological problem have to 
be solved. The first set are related to the device technologies for both the RF power 
devices and the control devices. Indeed, the energy efficiency and peak power have to be 
maintained for wideband operation, making the device technology more challenging. 
Design approach have to take into account for multiband driving which reduce sensibly 
the power handling capability of the power device. Control devices, like switches and 
tuning elements have to cope with high peak power increasing the demand of linearity 
and efficiency, in this field MEMS appears a promising technology. An additional 
consideration is due for the architectures of multiband-multiband transmitters. Other than 
flexibility they have to provide excellent signal quality, which is much more threated by 
simultaneous concurrent signals. Polar transmitters versus Cartesian architectures are 
investigated as the two mainstreams for future transmitter architectures. 
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1. Introduction 

The Doherty Power Amplifier (DPA) was invented in the far 1936 by W. H. Doherty, at the 
Bell Telephone Laboratories of Whippany, New Jersey (Doherty, 1936). It was the results of 
research activities devoted to find a solution to increase the efficiency of the first 
broadcasting transmitters, based on vacuum tubes. The latter, as it happens in current 
transistors, deliver maximum efficiency when they achieve their saturation, i.e. when the 
maximum voltage swing is achieved at their output terminals. Therefore, when the signal to 
be transmitted is amplitude modulated, the typical single ended power amplifiers achieve 
their saturation only during modulation peaks, keeping their average efficiency very low. 
The solution to this issue, proposed by Doherty, was to devise a technique able to increase 
the output power, while increasing the input power envelope, by simultaneously 
maintaining a constant saturation level of the tube, and thus a high efficiency. The first DPA 
realization was based on two tube amplifiers, both biased in Class B and able to deliver tens 
of kilowatts. 

Nowadays, wireless systems are based on solid state technologies and also the required 
power level, as well as the adopted modulation schemes, are completely different with 
respect to the first broadcasting transmitters. However, in spite of more than 70 th years from 
its introduction, the DPA actually seems to be the best candidate to realize power amplifier 
(PA) stage for current and future generations of wireless systems. In fact, the increasing 
complexity of modulation schemes, used to achieve higher and higher data rate transfer, is 
requiring PAs able to manage signals with a large time- varying envelope. The resulting 
peak-to-average power ratio (PAPR) of the involved signals critically affects the achievable 
average efficiency with traditional PAs. For instance, in the European UMTS standard with 
W-CDMA modulation, a PAPR of 5-10 dB is typical registered. As schematically reported in 
Fig. 1, such high values of PAPR imply a great back-off operating condition, dramatically 
reducing the average efficiency levels attained by using traditional PA solutions. 
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Fig. 1. Average efficiency using traditional PA. 

To stress this effect, it is helpful to refer to an ideal Class B PA, which delivers an efficiency 
of 78.6% at its maximum output power, whereas it becomes only 25% at lOdB back-off. 
Therefore, when dealing with amplitude modulation signal, it is more useful to refer to the 
average efficiency, which is defined as the ratio of the average output power (P ut,AVG) to the 
average supply DC power (Pdqavg) (Raab, 1986): 



^Iavg ~ ' 



(i) 



Clearly, the average efficiency depends on both the PA instantaneous efficiency and the 
probability density function (PDF), i.e. the relative amount of time spent by the input signal 
envelope at different amplitudes. Therefore, to obtain high average efficiency when time- 
varying envelope signals are used, the PA should work at the highest efficiency level in a 
wide range of its output (i.e. input) power. This requirement represents the main feature of 
the DPA architecture, as shown in Fig. 2, where its theoretical efficiency behavior is 
reported. 

The region with almost constant efficiency identifies the DPA Output Back-Off (OBO) range, 
and it is fixed according to the PAPR of the signal to be amplified. As will be later detailed, 
the OBO value represents the first parameter to be chose in the design process. 
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Fig. 2. Typical DPA efficiency behavior versus input power. 

Due to this attractive characteristic and the relative simple implementation scheme, the DPA 
is being the preferred architecture for new communication systems. 

The Doherty technique is usually adopted to design PA for wireless systems and, in 
particular, in base stations, working in L-S-C Band with time-varying envelope signals such 
as WiMax, WLAN, Cellular network etc. In this field, a lot of experimental results have been 
published using different active device technologies such as Si LDMOS, GaN HEMT, GaAs 
PHEMT and GaAs HBT. Typically, these DPAs are realised in hybrid form and they work 
around 2.14 GHz with W-CDMA input signals. Drain efficiencies up to 70% have been 
demonstrated for output powers between 5W and 10W (Kim et al., 2008 - Lee et al., 2008 - 
Markos et al., 2007 - Kim et al., 2005), whereas 50% of drain efficiency has been 
demonstrated for 250W output power (Steinbeiser et al., 2008). Also for high frequency 
applications the DPA has been successfully implemented using GaAs MMIC technologies 
(McCarroll et al, 2000 - Campbell, 1999 - Tsai & Huang, 2007). For instance, in (Tsai & 
Huang, 2007) it has been reported a fully integrated DPA at millimeter-wave frequency 
band with 22dBm and 25% of output power and efficiency peak, respectively. Also DPA 
realizations based on CMOS technology was proposed (Kang et al., 2006 - Elmala et al., 2006 
- Wongkomet et al., 2006). However, in this case, due to the high losses related to the 
realization of required transmission lines, the achieved performances are quite low (peak 
efficiency lower than 15%). 

In this chapter the theory and the design guidelines of the DPA will be reviewed in deep 
detail with the aim to show to the reader the proper way to design a DPA. 

2. The Doherty operating principle 

The DPA operating principle is based on the idea to modulate the load of the active device, 
namely Main (or Carrier) typically biased in Class AB, exploiting the active load pull 
concept (Cripps, 2002), by using a second active device, namely Auxiliary (or Peaking), 
usually biased in Class C. 

In order to understand the active load-pull concept, it is possible to consider the schematic 
reported in Fig. 3, where two current sources are shunt connected to an impedance Zl. 
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Fig. 3. Schematic of the active load-pull. 

Appling Kirchhoff law, the voltage across the generic loading impedance Zi is given by: 

V L = Z ,{!,+!,) (2) 



Where h and h are the currents supplied by source 1 and 2, respectively. Therefore, if both 
currents are different from zero, the load seen by each current source is given by: 



Z, =Z, • 1 + 



z 2 =z L -\i + f 



(3) 
(4) 



Thus, the actual impedance seen by one current source is dependent from the current 
supplied by the other one. 

In particular, if I2 is in phase with h, Zi will be transformed in a higher impedance Z\ at the 
source 1 terminals. Conversely, if h is opposite in phase with l\, Zi will be transformed in a 
lower impedance Z\. However, in both cases also the voltage across Zi changes becoming 
higher in the former and lower in the latter situation. 

Replacing the current sources with two equivalent transconductance sources, representing 
two separate RF transistors (Main and Auxiliary respectively), it is easy to understand that 
to maximize the efficiency of one device (i.e. Main) while its output load is changing (by the 
current supplied by the Auxiliary device), the voltage swing across it has to be maintained 
constant. In order to guarantee such constrain, it is necessary to interpose an Impedance 
Inverting Network (UN) between the load (Zi) and the Main source, as reported in Fig. 4. 
In this way, the constant voltage value Vi at the Main terminals will be transformed in a 
constant current value In at the other UN terminals, independently from the value of Zl. 
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Fig. 4. Simplified schema of the DPA. 



For the UN implementations, several design solutions could be adopted (Cripps, 2002). The 
most typical implementation is through a lambda quarter transmission line (?t/4 TL), which 
ABCD matrix is given by: 



7 



(5) 



being Zo the characteristic impedance of the line. 

From (5) it is evident that the voltage at one side (Vi) is dependent only on the current at the 

other side (h) through Zo, but it is independent from the output load (Zl) in which the 

current h is flowing. 

Thus, actual DPAs are implemented following the scheme reported in Fig. 5, which is 

composed by two active devices, one UN connected at the output of the Main branch, one 

Phase Compensation Network (PCN) connected at the input of the Auxiliary device and by 

an input power splitter besides the output load (Rl). The role of the PCN is to allow the in 

phase sum on Rl of the signals arising from the two active devices, while the splitter is 

required to divide in a proper way the input signal to the device gates. 



90° 
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Fig. 5. Typical DPA structure. 



In order to easy understand the DPA behavior, the following operating regions can be 
recognized (Raab, 1987). 
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For low input power level (i.e. Low Power Region, see Fig. 2), the DPA acts as a typical PA, 
since the Main device is conducting while the Auxiliary is OFF due to its Class C bias 
condition. 

Increasing the input power level, the current supplied by the Main device to Rl increases 
reaching the device saturation identical), thus the maximum efficiency condition. The 
corresponding input power level reaches a "break point " condition, while the expected load 
curve of both active devices are indicated in Fig. 6 with the letter A. For higher input power 
level (Pin_DPA > Pin_DPA(break point)), the Auxiliary device will automatically turned on, injecting 
current into the output load Rl. Consequently, the impedance (Zi) seen by the Main device 
is modulated and, thanks to the X/4 TL, its value becomes lower with respect to the one at 
the break point (load curve "A" in the Fig. 6). In this way, the efficiency of the Main device 
remains constant, due to the constant level of saturation, while the efficiency of the 
Auxiliary device starts to increase (see Fig. 2). As a result, the overall DPA efficiency shows 
the typical behavior reported in Fig. 2. 

At the end of the DPA dynamic, i.e. for the peak envelope value, both devices achieve their 
saturation corresponding to the load curves "C" in Fig. 6. 





Main 



Auxiliary 



Fig. 6. Evolution of the load curves for both DPA active devices: Main (left) and Auxiliary 
(right) amplifiers. 



3. The Doherty design guidelines 

In order to infer useful design relationships and guidelines, simplified models are assumed 
for the elements which are included in the DPA architecture. In particular, the passive 
components (A,/4 TLs and power splitting) are assumed to be ideally lossless, while for the 
active device (in the following assumed as a FET device) an equivalent linearised model is 
assumed, as shown in Fig. 7. It is represented by a voltage-controlled current source, while 
for simplicity any parasitic feedback elements are neglected and all the other ones are 
embedded in the matching networks. 
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Fig. 7. Simplified model assumed for the active device. 

The device output current source is described by a constant transconductance (g m ) in the 
saturation region, while a constant ON resistance (Ron) is assumed for the ohmic region, 
resulting in the output I-V linearised characteristics depicted in Fig. 8. 
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Fig. 8 I-V output characteristics of the simplified model assumed for the active device. 



The main parameter taken into account to represent the simplified I-V characteristics are the 

maximum achievable output current (Imux), the constant knee voltage (Vk) and the pinch-off 

voltage (V p ). 

As it commonly happens in the amplifiers design, some parameters are assumed as starting 

requirements, thus imposed by the designer, while other ones are consequently derived. 

Obviously, the following guidelines outline only one of the possible design flows. 

The design starts by fixing the OBO level, required to the DPA, accounting for the peculiar 

PAPR of the application which the DPA is oriented for. The OBO can be defined by the 

following equation: 



OBO-- 



U,DPA{x = x break ) 
out,DPA(x = \) 



it , Ma in(x = x break ) 



P + P 

r out,Main(x = \) ^ £ out ,Aux(x=\) 



(6) 



where the subscripts are used to refer to the entire DPA or to the single amplifiers (Main 
and Auxiliary respectively). Moreover a parameter x (0<x<l) is used to identify the dynamic 
point in which those quantities are considered. In particular x=0 identifies the quiescent 
state, i.e. when no RF signal is applied to the input, while x=l identifies the saturation 
condition, i.e. when the DPA reaches its maximum output power level. Similarly, x=Xbreak 
identifies the break point condition, i.e. when the Auxiliary amplifier is turned on. 
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Clearly, eqn. (6) is based on the assumption that only the Main amplifier delivers output 

power until the break point condition is reached, and the output network is assumed 

lossless. 

In order to understand how the selected OBO affects the design, it is useful to investigate 

the expected DLLs of the Main and Auxiliary amplifiers for x=Xbreak (load curves "A" in Fig. 

6) and x=l (load curves "C" in Fig. 6). It is to remark that the shape of the DLLs is due, for 

sake of simplicity, to the assumption of a Tuned Load configuration (Colantonio et al., 2002) 

both for Main and Auxiliary amplifiers. 

Assuming a bias voltage Vdd, the drain voltage amplitude of the Main device is equal to 

Vdd-Vic both for x=Xbreak and x=l 

The same amplitude value is reached by the drain voltage of the Auxiliary device for x=l, as 

shown by the load curve "C" in Fig. 6. 

Consequently the output powers delivered by the Main and Auxiliary amplifiers in such 

peculiar conditions become: 

out,Main(x = x break ) = T ' V ' DD ~*k)' * l,Main(x=x break ) V ) 

out,Main(x = \) = T ' V DD ~ ** ) ' h,Main(x = \) \ ) 

^,A Uxi ^)=\i^ D -V k )-I hAux{x=1) (9) 

where the subscript "1" is added to the current in order to refer to its fundamental 

component. 

Referring to Fig. 5, the power balance at the two ports of the X/ 4 both for x=Xbreak and x=l is 

given by: 

— 'VDD~K)' I l,Main{x = x break ) = ^' V L(x=X break ) ' I 2(x = x break ) \^) 

~ ' Vdd ~Vk)' I\,Main(x=\) = T ' vdd ~V k )- I 2 (x=\) \ / 

being h the current flowing into the load Ri from the Main branch. 
From (11) it follows: 

h,Main{x = \) = h{x = \) \^) 

Moreover, remembering that the current of one side of the A,/ 4 is function only of the 
voltage of the other side, it is possible to write 

since the voltage at the other side is assumed constant to VvD-Vk in all medium power 

region, i.e. both for x=Xbreak and x=l. 

Consequently, taking into account (11), the output voltage for x=Xbreak is given by: 
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*W- ) = P™ - V * ) • 7 'f • M ""- t ' = « • (^ - n ) (14) 

l,Mflw(jc = l) 

where a defines the ratio between the currents of the Main amplifier at x=Xbreak and x=l: 

a 



,Main(x= x break ) /^g\ 



l,Mflw(x = l) 



Regarding the output resistance (jRl), its value has to satisfy two conditions, imposed by the 
voltage and current ratios at x=Xbreak and x=l respectively: 



V, 



1 2{x = x break ) l \Main(x = \) 



(16) 



R K M*-i) = ( v pp- v k) ( 17 ) 

A(x=l) + A,Aa(je=l) A,M«m(x=l) + h,Aux(x=\) 

Therefore, from the previous equations it follows: 

h,Aux(x=\) = h,Main(x=\) \ / 

Consequently, substituting (7) -(9) (9) in (6) and taking into 

account for (18), the following relationship can be derived: 

OBO = a 2 (19) 

which demonstrates that, selecting the desired OBO, the ratio between the Main amplifier 
currents for x=Xbreak and x=l is fixed also. 

Since the maximum output power value is usually fixed by the application requirement, it 
represents another constraints to be selected by the designer. Such maximum output power 
is reached for x=l and it can be estimated by the following relationship: 

out,DPA(x = l) = out,Main(x = \) + out,Aux(x = l) = T ' V DD ~ * k) ' *l,Main(x=l) V ' 

which can be used to derive the maximum value of fundamental current of Main amplifier 
(h,Main(x=i)), once its drain bias voltage (Vdd) and the device knee voltage (Vk) are selected. 
Knowing the maximum current at fundamental, it is possible to compute the values of Ri by 
(16) (16) and the required characteristic impedance of the output X/4 TL (Zo) by using: 

Z = (FflP " Ft) (21) 

\,Main{x = \) 

which is derived assuming that the output voltage (Vl) reaches the value VvD-Vk for x=l. 
Clearly the maximum value h,Main(x=i) depends on the Main device maximum allowable 
output current Imux and its selected bias point. 
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Referring to Fig. 9, where it is reported for clearness a simplified current waveform, 
assuming a generic Class AB bias condition, the bias condition can be easily identified 
defining the following parameter 

e _ _ DC, Main (22") 



being JocMam the quiescent (i.e. bias) current of the Main device. 

Consequently, ^=0.5 and ^=0 refer to a Class A and Class B bias conditions respectively, 

while 0<^<0.5 identifies Class AB bias condition. 
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Fig. 9. Current waveform in time domain of the Main amplifier. 



The current waveform of Fig. 9 can be analytically described by the following expression: 

/ 



l D,Main * DC , Main 



Max, Main / /i \ 

x t—„ — - • cos [0 ) 



1-cos 



m 



(23) 



whose fundamental component can be written as following: 



AB -sin(0 AB ) 



l,Main(x=l) 



In 



1 -cos 



(24) 



being Oab the current conduction angle (CCA) of the Main output current, achieved for x=l. 
The bias point ^ and the CCA Oab can be easily related by the following relationship: 



: 2k - 2arccos 



(25) 
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Manipulating (24), the value of iMaxMain, required to reach the desired maximum power, can 

be estimated, once the bias point <J of the Main amplifier has been selected (the last 

parameter should be fixed by the designer). 

As made with Main amplifier, the value of the Auxiliary maximum current can be obtained 

by using the equation of the first order coefficient of the Furier series, since the value of 

h,Aux,(x=i) should fulfill (18). 

Consequently, it follows: 



* Max,Aux "c 



-sin(# c ) 



\Aux(x=l) ■ 



In 



1 -cos 



(26) 



being 6c the CCA of the Auxiliary device output current for x=l. 

Referring to Fig 10, where it is reported the current waveform of the Auxiliary amplifier, 
assuming a virtual negative bias point, the Auxiliary device current can be written similarly 
to (23), thus: 

W = I DC , AUX + x • lM y. , • cos(£) (27) 

l-cos(f) 

Moreover, for a proper behavior of the Auxiliary amplifier, the peak of the current has to 
reach zero for x=Xbreah as highlighted in FiglO. Consequently the following condition has to 
be taken into account. 

/,; ' _/ (28) 



(e c 

1-cos — - 
I 2 




Fig. 10. Current waveform in time domain of the Auxiliary amplifier for x=Xbreak and x=l. 
Substituting (28) in (27), it is possible to refer the value of 6c directly to Xbreak- 

6 C =2-arccos(x, 7 . efl/t ) (29) 
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Now, from (15) and replacing the respective Fourier expressions, it follows: 

JW • K,»(„^ ) - sin (^-(x«w ))] = «' K ~ *i*( AB )) ( 3 °) 



where from 



(23) it can be inferred: 



0, , . , , = 2;r-2arccos 

Main(x = x hreak ) 



■o-o. 



(31) 



The value of Xbreak has to be numerically obtained solving (30), having fixed the 

OBO (i.e. a) and the Main device bias point (i.e. 4). 

Once the value of ImuxAux is obtained, the one of Idqaux is immediately estimable 
manipulating (28): 

Xbreak (32) 



At this point, an interesting consideration can be done about the ratio between the 
maximum currents required by the devices. Fig. 11 reports this ratio as function of OBO and 
£ As it is possible to note, the dependence on % can be practically neglected, while the one 
by the OBO is very high. Moreover, the same amount of maximum current is required from 
both devices in case of nearly 5dB as OBO, while an higher current has to be provided by 
the Auxiliary device for greater OBO. 

From the designer point of view, the maximum currents ratio can be used as an useful 
information to choice the proper device periphery. In fact, supposing for the used 
technology a linear relationship between maximum current and drain periphery, Fig. 11 
gives the possibility to directly derive the drain periphery of the Auxiliary device, once the 
Main one has been selected in order to respect the maximum output power constraint. 




— □— ^ = (Class B) 
-o— $ = 0.1 
-a- ^ = 0.2 

—0—^ = 0.3 



Fig. 11. Ratio between Auxiliary and Main maximum currents as function of OBO and £ 
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3.1. Power splitter dimensioning 

In this subsection the dimensioning of the input power splitter is discussed, highlighting its 
critical role in the DP A architecture. 

Following the simplified analysis based on an active device with constant transconductance 
(g m ), the amplitude of the gate voltage for x=l, for Main and Auxiliary devices respectively, 
can be written as 

y _ * Max, Main ~ * DC, Main _ * Max, Main ' \} ~ h ) ZOO\ 

gs,Main(x = \) V ' 

& m,Aux o m,Main 

_ * Mnr Aur ~ * DC Aur * Max Aur 1 

¥ gs,Aux(x = \) ' 



T/ _ 2 Max,Aux 1 DC,Aux _ 1 Max,Aux l ( r XA\ 

y ? s .Aux(x=i) ~ ; V*) 



Using the previous equations, it is possible to derive the powers at the input of the devices 
by using the following relationships: 

= J_ \ V gs,Main(x = \)) _ j_ _ \I M ax,Main V ~ jO) (35} 

in Main (x = \) ^ n ^t /\2 ^ ' 

2 R inUain 2 R hiMmn \g mMmn ) 

p = J_ \ V 8!,A-*(*-l)) = 1 (^M-) (36) 

where Ri n ,Main and Ri n ,Aux are the input resistances respectively of Main and Auxiliary 

devices. 

Therefore, it is possible to compute the power splitting factor, i.e. the amount of power 

delivered to the Auxiliary device with respect to the total input power, by using: 

a = ._ ^=fc2 = _ 1 -, (37) 



Max, Main 1 <? 

I 1 - X 

\^ Max,Aux break £>m,Main J 



i,Main(x=l) ' ± in,Aux(x=\) 



n 

in,Aux -« 

n 

in, Main 



and consequently for the Main device: 

Am*„=1-A^ (38) 

In Fig. 12 is reported the computed values for Aaux, as function of OBO and % parameters, 

assuming for both devices the same values for g m and Rj n . 

Fig. 12 highlights that large amount of input power has to be sent to the Auxiliary device, 

requiring an uneven power splitting. For example, considering a DPA with 6dB as OBO and 

a Class B bias condition (i.e <J=0) for the Main amplifier, 87% of input power has to be 

provided to Auxiliary device, while only the remaining 13% is used to drive the Main 

amplifier. This aspect dramatically affects in a detrimental way the overall gain of the DPA, 

which becomes 5-6 dB lower if compared to the gain achievable by using a single amplifier 

only. 

Nevertheless, it has to remark that this largely unbalanced splitting factor has been inferred 

assuming a constant transconductance (g m ) for both devices. Such approximation is 
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sufficiently accurate in the saturation region (x=2), while becomes unsatisfactory for low 
power operation. In this case, the actual transconductance behavior can be very different 
depending on the technology and bias point of the selected active device. In general, it is 
possible to state that the transconductance value of actual devices, in low power region, is 
lower than the average one, when the chosen bias point is close to the Class B. Thus, if the 
bias point of Main amplifier t; is selected roughly lower than 0.2, the predicted gain in low 
power region is higher than the experimentally resulting one, being the former affected by 
the higher value assumed for the transconductance in the theoretical analysis. 



1,00 




Fig. 12. Aaux behavior as a function of OBO and f, assuming for both devices the same 
values for g m and Ri n . 

From a practical point of view, if the theoretical splitting factor is assumed in actual design, 
usually the Auxiliary amplifier turns on before the Main amplifier reaches its saturation (i.e. 
its maximum of efficiency). Consequently a reduction of the unbalancing in the power 
splitter is usually required in actual DPA design with respect to the theoretical value, in 
order to compensate the non constant transconductance behavior and, thus, to switch on the 
Auxiliary amplifier at the proper dynamic point. 



3.2. Performance behavior 

Once the DPA design parameters have been dimensioned, closed form equations for the 
estimation of the achievable performances can be obtained. Since the approach is based on 
the electronic basic laws, it will be here neglected, in order to avoid that this chapter dull 
reading and to focus the attention on the analysis of the performance behavior in terms of 
output power, gain, efficiency and AM/ AM distortion. The complete relationships can be 
found in (Colantonio et al., 2009 - a). 

The theoretical performance of a DPA designed to fulfill 7dB of OBO and 6W as maximum 
output power, are shown in Fig. 12. Moreover, the same physical parameters have been 
assumed for both Main and and Auxiliary devices: Vk=0V, g m =0.22S and Ri n =50Q. Finally the 
drain bias voltage and the Main amplifier quiescent point have been fixed to Vdd=10V and 
%=0.l respectively. 
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Fig. 12. Theoretical performances of a DPA with 7dB OBO and 6W as maximum output 
power. 

As it appears looking at Fig. 13, the efficiency value at the saturation is higher than the one 
at the break point. The latter, in fact, is the one of the Main device, which is a Class AB 
amplifier. The efficiency at the saturation, instead, is increased by the one of the Auxiliary 
device, which has a Class C bias point, with a consequent greater efficiency value. 
It is possible to note as the gain behaves linearly until 13dBm of input power, while becomes 
a monotonic decreasing function up to about 23.5dBm. Along this dynamic region, the Main 
amplifier only is working and the variation of the gain behavior is due to the pinch-off 
limitation in the output current. 

In particular, until 13dBm, the Main device operates as a Class A amplifier, since its DLL did 
not reach yet the pinch-off physical limitation. Then, the Main device becomes a Class AB 
amplifier, coming up to the near Class B increasing the input power, with a consequent 
decreasing of the gain. However this evident effect of class (and gain) changing is due to the 
assumption of a constant transconductance model for the active device. In actual devices, in 
fact, the value of the transconductance is lower than the average one, when the selected bias 
point is close to the Class B, as it has been discussed in section 3.1. Consequently, in practical 
DPA design, the gain, for small input power levels, is lower than the theoretical one 
estimated by the average g m value, thus reducing the effect highlighted in Fig. 12. 
In the Doherty region, from 23.5dBm up to 32dBm of input power, the gain changes its 
behavior again. The latter change is due to the combination of the gain decreasing of the 
Main amplifier, whose output resistance is diminishing, and the gain increasing of the 
Auxiliary amplifier, which passes from the switched off condition to the proper operative 
Class C. 

The non constant gain behavior is further highlighted in Fig. 12 by the difference between 
the resulting OBO and input back-off (IBO), resulting in an AM/ AM distortion in the overall 
DPA. In order to deeply analyze this effect, Fig. 13 reports the difference between OBO and 
IBO for several values of £. 
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OBO [dB] 

Fig. 13. Theoretical difference between OBO and IBO for several values of £ 

In order to proper select the Main device bias point % to reduce AM/ AM distortion, it is 
useful to introduce another parameter, the Linear Factor (LF), defined as: 



LF - 



1 - x h , 



j [Pouudpa{x)-{x 2 -P 0Ut , Dmx=l) )\dx 



(39) 



The Linear Factor represents the variation in the Doherty region of the DPA output power, 
with respect to a linear PA having the same maximum output power and represented in 
(39) (39) by x 2 -P 0U t,DPA(x=i)- Thus LF gives the simplified estimation of the average AM/ AM 
distortion in the Doherty region. 

Consequently, the optimum bias condition should be assumed to assure LF=0. Obviously 
this condition, if it exists, can be obtained only for one <J, once the OBO has been selected. 




-16 -14 -12 -10 -8 -6 

OBO [dB] 



Fig. 14. Values of E, assuring LF=0, as function of the OBO. 
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Fig. 14 shows the values of f, which theoretically assures LF=0, as function of the selected 
OBO. This design chart provides a guideline to select the proper bias point of the Main 
amplifier (4), having fixed the desired OBO of the DP A. 

In order to further clarify the DPA behavior, Fig. 15 shows the fundamental drain currents 
and voltages for both Main and Auxiliary devices. These behaviors can be used in the design 
flow to verify if the DPA operates in a proper way. In particular, the attention has to be 
focused on the Main voltage, which has to reach, at the break point (xbreak), the maximum 
achievable amplitude (10V in this example) in order to maximize the efficiency. Moreover 
the Auxiliary current can be used to verify that the device is turned on in the proper 
dynamic instant. Finally, the designer has to pay attention if the Auxiliary current reaches 
the expected value at the saturation (x=2), in order to perform the desired modulation of the 
Main resistance. This aspect can be evaluated also observing the behavior of Main and 
Auxiliary resistances, as reported in Fig. 17. 




0,1 0,2 0,3 0,4 0,5 0,6 0,7 0,8 0,9 1,0 



Fig. 15. Fundamental current and voltage components of Main and Auxiliary amplifiers, as 
function of the dynamic variable x. 
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Fig. 17. Drain resistance at fundamental frequency of Main and Auxiliary amplifiers, as 
function of the dynamic variable x. 
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4. Advanced DPA Design 

In the previous paragraphs the classical Doherty scheme based on Tuned Load 
configuration for both Main and Auxiliary amplifiers has been analyzed. Obviously, other 
solutions are available, still based on the load modulation principle, but developed with the 
aim to further improve the features of the DPA, by using additional some free design 
parameters. 

4.1. DPA Design by using different bias voltage 

For instance, the adoption of different drain bias voltage for the two amplifiers (Main and 
Auxiliary) could be useful to increase the gain of the overall DPA. In fact, in the DPA 
topology the voltage at the output common node, Vi in Fig. 5, at saturation is imposed by 
the Auxiliary drain bias voltage (Vdd,aux) in order to fulfill the condition Vl = Vdd,Aux- V^aux- 
Thus, assuming a different bias, i.e. VoDMcdn and Vdd,aux for the Main and Auxiliary devices 
respectively, and defining the parameter 

(40) 



then the design relationships previously inferred have to be tailored accounting for such 

different supplying voltages. 

Therefore, the DPA elements Rl and Zo becomes: 

K=~^W eak ) (41) 

where 

1 -cos 



V -V 

Z = DD - Am . k (42) 



D / \ _ O DD,Main * k Main ^ \ 2 J (A'W 

K Main \ X break ) ~ Z " ^ . (n \ \*°) 

Moreover, the Auxiliary and Main devices maximum output currents are now related 
through the following relationship: 

1-a l ~ C0S {~Y) ^-sm(^ g ) 



a 6 c -sm(6 c ) x _ co ^°ab 



(44) 



Which, clearly, highlights that a suitable selection of the Auxiliary device supply voltage, i.e. 
P<1, could imply a lower maximum output current required from the Auxiliary device. 
Conversely, the saturated output power of the Doherty (for x=l) is still related to both the 
Main device supply voltage and its maximum output current, i.e.: 
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lt,DPA(x = \) rs 



1) ~\ V DD,Main V k)' ' r out,. 



= —P (45) 

_..., Main, Max 2 out, Main, break V / 

a a a 



Thus being not affected by the different drain supply voltage adopted for the Auxiliary 
device. 



4.2. DPA Design by using Harmonic Tuning strategies 

To further improve the overall efficiency in a Doherty configuration, high efficiency design 
strategies can be adopted in the synthesis of both Main and Auxiliary amplifiers. For this 
purpose, harmonic tuning strategies have been proposed (Colantonio et al., 2002). 
However, due to the Class C bias condition for the Auxiliary device, thus implying a wrong 
phase relationships between current (and voltage) harmonic components, the optimum 
solution for such amplifier is the classical Tuned Load one. 

Conversely, for the Main amplifier, which is normally operating in a Class AB bias, the 
efficiency can be improved by using for instance Class F strategy (Raab, 2001). Such design 
strategy implies that the second harmonic current component I2 should be short circuited, 
while the fundamental (h) and the third one (I3) should be terminated on impedance Ri and 
R3, respectively, to obtain a proper voltage harmonic component ratio (Colantonio et al., 
2002): 

k =^ = ^d± 

3 K FL-L 



: 0.167 



(46) 



Thus, in a Class F Doherty amplifier (i.e. with Main amplifier in Class F configuration), the 
proper output harmonic loading conditions have to be fulfilled across the Main device, 
accounting for the load modulation effect in the medium power region. 

In particular, it is possible to compute the theoretical load modulation required for the third 
harmonic, in order to fulfill (46) accounting for the modulation of Ri. In Fig. 16 is reported 
the ratio between the values required for R 3 at the end of the low power region (x=Xbreak) and 
at the end of the Medium (or Doherty) power region, i.e. at saturation (x=2), as a function of 
the Main device bias point (<J) and the selected OBO. 




0,20 



Fig. 16. R3 f ratio as function of ^ for different OBO (a) values. 
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As it can be noted, the R3, ra tio (i.e. the degree of modulation required for the third harmonic 

loading condition) increases with the bias point (£) and OBO values (a). 

Nevertheless, the modulation of R3 through the output A,/ 4 line and the Auxiliary current, 

critically complicate the design and can be usually neglected if the Main device bias point is 

chosen nearly Class B condition, i.e. ^<0.1, being R3 /ra # «l. 

Under such assumption, it is possible to compute the Class F DPA design parameter as 

compared to the Tuned Load case. 

It can be inferred, referring to Fig. 3, that the output load Rl and the characteristic 

impedance of the output X/ 4 TL become 



1.15 



7 -7 



(47) 



being Rl given equivalently by (16) or (17) and Zo by (21). 

Finally, regarding the power splitter dimensioning, it is required a different power splitting 

ratio, resulting in: 

a w = ^f^f > Ka " Km °- f = 1 " Aa "- f < Aab (48) 

The expected behavior of the output current and voltage fundamental components for the 
Main and the Auxiliary devices are reported in Fig. 19, assuming ^=0.082 and OBO=6dB 
(i.e. a=0.5). 

Similarly, in Fig. 17 are reported the comparisons in terms of output power and efficiency of 
Class F DPA with respect to Tuned Load DPA, normalized as functions of the input signal x. 
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Fig. 19. Theoretical behavior of drain current and voltage fundamental components for Main 
and Auxiliary devices, assuming Class F or Tuned Load design strategies for Main 
amplifier. 
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Fig. 17. Expected drain efficiency and output power behaviors for Class F and Tuned Load 
Doherty amplifiers. 

4.3. Multi-way Doherty amplifiers 

In order to reduce the Auxiliary device size, while still providing the required current for 
the load modulation, a different solution is based on the so called Multi-Way Doherty 
configuration, usually referred as N-Way Doherty amplifier also (Yang et al., 2003 - Kim et 
al., 2006 - Cho et al., 2007). It is realized by paralleling one Main amplifier and N-l Auxiliary 
amplifiers, aimed to acquire an N-l times larger-sized Auxiliary amplifier, as schematically 
shown in Fig. 18. 
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Fig. 18. Schematic diagram of the N-way Doherty amplifier. 
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With the proposed device combination, it becomes possible to implement larger OBO using 
smaller devices, resulting in the theoretical efficiency performance shown in Fig. 19. 




-20 -15 -10 -5 

Output Back-Off [dBm] 

Fig. 19. Theoretical efficiency of the N-Way Doherty amplifier. 

4.4. Multi-Stage Doherty amplifiers 

The Multi-Stage Doherty amplifier is conceptually different from the Multi-Way 
configuration, since it is based on a subsequent turning on condition of several Auxiliary 
devices, with the aim to assure a multiple Doherty region in a cascade configuration, 
overcoming the reduction of the average value due to the increased drop-down 
phenomenon in efficiency, especially when larger OBO are required (Neo et al., 2007 - Pelk 
et al, 2008 - Srirattana et al, 2005). 
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Fig. 20. Theoretical diagram of a Multi-Stage Doherty amplifier. 



For this purpose, referring to the theoretical diagram shown in Fig. 23, amplifiers Mi and Ai 
have to be designed to act as Main and Auxiliary amplifiers in a standard Doherty 
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configuration. Then, when both amplifiers are approaching their saturation, amplifier A2 is 
turned on operating as another Auxiliary amplifier, thus modulating the load seen by the 
previous M1-A1 pair, that must be considered, from now onward, as a single amplifier. Such 
concept is then iterated inserting N Auxiliary amplifiers, each introducing a new break- 
point, resulting in a theoretical efficiency behavior as depicted in Fig. 21. 
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Fig. 21. Theoretical behavior of the efficiency for a Multi-Stage Doherty amplifier. 



From the design issues, it is easy to note that the most critical one resides in the practical 
implementation of the output power combining network, required to properly exploit the 
load modulation concept for all the cascaded stages. 

A proposed solution is reported in (Neo et al., 2007 - Pelk et al., 2008), based on the scheme 
depicted in Fig. 22, where the relationships to design the output X/4 transmission lines 
adopted are given by 

1 



s *x n 



(49) 



n< 



10 



where i=l,2,...N, k=l (for odd i) or k=2 (for even i), N is the total number of Auxiliary 
amplifiers, OBOi is the back-off level from the maximum output power of the system at 
which the efficiency will peak (i.e. the turning on condition of the Auxiliary Ai). 
The Rl value is determined by the optimum loading condition of the last Auxiliary stage, 
according to the following relationship: 



^=(1-^)-^ 



(50) 
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Fig. 22. Proposed schematic diagram for a multi-stage Doherty amplifier. 

However, some practical drawbacks arise from the scheme depicted in Fig. 22. In fact, the 
Auxiliary device Ai is turned on to increase the load at Di node and consequently, due to 
the X/ 4 line impedance Zo,i, to properly decrease the load seen by Mi. However, when A2 is 
turned on, its output current contributes to increase the load impedance seen at D2 node. 
Such increase, while it is reflected in a suitable decreasing load condition for Ai (at Di node), 
it also results in an unwanted increased load condition for Mi, still due to the A,/ 4 line 
transformer. As a consequence, such device results to be overdriven, therefore saturating the 
overall amplifier and introducing a strong non linearity phenomenon in such device. To 
overcome such a drawback, it is mandatory to change the operating conditions, by turning 
on, for instance, the corresponding Auxiliary device before the Main device Mi has reached 
its maximum efficiency, or similarly, changing the input signal amplitudes to each device 
(Pelketal.,2008). 

Different solutions could be adopted for the output power combiner in order to properly 
exploit the Doherty idea and perform the correct load modulation, and a optimized solution 
has been identified as the one in (Colantonio et al., 2009 - a). 
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1. Introduction 

Future communications systems will have to integrate multiple radio technologies in order 
to support a large number of wireless standards (cellular technology, WMAN, WLAN and 
WPAN). The concept of Software-Defined Radio (SDR) in which a common hardware plat- 
form is used to cover any communication channel in a wide frequency spectrum with any 
modulation and bandwidth, supports this trend (Mitola, 1995; Hay kin, 2005). In light of the 
functional flexibility and platform programmability requirements, one of the major challenges 
of SDR clearly resides in energy consumption. Besides the energy constraints, spectrum is 
becoming also a major resource bottleneck because of the steady increase in the number of 
wireless users and applications. The accelerated deployment of broadband personal commu- 
nication and the continuously increasing demand for higher data rates will crow the limited 
and precious frequency spectrum. 

The power amplifier (PA) is one of the basic building blocks that imposes both spectral and 
power constraints while designing SDR transmitters, mainly due to its nonlinear character- 
istics. In fact, SDR systems should operate with third-generation (3G) air interface stan- 
dards, where non constant envelope modulation formats (e.g, M-QAM, OFDM) are required 
as part of their functionalities. These signals are particularly vulnerable to nonlinearity and, 
in this case, the PA must be backed off from its normal operating point, as a simple solu- 
tion to avoid nonlinear spectral distortion. Efficiency of this system is likely to be poor and 
size and cost may well be greater than would otherwise be required to deliver the same out- 
put power. Therefore, linearization and efficiency enhancement techniques (Kenington, 2000; 
Cripps, 2006) prove essential in the realization of efficient and cost-effective PAs and /or trans- 
mitters (Kenington, 2002). Such techniques, and particularly those that are digital input in 
nature, are a key enabling technology without which SDR cannot succeed. 

This chapter makes the following two contributions. First, it provides new elements for mod- 
eling nonlinear distortion of RF PAs by reconsidering power series analysis. This analysis 
has been traditionally used as an intuitive introduction to understand and quantify nonlinear 
phenomena. However, in order to have a tractable analysis, it would be necessary to ignore 
higher order terms, which affects modeling accuracy. Our approach allows us to extend this 
analysis to an arbitrary high order in some particular cases. More interestingly, it allows to 
take advantage from the static power measurements and /or the parameters found in a PA's 
data sheet to identify the coefficients of a relatively high order RF polynomial model. Sec- 
ond, we experimentally evaluate one of the most promising linearization techniques for SDR 
transmitters, the adaptive digital baseband predistortion technique. A measurement testbed 
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which is designed to be fully automatic has been used. This testbed is configured so that the 
computer plays virtually the role of the digital predistorter in the transmission chain. 

The chapter is organized as follows. Section 2 discusses nonlinear distortion. In section 3, 
we present advanced analytical development validated by simulations in Matlab. Section 4 
describes the measurements test bench and experimentally evaluates the performance of the 
adaptive digital baseband predistortion technique. Section 5 concludes and discusses some 
perspectives. 

2. Nonlinear Distortion 

In order to analyze a given system, it is relevant to represent it by a mathematical model. 
A linear system (Fig. 1) may be described either by its impulse response g(t) or by its fre- 
quency response G(f), which is the Fourier transform of g(t). The output signal y(t) is 
related to the input signal x(t) and the impulse response g(t) by the convolution integral, 
y(t) = f_™ x(r)g{t — r)dr. Equivalently, the output of the system, expressed in the frequency 
domain is, Y(f) = X(/)G(/). Thus, a linear system modifies the spectral components of its 
input signal according to the special form of its frequency response G (/) . Modifications on the 
amplitude spectrum of the input signal results from a simple product ( | Y (/) | = | X (/) 1 1 G (/) | ), 
and those on the phase spectrum from a simple addition (ZY(f) = ZX(/) + ZG(f)). In order 
to preserve the particular form of the information-bearing signal, the output signal y(t) could 
differ from the input signal only by a constant factor a and a constant delay T,y(t) = ax(t — r) . 
Every linear system whose amplitude response is not constant or whose phase response is not 
linear, may incur distortion to the input signal. This is what we call linear amplitude and 
linear phase distortion respectively. 

Time domaine 

j 



x(t) 



Linear 
system 



y[t) = X(t) *g(t) 



Y(f) = X(/)G(/) 



X(/) 

I G(/J j 

Frequency domain 

Fig. 1. Linear system 

In nonlinear (NL) systems, however, a different type of distortion is encountered, which is 
not a simple modification of the spectral content of the input signal. Output signals are en- 
riched with new spectral components that may be totally absent from the input signal, and 
they are often interpreted as an additional source of distortion (they could be exploited in 
some circumstances). Here, it is worthy to note that the linearity assumption on which relies 
the analysis of complex electronic systems is only an approximation. In reality, all circuits 
present some non linear effects due to design imperfections. Thus, in order to understand real 
phenomena encountered in electronic systems, the analysis of nonlinearity and its effects is 
crucial. This will be the subject of the next section. 

3. Power Series Analysis 

Nonlinear distortions in the transmitter are typically introduced by RF Power Amplifiers 
(PAs). The nonlinear behavior of this device may seriously change the properties of the trans- 
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mitted signals. One important and, perhaps, the simplest way for understanding and quan- 
tifying nonlinear effects of PAs, is to describe their behavior via a power series under special 
types of excitation signals. In this case, the power amplifier is implicitly considered as a mem- 
oryless "weakly" NL system which causes only amplitude distortion (Bosch & Gatti, 1989). In 
fact, when the system introduces phase distortion, it certainly possesses a certain amount of 
memory which cannot be taken into account by power series. Thus, we confine first our at- 
tention to nonlinear amplitude distortion. Nonlinear phase distortion will be discussed later 
in this chapter, through an appropriate baseband modeling of the PA. 

Under the memoryless assumption, the RF output signal, denoted y a (t) (where the subscript 
a stands for amplitude distortion), is related to the RF input signal, x(t), by the following 
polynomial model: 

fc=i 

where the coefficients % are real constants that can be determined experimentally, and K a is 
the polynomial (nonlinearity) order. 

While traditional analysis is established in time-domain, which limits the development to 
lower order degrees for mathematical tractability, we propose here a novel development in 
the frequency domain, and give closed form expressions of the output spectrum. Such a de- 
velopment allows us to quantify the effect of an arbitrary high order nonlinearity on special 
types of test signals. Moreover, it allows to take advantage from the static power measure- 
ments and /or the parameters found in the PA's data sheet to identify the coefficients a^ of a 
relatively high order RF polynomial model. The equivalent frequency-domain expression for 
equation (1) is 

W = E«*LI X (/)- P) 

jt=i * 

where U* X(f) = X(f) * X(f) * ... * X(f) is the k-conv of X(f), i.e. fc-times the convolution 
product of X(f). 

According to the equation above, we can see that the spectrum of the output signal Y a (f) 
contains one term proportional to the spectrum of the input signal X(f), and a set of new 
terms each of which is proportional to a k-conv of X(/), k = 2,3, . . . ,K a . Thus, one of the 
most obvious properties of a NL system is its generation of new frequencies absent from the 
input signal. If the spectrum of the input signal contains one or more frequency components, 
or it covers a limited bandwidth, the convolution products in (2) will multiply the number of 
frequency components in the first case, and spread the signal bandwidth in the second one. 
The formulation (2) will be analyzed and detailed in the case of special types of excitation 
signals: one- and two-tone signals. 

We precise that, for illustration purposes, the coefficients % in (2) have been determined using 
the parameters found in the data sheet of a High power amplifier (HPA) from Mini-Circuit, 
the ZHL-100W-52 - (US patent 7,348,854). A 9 th order polynomial model, with odd degree 
terms only, has been identified and used in all the simulations presented below. The model 
identification method will be explained later in this section. 

3.1 One-Tone Signal 

One simple test to describe the behavior of the PA is the one-tone test. It consists of gen- 
erating a one-tone signal at the input and sweeping the power over a finite range. Analyz- 



136 Advanced Microwave Circuits and Systems 

ing the spectral distortion of the output signal gives some important information which al- 
low to quantify the degree of nonlinear ity of the PA. Let us consider a one-tone input signal, 
x(t) = A cos(2tt/oO- The Fourier transform of x(t), denoted X^ (/), is 

X/ (/) = yW-/o) +<*(/ + /o)). (3) 

Given the distributive property of the convolution with respect to addition, the n-conv (i.e. 
II* (■)) of Xf may be written as 

II X fo(f) = ( y)" E ( ") Hf+(n~ O/o - ifo) ■ (4) 

Hence, using Eq. (4), and substituting (3) in (2), the output spectrum of the PA may be written 
in the form 

*■«(/) =£«*(£) g(f)*(/+(*-20/o)- (5) 

We can notice the generation of a remarkable number of new components at frequencies (k — 
2z)/o in Eq. 5. Each successive term generates more new frequencies than the previous one. 
Besides, odd (even) degree terms generate only odd- (even-) order frequency components 
since the parity of k — 2z is equal to the parity of k. For instance, the term corresponding to 
k = 3 generates 4 frequencies at (±3/rj, ±/o)/ while the term corresponding to k = 2 generates 
3 frequencies at (±2/rj, 0). Such new frequency components, which appear at a multiple of the 
original frequency /q, are called the harmonics. 

3.1.1 AM/AM Characteristic 

In one-tone tests, the amplitude nonlinearity which is the nonlinear relationship between the 
input power and the output power, could be quantified by a characteristic curve, called the 
AM- AM (Amplitude Modulation) characteristic. It is also called the AM- AM conversion, since 
it is the conversion introduced by the PA between the amplitude modulation present on the 
input signal, and the modified amplitude modulation present on the output signal. 
In practice, this curve is obtained by measuring the output power at the fundamental fre- 
quency /o for different values of the average input power. Theoretically, the average power 
of the signal is proportional to the sum of the squares of its spectral components (Parseval's 
identity). Thus, given the symmetry of the spectrum around the origin / = 0, the average 
power of the one-tone signal, measured in dBm, is equal to 

2|x /o (+/ )| 2 

C g = ioiog 10 ! R10 _ 3 ! (6) 

where R is the resistance for terminal circuits and measurement instruments interface. It is of 
common use in telecommunications to choose a reference power of lmW (the factor 10~ 3 in 
(6)) 1 . For the output signal, every odd-order term in Eq. (5) generates one spectral component 



1 dBm is an abbreviation for the power ratio in decibel (dB) of the measured power referenced to one 
milliwatt (mW). 
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Fig. 2. Gain flatness of the ZHL-100W-52 in its operation bandwidth (data sheet, US patent 

7,348,854) 



at /o- Once again, given the symmetry around the origin / = 0, the power P°r Ut of the output 



signal at the frequency fo, is given by 



P° f f = 101o gl 



2|V«(+/o) 



' 10 RIO- 3 
where Ya(+fo) is the amplitude of the sum of all the components at +/o in Eq. (5) 



k=\ 



A^- 1 (2k -1 
[ 2 ( k 



(7) 



(8) 



Substituting Y a (-\-fo) in Eq. (7) by its value in Eq. (8), the former can be expressed in function 
of the average input power or the input power PV 1 at fo 



7» 



p To+ G + Gc fo 



where 



and S = EJtL 



10 log 



iov fl i 



Gc fo = 10 log 10 (l + S) 2 , 



(9) 

(10) 
(11) 



»2k-i nk 
*=2 fll ^2k- 



i(-A/2) 



2(k-l)_ 

jout 



For low input power values, the Gcf factor (11) is 



negligible, and the output power P°r ut at fo is a linear function of the input power. In this 
range of power, the PA is considered to be linear. The factor G is the gain of the amplifier 
expressed in dB. This gain, which does not depend on the input power, varies often in function 
of frequency in the operating bandwidth of the PA. For instance, the typical gain of the ZHL- 
100W-52 is equal to 50dB (±1.2, typical variation) and figure 2, extracted from its data sheet, 
shows the gain variation in its operating bandwidth (50 — 500 MHz). 

For higher input power levels, the summation S in (11) takes negative values between —1 and 
0, — 1 < S < 0. Consequently, the factor Gcf takes negative values incurring a gain decrease 
w.r.t the gain G in the linear region. Hence, the PA operates in a nonlinear mode and the 
notation Gcf is chosen to indicate the amount of gain compression in the nonlinear region. 
The amplifier reaches finally a region of saturation, where the output power does not increase 
anymore with the input power. 
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The AM- AM characteristic of the ZHL-100W-52, modeled by the 9^-order polynomial model, 
is presented in figure 3. As we can see the polynomial model is unable to model the saturation 
region. This is one of the limitations of polynomial models which are restricted to describe the 
behavior of weakly NL systems. Note that the fundamental frequency has been chosen in the 
operating bandwidth of the PA, f$ = 250 MHz. But since the polynomial model does not take 
into account memory effects, the choice of the fundamental frequency does not change the 
model behavior. In order to study NL systems with memory effects, more complicated models 
are required, such as the Volterra series and neural networks (Schetzen, 2006; Morgan et al., 
2006; Ibnkahla, 2000; Liu et al, 2004; Wood et al, 2004; Isaksson et al., 2005). 

3.1.2 Compression and Interception Points 

For an ideal PA, Gcf Q in (9) is equal to zero (Fig. 3) on the whole operating power range. In 
order to quantify the gain compression phenomenon, the deviation of the AM /AM charac- 
teristic of the real PA from the ideal one is determined for different values of the input power 
(or output power) in the nonlinear operating region. The compression points at 1 and 3 dB are 
often determined and indicated in the data sheet of PAs. For instance, 1 and 3 dB compression 
points of our case study PA, the ZHL-100W-52, are specified in its data sheet by typical output 
power values of 47 and 48 respectively, as shown in Fig. 3. 




AM/AM 

— Ideal charac. 
o 1 dB Comp. 
v 3dBComp. 



P™ (dBm) 



Fig. 3. AM /AM characteristic - ZHL-100W-52 modeled by a 9th degree polynomial model, 
with odd-order terms only 

Now, let us consider the output power at the harmonic frequencies, nfo (n > 1). As mentioned 
before, even degree terms in (5) generate the even order harmonics, while odd order terms 
generate the odd order harmonics. Similarly to the development done in subsection 3.1.1, we 
can determine the amplitude of the the sum of all spectral components generated by all the 
terms of the power series at any harmonic frequency nfo. The value of Y a (f) (5) for positive 
even order harmonics -\-2mfo, m = 1, 2, . . ., can be written as 



Y a (+2mf ) 



K 

D a 2k 

k=m 



2/c 



Ik 

k — m 



(12) 
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and for odd order harmonics, Y a (+(2m — l)/o) can be written as 

Y fl (+(2m - 1)/ ) = £ a 2k _ 1 (£) (f~^ . (13) 

Then, to illustrate, the output power at any odd-order harmonic frequency (2m — 1)/q (m = 
1, 2, . . .) can be written in a form similar to (9) 



{Im-lWf + G^ + Gcu^ (14) 



where 
and 



L (2m-l)/o - V"" - A ;'/c 



G, 2m _ a = 101og 10 (.L-i) - 32(m - 1) (15) 

x2 



cg^^ioiog^a+sr. (i6) 

and S = EiLm+i ^^Tk-i (A/2) 2ik ~ m \ Note that, in the particular case where m = 1, Eq. 
(14) is equivalent to Eq. (9). And as for Eq. (9), the factor Gc^^ is negligible for low in- 
put power levels. In this region, the output power P?" t .w is a linear function of the input 

)l r n . Furthermore, according to (14), we observe that mc uuipui pwa ± - ,~ 

)0U 

/o 



power PI". Furthermore, according to (14), we observe that the output power P??* -Df * n ~ 
creases 2m — 1 times more rapidly than the output power P°r ut at the fundamental frequency 
in function of the input power Pi n . At first glance, one could expect a point for which the fun- 
damental component and the (2m — l) th harmonic have the same output power, for a given 
input level. However, the gain compression phenomenon on the fundamental component (9) 
as well as on the harmonic (2m — 1)/q (14), occurs before reaching this point. This point is 
called the (2m — l) th interception point (Kenington, 2000), and is determined either at the input 
and, in this case, we will denote it by H^m-l' or at tne out P ut anc ^ ^ w ^ ^ e denoted IP^m-v 
In practice, this level can never be reached, because of the gain compression of the PA. Note 
that an equation equivalent to (14) can be determined for even order harmonics by repeating 
a similar development starting from Eq. (12). In almost all PA data sheets, only third order 
interception point is given. We will see below that another, more commonly used definition 
for the interception point can be determined from the two-tone test. 

3.2 Two-Tone Signal 

When the input signal is composed of more than one frequency component, that is a multi- 
tone signal, a new type of distortion will occur. In this case, a new set of spectral components 
will be generated, in addition to those generated by the nonlinearity on each component con- 
sidered separately. Such components are called the mixing products or more commonly inter- 
modulation products. Power series analysis helps in this case in understanding the nonlinear 
effects of PAs on pass-band communications signals used in real applications. One of the 
simplest multi-tone tests is the two-tone test, which consists of driving the PA by a two-tone 
excitation signal, the sum of two sinusoids 

x(t) = A 1 cos(2nfit + (pi) + A 2 cos(2n f 2 t + <p 2 ). (17) 

As in section 3.1, the analysis in this paragraph is established in the frequency domain. For 
simplicity, we assume that the two sinusoids are of equal amplitude {A\ = A 2 = A) and null 
phases (cp\ = cp 2 = 0). The Fourier transform of (17) may be written as 

X(f) = X fl (f) + X f2 (f) (18) 
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where Xf t (/) and Xf 2 (/) are the Fourier transforms of the first and second sinusoids in (17), 
respectively. Substituting (18) in (2), the Fourier transform of the output signal may be written 
as 

Uf) = E »* E (?) U X /.(/) *IJX/a(/)- d9) 

fc=l z=0 \ / * * 

In this summation, for i = and i = k (for all values of k) we obtain the responses of the PA 

for one-tone excitations at frequencies f\ and f 2 , respectively In order to compute the term 

Ul~ l Xf x (/) * IJl Xf 2 (/), the following relationship can be used 

II */>(/) *LI x / 2 (/) = (y J .E E [Tj (-"J <5(/+ ("i -2ii)/i + ("2 -2« 2 )/ 2 ) 

(20) 
where U* Xt.(f) = 5(f) and fti,ft2 £ N. Hence, equation (19) can be rewritten in the form 

w> - ^(/) + ^(/» +i |..^)*i;;gto)Cr)a 

<5(/ + (fc - i - li x )/i + (» - 2f 2 )/ 2 ) (21) 

where Yf x {f) (Yf 2 (f), respectively) is the Fourier transform of the output signal of the PA 
when excited by a one-tone signal at the frequency f\ {ji, respectively), that is components 
at fi, fit an( i their harmonics. However, the third term on the right hand side of Eq. (21) 
contains a new set of components in addition to those generated by one-tone excitation. These 
components are the Intermodulation Products (IMPs), and are located around f\, fa and their 
harmonics. To illustrate, Fig. 4 shows the output spectrum of the ZHL-100W-52 PA, modeled 
by an odd order power series, and excited by a two-tone signal. We observe that IMPs appear 
only around odd order harmonics. In fact, even order harmonics and IMPs around them do 
not appear because even order terms have been neglected in the adopted polynomial model. 
This choice does not affect our analysis because, in communication systems, we are generally 
concerned with IMPs around the fundamental frequencies, as they cannot be easily rejected by 
filters. Even order IMPs usually occur at frequencies well above or below the fundamentals, 
and thus are often of little concern. 

The two-tone signal is in fact constituted by two amplitude modulated quadrature carriers. 
Eq.(17) may be written in the form 

x(t) = {A 1 cos(2nf m t - cpi) + A 2 cos(2nf m t + cp 2 )} cos(2nf c t) 

- {A 1 sm(2nf m t - <p{) - A 2 sm(2nf m t + (p 2 )}sm(2nf c t) (22) 

where f m = \(f 2 — f\) (f 2 > f\) and the carrier frequency f c = \(f\ + f 2 )- In the particular 
case where A\ = A 2 = A and q>\ = <p 2 = 0, Equation (22) is written 

x(t) = 2A cos(2n f m t) cos(2nf c t). (23) 

The two-tone signal used is, hence, an amplitude modulated carrier. 

The components in (21), S(f + (k — i — 2i\ )f\ + (i — 2i 2 )f 2 ), can be expressed in function of f c 
and f m , S(f + (k — 2(z 1 + i 2 ))f c — (k — 21 — 2i\ + 2i 2 )f m ). So, as mentioned before, only odd- 
degree terms generate components in the vicinity of f c (i.e. the vicinity of f\ and f 2 ), since the 
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Fig. 4. Output spectrum of the ZHL-100W-52 PA, modeled by a 9^-order polynomial model 
with odd degree terms only, and excited by a two-tone signal (P^L = — 7dBm) 



condition k — 2{i\ + z'2) — ±1 must be verified. The set of components in the vicinity of +/c 
can be extracted from (21) to form the following equation 
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(24) 



Note that the components at frequencies fi = fc — fm and f 2 = f c + fm are included in (24). 
Similarly to the one tone test, we are interested here in analyzing the nonlinearity on all the 
components close to f c when sweeping the input power level on a finite range of power. In 
the following, we discuss the nonlinearity on the fundamental components and provide a new 
definition of interception points. 

3.2.1 AM/AM Characteristic 

In a two-tone test the AM /AM characteristic is often not determined, and no related param- 
eters are given in the data sheet of the power amplifier. However, it is often advantageous 
to determine the amount of nonlinearity on the two fundamental components w.r.t the non- 
linearity on the unique fundamental component in the one-tone test. Therefore, the AM /AM 
characteristic of the two-tone test will be determined by measuring the output power at the 
two fundamentals, f\ and fi, for different values of the average input power (i.e., the in- 
put power at the two fundamental components). Every term in (24), generates one or more 
frequency components at +/i and -h/2. To illustrate, let us take the sum of all frequency 
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Fig. 5. AM- AM characteristics: one- and two-tone excitation signals 
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(25) 

The output power, V°r U K , at the two frequencies f\ and fa, can be determined from (25), if we 
exploit the symmetry of the spectrum around the origin / = and the symmetry of IMPs 
close to f\ and fa around the carrier frequency f c 



P-=101og 10 i^±f 

/1//2 &1 U R10~ 3 

Similarly to (9), this power can be expressed in the form 



r>out 

l h,h 



p flf 2 + G + Gc A,h 



where 



(26) 

(27) 

(28) 

S = I*=2 ^fr ( /l / 2 ) 2( ^ 1) Ei-l C lfc" 1 C 2(fc- C l7- 1 and G is the § ain of the PA ( 10 )- The in P ut 

power at f\ and fii P} n r is equal to 10 log 10 I ' R10 -a I / which is equal to the average input 

power P' a "f,. For values of i equal to k in the summation of equation (28), we get the summation 
S of (11). Denoting it by Si, Eq.(28) can be expressed in the form 



G C/l , /2 = 101og 10 (l + S) 2 

-k-i 
-2(k- 



Gc fuf2 = W\og w (l + S 1 + S 2 ) 2 
where S 2 = tLi ^ (A/2) 2 ^ E^ 1 C^C^^C^. 



(29) 



According to Eq. (29), the gain compression on the two fundamental components of the two- 
tone signal is faster than the gain compression on the unique component of the one-tone sig- 
nal, as shown in figure 5. The compression region in this case is shifted down and conse- 
quently the ldB compression point is backed off. 
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In order to interpret this phenomenon, a number of parameters are needed. As already men- 
tioned, a two-tone signal is a varying envelope signal (23). Two parameters are often used to 
characterize this type of signals (Cripps, 2006): 

• The PEP (Peak Envelope Power), Pp ea k, often measured in dBm and defined by 

(A peak /Vl) 2 
Ppeak = 10 logio ft 1Q -3 ( dBm ) 

where A veak is the peak amplitude of the signal (equal to 2 A in the case of a two-tone 
signal). 

• The PAPR (Peak-to- Average Power Ratio), which is the ratio between the PEP and the 
average power of the signal. It is therefore the difference in dB between the PEP and 
the average power P avg expressed both in dBm, PAPR = P^ ea \ — Pavg{ dB) 

In the case of a two-tone signal, a deterministic signal, the PAPR is equal to 3 dB (Pp ea k = 
P flz;g + 101og 10 2). 

Other parameters are also used in order to locate the input /output signal w.r.t the AM /AM 
characteristic of the PA 2 . 

• The IPBO (Input Peak Backoff), which is the difference in dB between the input satura- 
tion power of the PA P™ t and the peak power P* " flfc of the input signal, IPBO = P™ t — 

P l p n eak ( dB). Similarly, the Output Peak Backoff (OPBO) is given by OPBO = P™} - P°f ak , 
where P™{ is the output saturation power of the PA and P°g* k is the peak power of the 
output signal. 

• The IBO (Input Backoff), which is the difference in dB between P™ t and the average 
input power P™ g , IBO = Pf ai - P™ g ( dB). Simlarly, the Output Backoff (OBO) is given 

byOBO = PZ t -P° a f g - 

To this we add a last definition, which is the instantaneous power of a signal x(t), Pi ns t(t) 
expressed in dBm 

(x(t)/V2) 2 
P inst (t) = 101og 10 V RW _/ (30) 

Let us consider, now, the particular case when the gain compression on the fundamental com- 
ponents of the two-tone signal is equal to 1 dB. Referring to Fig. 5, the average input power 
P^L causing this amount of gain compression is approximately equal to —4 dBm. For this 

same P^" value, we observe that the compression on the fundamental component of the one- 
tone signal is less than 1 dB. Thus, we can conclude that the gain compression is related to the 
instantaneous input power rather than the average input power. 

If we interpret this by considering a discrete representation of the signals, we can conclude 
that some samples of the two-tone signal can undergo gain compression bigger than 1 dB 
since its P™ ak exceeds the 1 dB compression point. On the other hand, the samples of the one- 
tone signal, which is a non-varying envelope signal, take always values less than its average 
power, which is equal to its P™ k . This interpretation is better illustrated in Fig. 6, where the 



2 Note that when we talk about the AM/ AM characteristic without specifying the signal used to extract 
it, we designate the one corresponding of a one-tone test. 



144 



Advanced Microwave Circuits and Systems 




"avg 
pout 



pout 
peak 

pin _ 
1 sat ~ 



2 dBm; P™/ = 
= -2dBm;R 0Wf 



-14 -12 -10 -8 -6-4-2024 
Instantenous input power (dBm) 

Fig. 6. Input/output envelope variation of a two tone signal with respect to AM/AM charac- 
teristic 



instantaneous power of the input /output two-tone envelope signals are presented in compar- 
ison with the AM /AM characteristic. All the parameters already defined are also shown on 
this figure (Fig. 6), for this particular case. Therefore, we conclude that the envelope variation 
of the two-tone signal makes it more vulnerable to nonlinearity. 

Besides, it is important to note that for varying envelope signals, it is very difficult to predict 
or to quantify the amount of gain compression at the output of the PA (the OBO and OPBO 
values), even in the case of deterministic signals like the two-tone signal. This is due to the 
fact that various parameters and nonlinear relations are involved. 

In general, reducing the nonlinear distortion is at the expense of power efficiency. In fact, 
the power efficiency of the PA is likely to increase when its operating point approaches the 
saturation. But, for all the reasons already mentioned, and in order to preserve the form of 
the envelope of the input signal, large power backoffs are classically imposed. For an ideal 
amplification, the IPBO must be sufficiently important to prevent the envelope from penetrat- 
ing the compression region. Doing so the power efficiency of the PA decreases considerably, 
especially if the input signal has a high PAPR value. In the second part of this chapter, we will 
present an important technique used to resolve this problem. 
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3.2.2 Interception Points 

In the one-tone test, the n th interception point was determined as the input (output) power 
level for which the fundamental frequency component and the n th harmonic have the same 
output power level. In a two-tone test we are interested to the power levels of the odd-order 
IMPs close to the fundamental frequencies {f\ and f^). Due to the symmetry of these IMPs 
around f c 3 , we will consider below the products at the right side of -\-f c only, that is at the 

frequencies f c + (2m — l)f m where m = 1,2, Every term in the summation (24) having 

an odd-degree equal or greater than 2m — 1, generates a spectral component at the frequency 
f c + (2m — l)f m - Depending on the value of m, the sum of all the components can be expressed 
by one of the two following forms. Equation (31) corresponds to even values, while equation 
(32) corresponds to odd values 

k / A\ lk - lk Z3 (2k-l\ ( 2k-l-2i \ / 2z 



Y.iU + (2» - 1)/.,) = £ «*-. (j) L [a ) U- ("+ » - 1) (i - f J (31) 

uu ♦ <*. - «/.) - i *., (4 r % (S: }) ( t _*-^) G 2 ' -4) ■ « 

i 2 

Note that for m = 1, Eq. (32) is equivalent to Eq. (25). The output power of any of those 
IMPs can be determined from equations (31) and (32). For even values of m, the power of the 
(2m — l)th IMP, may be expressed (similarly to (14)) in function of the average input power 
Pav? — P? f / or in function of the power of one of the two fundamental components, P l P or 
P 1 / 1 . The latter relation is the more commonly used and we will adopted hereafter, 

Pimp^ = (2m - 1)P% + Gmp^ + Gcjmp^ (33) 
where 

GiMP 2 „,^ = 101og 10 (Cf m _ 1 fl 2 m-i) 2 -32(m-l), (34) 

Gc/Mft,,,-^ 10 log 10 (l + S) 2 (35) 

.2{k-m)i c _m fc-i+f-1 ^t'-S 



and S = LLm+l ^ (4) ' rf:|^-i4"-t-a lc J" ? - For odd values of m, 
only the summation in equation (35) will change, and becomes in this case, S = 

LLm+l ^ (4) Et^ C 2 Vi C 2 ( ^) 2 C 2i-i ■ Note that in (33), P^« is equal to 



P^-3dB. 

Hence, the IMPs, like the fundamental components, undergo gain compression. For low in- 
put power levels, the gain compression is negligible. In this range of power, the output power 
of the (2m - l) th product, PjMP 2m _^ m = 1 ' 2 * • • •/ increase linearly in function of P9 (33). 
However, this evolution is 2m — 1 times faster than the power at one of the fundamental 
frequencies, if taken separately (one-tone test, Eq. (9)). Therefore, if the gain compression 
phenomenon does not occur, one could expect an input (output) power level, for which, the 
(2m — l) th IMP and one of the fundamental components will have the same power level. In 
this case, The input (output) power level is called the (2m — l) th input (output) interception 



3 The symmetry of IMPs around f c is related to the memory less assumption. 
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point, denoted IP^m-l (^2m-l)- ^ ms P omt * s tnus tne interception point of the linear extrap- 
olations of power evolution curves (9) and (33). This new definition of the interception point 
is often preferred to the first one (Section 3.1), since it gives an indication on the amount of 
spectral regrowth in real applications, when the PA is excited by a band -pass signal (Sec. 3.3). 
Figure 7 shows the 3 rd and 5 th interception points, as well as the AM- AM characteristic, and its 
corresponding compression points for our case-study PA, the ZHL-52-100W. Here, we observe 
that the power series model is able to describe the nonlinearity on IMPs, only over a limited 
power range. 



3.2.3 Model Identification 

Some parameters presented in the preceding sections appear in almost every RF PA data sheet. 
They are adopted to give a first indication on the nonlinearity of the PA. In this section, we 
present how such parameters could be used to determine the coefficients % of the ZHL-100W- 
52 9th-order polynomial model, adopted all along our simulations. As mentioned before, 
even-order terms are neglected, and thus only odd-order coefficients will be identified. Recall 
that the identified model takes into account nonlinear amplitude distortion only. 
The first coefficient of the power series a\ can be determined simply from the gain of the PA 
(10), a 1 = 10 G/20 . For the ZHL-100W-52, the gain is equal to 50 dB, and, hence a 1 = 316.23. 
On the other hand, referring to equations (9), (33) and (34), we can write 



IPZ-i + G = (2m- \)lPt-i + 101og 10 ((C 2 m m _ lfl2 „ 

Thus, if the (2m — l) th input interception point is known, J^w-l' 
ficient of the same order, #2m-i of the power series 



-i) 2 ) 



-32(m-l). 



(36) 






10" 



32(m-l) + G-2(m-l)IP tn 



20 



we can determine the coef- 



(37) 



"2m-l 



In our case-study PA, the third interception point at the output is specified, IP3 ut = 57 dBm, 
allowing thus to determine the third coefficient #3. Note that, given IP^m-V ^2m-l cou ^ be 
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simply obtained by setting Gcf to zero in Eq. (9), IP^m-l = ^2m-l + ^, since the interception 
point is always on the ideal PA characteristic. Thus, a 3 is equal to —837.3. 
Moreover, based on Eq. (36), we could express «2m-i i n function of the amplitude correspond- 
ing to the (2m — l) th interception point at the input, Ajp 2ml/ and the coefficient a\ 

Ulm ~ 1 = ~C™ Ta7„ /?^2(m-l)- < 38 ) 

In traditional power series analysis, the order of the used model is usually limited to 3. Thus, 
we can determine a relation between Ai dB and Ajp 3 , which correspond to the 1 dB compres- 
sion point (one-tone test), and the third interception point (two-tone test), respectively. Here, 
if we set Gcf in 11, we find the following relation 

2 4^(10-1/20-1) 

AuB ~ 3^ • (39) 

Note that, the coefficient #3 should have, in this case, a negative value in order to model the 
gain compression of the PA. Now, substituting #3 from (38), in Eq. (39), we obtain a new 
relation between A\ dB and Ajp 3 

'AldB\ 2 = 1 _ 10 -l/20 (4Q) 

A1P3J 

Eq. (40) and Eq. (38) for m = 2, could be found in almost all classical studies on modeling the 
PA via power series (e.g. chap. 9, (Cripps, 2006)). 

Now, thanks to Eq. (11) obtained from our development, every point of the AM/AM char- 
acteristic can be used to determine a new higher-order coefficient. For example, two com- 
pression points are given in the data sheet of the ZHL-100W-52 PA, and a third point near 
saturation could be deduced since the maximum input power is specified (Maximum Input 
power no damage) and is equal to 3 dBm. Hence, we can choose for example an additional 
point at 2 dBm input power with a compression greater than 3 dB, let us say 3.8 dB and we 
suppose that this point is the saturation of the PA. We have added this point to reinforce the 
modeling capacity of the power series model by extending its power range validity (in other 
words, delaying its divergence point) and to define a saturation point useful for the develop- 
ment in this chapter (Fig. (6)). Finally, setting Gcf Q to —1, —3, and —3.8 successively, a linear 
system of three equations with three unknowns can be established. In a matrix notation, this 
system can be written 

Cx = b (41) 

where C T = [v ldB v 3dB v 3MB ], v T pdB = [cl(A pdB /2)* CJ(A pdB /2) 6 C 5 9 (A pdB /2) 8 }, x T = 

[a 5 a 7 a 9 ] et b T = [u ldB u 3dB u 3MB ] where u pdB = a 1 (lO"P /2 ° - 1) - a 3 C\ (A pdB /2) 2 f (-) T 
being the transpose operator. The solution of this linear system (41) can be simply written 

x = C 1 ^ (42) 

If the matrix C is not singular, we can find an exact unique solution of (42), and otherwise the 
least square method can be used. The founded values of a$, ay et a$ for the ZHL-100W-52, are 
respectively 11525.2, -224770 and 952803.3. Note that, we can exploit all the power points 
of the measured AM- AM characteristic to identify more coefficients and to improve the least 
square method accuracy. 
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3.3 Band-pass signals and baseband equivalent Modeling 

So far, we have discussed the nonlinearity on one- and two-tone signals. However, in real 
modern communications systems, more complex signals are used to transmit digital infor- 
mation by some type of carrier modulation. Besides, due to bandwidth constraints, narrow- 
band band-pass signals are generated in most applications. Signals are termed narrowband 
band-pass signals or, shortly, band-pass signals, when they satisfy the condition that their 
bandwidth is much smaller than the carrier frequency. Such a signal can be expressed by 



x{t) = ^{x(t)eJ 2n f^ 

= ^[x(t)eJ 2n f ct ^x*(t)e-J 2n f ct 



(43) 



where f c is the carrier frequency and x(t) is the complex envelope of the signal or the baseband 
signal. Substituting (43) into Eq. (1), and using the binomial theorem, the output signal of the 
PA modeled by a power series model can be written 



Va{t) 



fc=i z 



fc=l A z=0 



E^iE(i)^(0^ ( *-°(0^ (a - fc) ^ 



(44) 



In the above equation, only odd-degree terms generate frequency components close to f c , 
since the condition i = (k ± 1) /2 must be verified. The sum of all these components, denoted 

\j a (t)\ , can be extracted from (44) to form the following equation 



y«(0 



,2(*-l) 



E %-i^C'., \x(t)r- l> (x*(t)e-l^ 4 



fc=l 

K 



-jlnfct . 



ftnfct 



= E^-iriryC^lxWI 2 ^ 1 ^^). 



k=i 



L 2 2(fc- 



(45) 
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Since we are interested only by the frequency content near f C/ this result (45) suggests that it 
is sufficient to study the nonlinearity of the PA on the complex envelope of the input signal. 
Denoting by y{t) the complex envelope of the output signal (44) filtered by a band-pass filter 
centered on f C/ Eq. (45) can be written 

m = L a 2k-i\m 2{k - 1] m (46) 

fc=i 

where a f 2 k-i = a 2k-i o2(l-i) ^2k-i (Benedetto & Biglieri, 1999). Eq. (46) constitutes a baseband 
equivalent model of the RF power series model (1) used before. The baseband model is in fact 
valid in all cases where band-pass signals are used. It is particularly interesting for digital sim- 
ulators since baseband signals require relatively low sampling rate w.r.t the carrier frequency. 
In addition to its capacity of representing simply power amplifiers, this model is often used 
in baseband predistortion techniques, when the PA does not represent strong memory effects. 
To illustrate, the baseband signal of a two-tone signal, which can be considered as a band-pass 
signal, is a sinusoidal signal x(t) = 2Acos(2n f m t) (Eq. (23)), and the equivalent baseband 
system is illustrated in Fig. 8. 

As mentioned before, a memoryless nonlinear system can induce amplitude distortion only, 
but never phase distortion. However, PAs with weak memory effects can be considered as 
quasi-memoryless systems (Bosch & Gatti, 1989), where nonlinear amplitude and phase dis- 
tortion at instant t depend only on the amplitude of the input envelope signal at the same 
instant. Hence, the output complex envelope can be expressed in the general form 

y(t) = G(\x(t)\)x(t) 

= G fl (|f(0|)exp{/4>(|f(f)|)}f(f) (47) 

where G a (-) and O(-) are nonlinear functions of the amplitude, \x(t)\, of the input complex 
envelope. The equivalent baseband power series model (46) can be used to describe the be- 
havior of a quasi-memoryless system, and it is often called the quasi-memoryless polynomial 
(QMP) model. In this case, the coefficients a f 2 k-i are com pl ex valued, and from (46), the com- 
plex gain G of the PA (47) is equal to Ejt=i a 2k-l l*(0 1 ~ • m tn ^ s modeling approach, the 
nonlinear functions G a (-) and O(-), which are the module and the phase of the complex gain 
of the PA respectively, represent the AM/AM et AM/PM conversions of the PA. 
In the next part of this chapter, a digitally modulated signal (a band-pass signal) is used while 
evaluating a linearization technique. Thus, we will observe the nonlinear effects that can be 
incurred by the PA on such a type of signals. 

4. Adaptive digital baseband predistortion technique 

Linearization techniques aim to linearize the behavior of the PA in its nonlinear region, or to 
extend the linear behavior over its operating power range. Generally speaking, this can be 
done by acting on the input and /or output signals without changing the internal design of 
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the PA. Two linearization techniques were first applied to PAs, both invented by H. S. Black 
(Black, 1928; 1937): the Feedback (FB) and Feedforward (FF) techniques. Different implemen- 
tation approaches have been proposed in the literature but the main idea behind these tech- 
niques is to generate a corrective signal by comparing the distorted output signal to the input 
signal, and to combine it either to the input (FB) or output signal (FF). The FB technique, as 
any feedback system, suffers from instability problems which limit its deployment to narrow- 
band applications. On the other hand, FF technique is inherently an open-loop process and, 
thus, it can be applied to wide-band applications but it has many disadvantages, mainly due 
to signals combination at the output of the PA. More recently, a new technique, called the pre- 
distortion technique, has been proposed and widely used. This technique consists in inserting 
a nonlinear circuit, the predistorter (PD), prior to the RF PA such that the combined transfer 
characteristic of both is linear (Fig. 9). Denoting by G and F the transfer characteristic of the 
PA and the PD respectively, the output signal y(t) of the cascade of the two circuits, PA and 
PD, may be written 

V (t) = G{F{x(t)}} = Kx(t) (48) 

where K is a positive constant representing the gain of the linearized PA, and x(t) is the input 
signal. Different approaches, relying on analog, digital or hybrid circuits, could be employed 
while designing the PD. In the following, however, we will be interested in Adaptive Digital 
Predistortion (ADPD), which is a promising and cost-effective technique for SDR transmitters. 
Given the considerable processing power now available from Digital Signal Processing (DSP) 
devices, the digital implementation offers high precision and flexibility. 

4.1 ADPD: An overview 

The digital predistortion technique is basically relying on the equivalent baseband modeling 
of the PA and /or its inverse. For digital signal processing convenience, it is very desirable to 
implement the PD in baseband. To this end, we resort to an equivalent low-pass or baseband 
representation of the band-pass system. Thus, the cascade of the equivalent baseband behav- 
ioral model of the PD and the PA should form a global linear system, as shown in figure 10. 
Hereafter, F and G will represent the transfer characteristic at baseband of the PA and the PD 
respectively. To illustrate, we will assume that the PD and the PA are quasi-memoryless sys- 
tems, and thus G and F are nonlinear functions of the amplitude of their input signals. Hence, 
the output Xp(t) of the PD can be written in function of the input signal Xj(t) as follows 

x v {t)=F{\x i (t)\)x i (t) (49) 

Accordingly, the output of the PA is written as 

y(t) = G(\x p (t)\)x p (t) 

= G(|F(|x f -(0l)*i(0l)F(l*i(0l)*i(0 

= G Hn (|* f -(0l)*i(0 (50) 

where y(t) is the output baseband signal and G/ z - n (.) the characteristic function of the lin- 
earized PA, LPA (i.e. cascade of the PA and the PD). In an ideal scenario, the module and 
phase of this function must be constant for the whole amplitude range up to saturation. Thus, 
according to Eq. (50), a linear behavior can be obtained if the following condition is fulfilled 

\G(\x p (t)\)F(\ Xi (t)\)\=K (51) 
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where K, a positive constant, is the global gain of the LPA. For further illustration, Fig. 11 
shows the instantaneous predistortion mechanism in the simple case where the PA introduces 
amplitude distortion only. The insertion of the PD makes linear the amplitude response of 
the PA over a large amplitude range, covering part of the compression zone, before reaching 
saturation. A phase predistortion should be also performed since the phase distortion of the 
PA has considerable effects on the output signal. 

There are different configurations of the digital baseband predistortion system. However, all 
these configurations have the same principle presented in Fig. 12. The transmitted RF signal 
at the output of the PA is converted to baseband, and its quadrature components are digitized 
by an analog to digital converter. The samples in baseband are then treated by a digital signal 
processor (DSP) with an algorithm that compares them to the corresponding samples of the 
reference input signal. The PD's parameters are identified while trying to minimize the error 
between the input and the output, or another appropriate cost function. After a short time 
of convergence which characterizes the identification algorithm, the PD could perform as the 
exact pre-inverse of the equivalent baseband model of the PA. 

In modern SDR transmitters, most of the components must be reconfigurable in order to 
switch, ideally on the fly, from one standard to another. In such systems, the digital pre- 
distortion technique seems to be the unique applicable linearization technique. In this case, 
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the PD must be updated on a continuous or quasi-continuous basis in order to keep a good 
linearization performance, and thus the lowest energy dissipation. 

4.2 Performance evaluation 

In this section, we first describe the test bench designed for our experiments. Then, we eval- 
uate the performance of the digital baseband predistortion technique, using a medium power 
PA from Mini-Circuits, the ZFL-2500 , driven by 16-QAM modulated signal. To this end, we 
first identify a model of this PA from the input/output signals acquired using the test bench. 
This model is used in simulations to determine the best expected performance of the digital 
baseband predistortion technique, in the ideal scenario (without measurement noise). Second, 
we present the experimental results, and compare them to the theoretical ones. The perfor- 
mance of the PD has been evaluated by measuring two important parameters, the Adjacent 
Channel Power Ratio (ACPR) and Error Vector Magnitude (EVM), for different backoff val- 
ues. However, due to space limitation, we will only present the results obtained for the ACPR 
parameter. 



4.2.1 Test bench description 

The measurement testbed consists of a vector signal generator (VSG) and a digital oscillo- 
scope (DO) (Fig. 13). This testbed was designed to be fully automatic using the instrument 
toolbox of Matlab. The measurement technique concept consists in generating data in Mat- 
lab to send out to the VSG and then to read data into Matlab for analysis. The VSG (Rhode 
& Schwartz SMU 200 A) receives the complex envelope data via an Ethernet cable (TCP/IP) 
from a personal computer (PC) and using a direct up-conversion from baseband to RF, pro- 
duces virtually any signal within its bandwidth limits. Note that, once the data have been 
sent to the VSG, the latter will send the corresponding modulated signal repeatedly to the PA. 
A marker can be activated to trigger the DO every time the sequence is regenerated. The mi- 
crowave input and output signals of the PA are then sampled simultaneously in the real time 
oscilloscope (LeCroy, 4 channels Wave master 8600, 6GHz bandwidth, 20 GS/sec), transferred 
via an Ethernet cable to the PC, and recorded in the workspace of Matlab. The acquisition time 
in the DO is fixed to be equal to the duration of the baseband signal generated by Matlab. In 
this way, the acquired RF signals correspond exactly to the original signal of Matlab. After 
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that, the two sequences are digitally demodulated in Matlab, adjusted using a subsampling 
synchronization algorithm (Isaksson et al., 2006), and processed in order to identify the pa- 
rameters of the PD. The baseband signal is then processed by the predistortion function and 
loaded again to the VSG. Finally, the output of the linearized PA is digitized in the DO and 
sent back to the PC to evaluate the performance of the particular PD scheme. This evaluation 
can be done by comparing the output spectra (ACPR) and constellation distortion (EVM) of 
the PA with and without linearization, for different back-off values. The time of this entire test 
is several minutes since this test bench is fully automatic. In other words, the transmission and 
the signals acquisition, identification and performances evaluation can be implemented in a 
single program in Matlab which run without interruption. Note that, for signals acquisition, 
the spectrum analyzer " Agilent E4440A" has been also used as an alternative method for pre- 
cision, comparison and verification. In this case, the signal analysis software provided with 
this device can be used to demodulate and acquire the input and output signals separately. 
The signals can then be synchronized by correlating them with the original signal of Matlab. 

4.2.2 Experimental results 

Measurements have been carried out on a PA from the market, the ZFL 2500 from Mini- 
circuits. This wide-band (500-2500 MHz) PA is used in several types of applications, typically 
in GPS and cellular base stations. According to its data sheet, it has a typical output power 
of 15 dBm at 1 dB gain compression, and a small signal gain of 28 dB (±1.5). The modulation 
adopted through the measurements is 16 QAM. The pulse shaping filters are raised cosine 
filters with a roll-off factor of 0.35 extending 4 symbols on either side of the center tap and 20 
times oversampled. The carrier frequency is 1.8 GHz and the bandwidth 4 MHz. In order to 
acquire a sufficient number of samples for an accurate PD identification, 5 sequences of 100 
symbols (2k samples) each, have been generated and sent to the VSG successively, i.e. a total 
number of 10k samples have been used for identification and evaluation. 



Static power measurements 

In order to validate the study presented in Sec. 3, we have performed the one- and two-tone 
tests on this PA. The defined parameters, namely, compression and interception points and the 
output saturation power, are also very useful for the experimental evaluation of the DPD tech- 
nique. Figure 14 shows the AM/ AM characteristic of the PA under test, its compression points 
and the corresponding power series model identified using the development presented in sec- 
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Table 1. Parameters from the static power measurements 



tion 3. As we can see from this figure, the power series model fits well the measured AM /AM 
characteristic up to approximately the 4 dB compression point, after which it diverges. Table 
1 shows the different parameters measured from the one- and two-tone tests at the carrier 
frequency of 1.8 GHz. 

Nonlinearity on modulated signals 

In the first part of this chapter, we have analyzed amplitude nonlinear distortion of PAs on 
special excitation signals, the one- and two-tone signals. We have observed that, in the case 
of a two-tone excitation, some frequency components, the intermodulation products (IMPs), 
appear very close to the fundamental frequencies and consequently cannot be rejected by 
filtering. If the number of tones increases in the excitation signal, approaching thus real com- 
munications bandpass signals (Sec. 3.3), the number of IMPs increases drastically. Here, a 
simple quantification of the nonlinearity at one IMP becomes no more sufficient to appropri- 
ately represent the real distortion incurred on such a signal. In fact, the IMPs fall inside or very 
close to, the bandwidth of the original signal, causing in band and out of band distortions. 
Fig. 15 shows the input/output spectra of the ZFL-2500 PA, and the constellation of its output 
signal for an average output power equal to 16.52 dBm. As shown in Fig. 15a, the out of band 
distortion appears as spurious components in the frequency domain in the vicinity of the orig- 
inal signal bandwidth, which is often referred by spectral regrowth. In real communications, 
this out of band distortion may result in unacceptable levels of interference to other users, 
which is often quantified by the ACPR parameter. On the other hand, the in band distortion 
appears on the warped constellation of the output signal, as shown in Fig. 15b, where the 
constellation points are no more located on a rectangular grid. This may increase the bit error 
rate (BER) in the system, and is measured by the EVM parameter. 
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Fig. 15. Nonlinear distortion on modulated signals, P^vs ~ 16.52 dBm 
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Fig. 16. Dynamic AM/ AM et AM/PM characteristics of the ZFL-2500 PA 



Rapp model 

The dynamic AM /AM and AM/PM characteristics of the ZFL-2500 PA are shown in Fig. 16. 
They are defined as being, respectively, the instantaneous amplitude variation of the output 
signal \y(n)\, and the instantaneous phase shift (p(n) = ^y{n) — Zf/(n), in function of the 
instantaneous amplitude of the input signal |x z (n)|. Although a relatively high dispersion 
appears on the AM/PM characteristic, the nonlinear phase distortion can be considered as 
negligible on the whole input amplitude range. It is a typical characteristic of low power 
Solid State PAs (SSPAs), which generally do not present strong memory effects. The quasi- 
memoryless Rapp model (Rapp, 1991) is often used in this case to model such PAs. Assuming 
that the phase distortion is negligible, the output signal may be expressed as follows 



y(n) = G(\xi(n)\)xi(n) 



where 



G(|*,-(n)|) 



K r 



/j + / K|*i(n)| \2p)l/2p 



(52) 



(53) 
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AM/AM ZFL2500: Raw data, 16-QAM 
Equivalent Rapp Model: p=1.86, K=35.33 




AM/AM ZFL2500: Raw data, 16QAM 
Equivalent QMP model (Static measurements) 
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(a) Rapp Model (b) QMP model (static measurements) 

Fig. 17. ZFL-2500 models: Rapp identified from the acquired samples of the 16-QAM modu- 
lated signal, and the QMP model extracted from the measured compression and interception 
points (Sec. 3) 



is the gain function of the PA, K r the small signal gain, A sa t the saturation amplitude at the 
output, and p > a parameter to control the transition form of the AM- AM curve between 
the linear region and saturation. The Rapp model corresponding to the ZFL-2500 PA has been 
identified from the acquired input/output samples, with a 16QAM excitation signal. In Fig. 
17 we show the dynamic AM- AM characteristics of the ZFL-2500 and its corresponding Rapp 
model (Fig. 17a). For comparison, we present also on Fig. 17b the AM- AM characteristic of the 
quasi-memoryless polynomial (QMP) model. The latter is identified from the static measure- 
ments (one- and two-tone tests) and relying on the theoretical development presented in the 
first part of this chapter. One could obviously notice that the Rapp model fits better the mea- 
sured dynamic AM/AM characteristic than the QMP model. However, we should not forget 
that the QMP model is identified from a completely different excitation signals. When the sig- 
nals acquisition, i.e. input/output samples, are not available, the QMP model could be useful 
for a first description of the behavior of the PA. Unlike the polynomial model, the Rapp model 
has the desirable property of being able to model the PA behavior close to saturation, that is, 
strong nonlinearities. While evaluating the DPD technique we are particularly interested in 
its linearity performance near saturation where the PA reaches its highest power efficiency. 
For this reason we will adopt the Rapp model, as mentioned before, for a first evaluation via 
simulations. 



Predistorter Performance 

For simplicity, the characteristic function of the PD, F(-), has been implemented using a con- 
stant gain Look-Up-Table (LUT) (Cavers, 1990) in simulations and measurements. Figure 18 
shows the ACPR performance over a varying output power values in simulations (Fig. 18a) 
and in measurements (Fig. 18b). In both cases, the maximum correction is achieved at an 
output power close to 12 dBm. Simulations were conducted with a very high precision, using 
80k samples and a sweep power step equal to 0.1 dB. We can conclude first that measurements 
and simulations results are of high agreement. While a correction of 19 dB could be achieved 
in simulations, a close improvement has been reached in measurements of 17.5 dB. The small 
disagreement between simulations and measurements is due to unavoidable noise effects. 
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Fig. 18. ACPR performance vs output power of the PA without and with linearization 



We can notice from figure 18 the rapid deterioration in the performance of the PD for an 
output power greater than 12.45 dBm. In fact, from the knowledge of the output saturation 
power of the PA, we can determine the maximum theoretical output power of the linearized 
power amplifier (LPA), denoted PJ^ X - This power corresponds to the minimum backoff value, 






OBO^ H for an ideal amplification of the cascade PD and PA. In fact, knowing the saturation 
power at the output of the PA P°ff and the PAPR of the input signal, it is easy to show that 






?™{ - PAPR. In our case, the PAPR of the 16QAM modulated signal, filtered by a 
raised cosine pulse shaping filter, is equal to 7.25 dB (20 times averaging, 500 ksymbs). The 
output saturation power has been found equal to 19.7 dBm (Tab. 1). Thus, P^ x = 12.45 dBm 






and OBO^, = PAPR = 7.25 dB. If the output power exceeds P]™ x , the signal will reach 
the saturation of the PA, which is a very strong nonlinearity and will deteriorate rapidly the 
performance of the PD. We can deduce that by reducing the PAPR of the input signal, i.e. 
its envelope variation, smaller values of backoff could be used, and hence, approaching the 
maximum power efficiency of the PA. Most of the linearization systems today, combine special 
techniques to reduce the PAPR of the modulated signals to linearization techniques. 
Finally, from the above results, we can say that the DPD technique could have linearization 
performances very close to ideal, if the system is provided with sufficiently digital power 
processing. 



5. Conclusion 

PA nonlinearity is a major concern in the realization of modern communications systems. In 
this chapter, we have provided some of the basic knowledge on power amplifier nonlinearity 
and digital baseband predistortion technique. In the first part the traditional power series 
analysis was repeated with a new interesting development in frequency domain. This analysis 
was validated in simulations under Matlab and through measurements on a real PA. The 
second part of this chapter was dedicated to a brief overview on the adaptive digital baseband 
predistortion technique and an experimental evaluation of this technique. A fully automatic 
test bench was used. 

The most interesting perspective of this study is make further generalization of the power 
analysis when more complicated signals are used. For the digital predistortion techniques, 
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there remain a lot of efforts to deploy, especially on fast adaptation algorithms, and nonlinear 
memory effects modeling accuracy 

6. References 

Benedetto, S. & Biglieri, E. (1999). Principles of Digital Transmission: With Wireless Applications, 
Kluwer Academic Publishers, Norwell, MA, USA. 

Black, H. (1928). Translating system, US Patent, number 1,686,792. 

Black, H. (1937). Wave translation system, US Patent, number 2,102,671. 

Bosch, W. & Gatti, G. (1989). Measurement and simulation of memory effects in predistortion 
linearizers, Microwave Theory and Techniques, IEEE Transactions on 37(12): 1885-1890. 

Cavers, J. (1990). Amplifier linearization using a digital predistorter with fast adaptation and 
low memory requirements, Vehicular Technology, IEEE Transactions on 39(4): 374-382. 

Cripps, S. C. (2006). RF Power Amplifiers for Wireless Communications, Second Edition (Artech 
House Microwave Library (Hardcover)), Artech House, Inc., Norwood, MA, USA. 

Haykin, S. (2005). Cognitive radio: brain-empowered wireless communications, Selected Areas 
in Communications, IEEE Journal on 23(2): 201-220. 

Ibnkahla, M. (2000). Neural network predistortion technique for digital satellite communica- 
tions, Acoustics, Speech, and Signal Processing, 2000. ICASSP '00. Proceedings. 2000 IEEE 
International Conference on 6: 3506-3509 vol.6. 

Isaksson, M., Wisell, D. & Ronnow, D. (2005). Wide-band dynamic modeling of power am- 
plifiers using radial-basis function neural networks, Microwave Theory and Techniques, 
IEEE Transactions on 53(11): 3422-3428. 

Isaksson, M., Wisell, D. & Ronnow, D. (2006). A comparative analysis of behavioral models for 
rf power amplifiers, Microwave Theory and Techniques, IEEE Transactions on 54(1): 348- 
359. 

Kenington, P. (2002). Linearized transmitters: an enabling technology for software defined 
radio, Communications Magazine, IEEE 40(2): 156-162. 

Kenington, P. B. (2000). High Linearity RF Amplifier Design, Artech House, Inc., Norwood, MA, 
USA. 

Liu, T., Boumaiza, S. & Ghannouchi, F. (2004). Dynamic behavioral modeling of 3g power 
amplifiers using real-valued time-delay neural networks, Microwave Theory and Tech- 
niques, IEEE Transactions on 52(3): 1025-1033. 

Mitola, J. (1995). The software radio architecture, Communications Magazine, IEEE 33(5): 26-38. 

Morgan, D., Ma, Z., Kim, J., Zierdt, M. & Pastalan, J. (2006). A generalized memory poly- 
nomial model for digital predistortion of rf power amplifiers, Signal Processing, IEEE 
Transactions on 54(10): 3852-3860. 

Rapp, C. (1991). Effects of HPA-nonlinearity on a 4-dpsk/ofdm-signal for a digital sound 
broadcasting system, Proc. 2nd Eur. Conf. Satellite Communications, Liege, Belgium 
pp. 179-184. 

Schetzen, M. (2006). The Volterra and Wiener Theories of Nonlinear Systems, Krieger Publishing 
Co., Inc., Melbourne, FL, USA. 

Wood, J., Root, D. & Tufillaro, N. (2004). A behavioral modeling approach to nonlinear model- 
order reduction for rf /microwave ics and systems, Microwave Theory and Techniques, 
IEEE Transactions on 52(9): 2274-2284. 



8 



Spatial power combining 

techniques for semiconductor 

power amplifiers 

Zenon R. Szczepaniak 

Przemyslozvy Instytut Telekomunikacji S.A. 

Poland 



1. Introduction 

Growing demand on special signal modulation schemes in novel radars and ability to 
transmit relatively long pulses cause the Travelling Wave Tubes (TWT) to be constantly 
replaced by new concepts of power amplifiers. Solid-state power amplifiers appear to be a 
good candidate, however, the output power from a single transistor module is still relatively 
low. The only available solution is that of combining output power from a number of 
semiconductor amplifiers. To accomplish this, one can use, classical and well-known, two- 
way power combiners (like Willkinson type) or specially-designed new type of multi-input 
combiners. Current requirements for radar working modes imply using active antenna 
arrays, thereby providing multifunction ability. The active antenna concept assumes the use 
of transmit-receive modules (T/R), each comprising a power transistor. The overall 
transmitted power is then a function of the sum of the output powers from each T/R 
module, and the power summing operation is performed in free space. 

On the other hand, in some radar applications (or generally, where a power amplifier is 
needed, be it electronic warfare or jamming), the central power transmitter is still desired. 
The older applications are based on TWTs, and although they give enough power, they 
carry a number of disadvantages. The main are as follows: 

- TWTs generally offer low duty factor (although some of them are approaching up to 
100%), 

- they need special power supplies, which are dangerous due to tube working voltages in 
the range of kVolts 

- reliability is limited due to erosion of inner electrodes inside the TWT 

- reliability system is two-state, a tube works or does not; any failure results in a complete 
malfunction of the radar. 

Additionally, in higher bands there are no solid-state power sources with enough power. 
The conclusion and current trends are that there is a constant need for combining power 
from a number of sources. 
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2. General combining techniques 

2.1 Types 

2.1.1. Multilevel combining 

Combining a number of sources with the use of basic two-input power combiners implies 
the necessity of using a number of them. As a result, the overall power combiner is formed 
as a tree-like structure. The number N of power sources (transistors) has to be a power of 2. 
For N amplifiers, the resulting combiner structure contains p = log2N levels (Fig. 1). 




1-st level 2-nd level 



n-th level 



p levels 
Fig. 1. Combining structure based on two-input power combiners 



For a cascaded network combining N input signals the number of N-l basic two-input 
combiners has to be used. The multilevel combining scheme is easy to implement. The two- 
input power combiners are well-known and their design is well-developed. Depending on 
the chosen power transmitter structure, the multilevel structure may be fabricated on one 
big PCB, forming a packet-like power module, or each of the two-input combiners may be 
assembled and packed separately. Due to the fact that they form p levels, insertion losses of 
the final structure are p times insertion losses of the basic structure. Therefore for each of the 
input power path there is insertion loss p times higher than that of one basic two-input 
structure. Another serious drawback of cascaded devices is possible accumulation of phase 
mismatches introduced by each of the basic structures. 



2.1.2. Spatial combining 

The term " spatial combining' 7 means combining a number of input power sources with the 
use of simultaneous addition of input signals in a kind of special structure with multi- 
couplings or multi-excitations. Input signal sources are distributed in space and excite their 
own signal waves inside a specially designed space intended for power addition. The 
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structure of spatial power combiner may have a number of input ports and one output port, 
whereas the combining takes place inside the structure. 

To complete a power amplifier system two of such structures are needed. The first one acts 
as power splitter, connected to a number of amplifying submodules, and the second collects 
output power from these submodules. 

The second available solution is when the combiner has got only one input and one output 
port. The amplifying modules, or simply transistors, are incorporated inside the combining 
structure, most frequently a hollow metal waveguide-like structure, which contains a set of 
specially designed probes/ antennas inside, each one connected to a power transistor, and 
the same set at the transistor outputs. The input set of probes reads EM field distribution, it 
is then amplified, and finally the output set recovers field distribution with amplified 
magnitude. This structure may be regarded as a section of an active waveguide. 

2.2 Theory 

For the basic two-input structure the relationship between input power and output power is 
given by: 

(i) 



peI 2 =7 " 2 (v^+v^F 

where the combiner is characterised by the scattering matrix [S] (Srivastava & Gupta, 2006): 
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(2) 



For purposes of simplification, isolation (I) is assumed to be equal to and the combiner is 

perfectly matched at all its ports (reflection R=0). 

In order to design a power combining network one needs to be familiar with the influence of 

the combining structure on final output power. This has to cover the influence of individual 

characteristics of combining sub-structures and the number of levels, as well as, the output 

power degradation as a function of failed input amplifiers. Such knowledge allows to 

calculate and predict a drop of radar cover range in case the amplifying modules fail. 

For higher value of N (and number of levels p), when the equivalent insertion losses become 

higher, a specialised spatial combiner is worth considering. In reality, it may turn out that 

insertion losses of a specially designed multi-input combiner (with, for example, 

eight-input port) may be comparable to those of a two-input structure. That means that 

usually it exhibits lower insertion losses than the equivalent cascaded network. 

Assuming approach shown in Fig. 2 the combined output power is associated with the 

normalized wave b n in case the input ports from 1 to n-1 are excited by input powers Pi to 

P N (i.e. N= n-1). 
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In ideal case (neglecting the insertion losses, and assuming ideal matching and isolations) 
the general formula for power combining is as follows: 

( N ^ 
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(4) 



where P s is the transmitter output power (summed) and subscript N denote the quantity of 
power sources. 



2.3 Benefits 

The use of power combining techniques allows, first of all, to replace a TWT transmitter and 
not to suffer from its disadvantages. The main advantage is the reliability. A transmitter 
with many power sources will still emit some power, when a number of them are damaged. 
The detailed analysis of this effect is presented in Chapter 3 (also Rutledge et al, 1999). 
The structure often used consists of power submodules, each containing power transistors, 
an input power splitter and an output power combiner. It may be configured in distributed 
amplifier concept, with power submodules placed along the waveguide. The solutions with 
separate power submodules, exhibit several substantial advantages. Due to their extended 
metal construction they have an excellent heat transfer capability, which makes cooling easy 
to perform. Furthermore, they provide an easy access to amplifying units in case they are 
damaged and need replacing. Finally, once the structure is made, it can be easily upgraded 
to a higher power by replacing the amplifying units with new ones with a higher output 
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power. Another way is to stack several transmitters with the use of standard waveguide 

tree-port junctions. 

However, the disadvantage of waveguide distributed amplifiers concerns the frequency 

band limitation due to spatial, wavelength-related periodicity. The working bandwidth 

decreases when the number of coupled amplifying units is increased. Hence, there is a 

power-bandwidth trade-off. 

The process of summing the output power from a number of power amplifiers has its 

inherent advantage. As far as multi-transistor amplifier is concerned, there is always the 

question to the designer whether to use lower number of higher power amplifiers 

(transistors) or higher number of lower power amplifiers. Intuitively, one is inclined to use 

the newest available transistors with maximal available power. 

However, taking into consideration that every active element generates its own residual 

phase noise, the phase noise at the output of combiner is a function of the number of 

elements. Assuming, that the residual phase noise contributions from all the amplifiers are 

uncorrelated, then the increase of the number of single amplifiers causes the improvement 

of output signal to noise ratio (DeLisio & York, 2002). 

For a fixed value of output power in a spatial power combining system the increase of the 

number of single amplifiers gives the increase of intercept point IP3 and spurious-free 

dynamic range SFDR. 

The real advantage of using a spatial combiner is that the combining efficiency is 

approximately independent of the number of inputs. Then, for given insertion losses of a 

basic two-input combiner there is a number of power sources (input ports for multilevel 

combiner) where a spatial power combiner (naturally, with its own insertion losses) 

becomes more efficient. 

In real cases, efficiency of any combiner is limited by channel-to-channel uniformity. Gain 

and phase variations, which arise from transistor non-uniformities and manufacturing 

tolerances, can lead to imperfect summation of power and a reduction in combining 

efficiency. However, considering that the variations of gain have statistical behavior the use 

of higher number of inputs enables one to average and then minimize the influence. 

On the other hand, the variations of phase shift between summing channels have a crucial 

influence on the output power of the combiner. In the case of multilevel combiner, the phase 

variations of individual two-input combiners may accumulate and therefore degrade power 

summing efficiency. Moreover, taking into account that the amplifying modules may have 

their own phase variations, introducing individual tuning for two-input combiners, 

becomes extremely difficult for real manufactured systems. In the case of spatial combiner, 

it is possible to introduce individual correcting tuning for each summing channel (arm). For 

a higher number of channels, the tuning becomes demanding, yet still possible to be made. 

It is worth developing an automatic tuning system, involving a computer with tuning 

algorithm and electronically driven tuners, for example screw tuners moved by electric step 

motors. 



3. Power degradation 

3.1 Combined power dependence in case of input sources failures 

The output power degradation mechanism in a tree structure is the same as in the spatial 
one. It may be derived from S-matrix calculations for various numbers of active ports. 
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Assuming equal input power P; n on each of the input ports the relationship for the output 
power vs number m of non-active ports is expressed as: 



eIn- 
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m 



N 



(A/ -AT?) 2 



(5) 



where m equals from to N. 

It may be derived from the analysis of dependence of output wave b n versus varying 

number of input waves (ai to a n .i) equal to zero. 

It means that for a two-input basic network a failure of one of input power sources P zn will 

result in 0.5P; n output power. Compared to power of 2P; n , available when there is no failure, 

the penalty equals 6 dB. 
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Fig. 3. Combined output power vs number of failed input sources 

The power degradation is calculated as the ratio of max output power without failures 
(when ra=0) to power expressed as a function of m for different number of sources N. 
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(6) 



where P^ is the transmitter output power (summed) and subscripts N-m and N denote the 
quantity of working modules. 

A graphical illustration of Eq (6) is shown in Fig. 3, where the quantity of failures is defined 
as m/N and expressed in percentages. 



3.2 Influence of power degradation on radar cover range 

Information presented here is necessary to predict radar range suppression as the function 
of failures in its solid-state transmitter. The transmitter output power degradation vs 
number of damaged power modules is given by Eq (6). 
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Considering the radar range equation and assuming that the received power is constant, in 
order to achieve proper detection for the same target, the suppression of the range R may be 
expressed as: 
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(7) 



Here R is the radar cover range and subscripts N-m and N denote quantity of working 

modules. 

It may be seen that for 50% of modules failed, radar coverage decreases to 70% of its 

maximal value (Fig. 4). 
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Fig. 4. Radar cover range vs. number of failed input sources 

All these considerations assume perfect matching and isolations between channels in spatial 
power combiner. In real case, the isolations are not ideal and a failure of power transistor 
might result in different output impedance thereof, from open to even short circuit. 
Therefore, the real output combined power may differ from the ideal one. 



4. Examples of multi-input splitters/combiners 

The need for replacing TWT high power amplifiers in higher frequency bands contributes to 
the invention of new methods of power combining from many single semiconductor 
amplifiers. Those already known that involve planar dividers/ combiners based on 
Wilkinson or Gysel types offer noticeable power losses in higher bands (X, K) especially 
when used as complex tree-structure for combining power from many basic amplifying 
units. The methods of spatial power combining may be divided into two main ideas. The 
first method is to place a two-dimensional matrix of amplifier chips with micro-antennas 
inside a waveguide. The second comprises the use of separate multiport input splitter and 
output combiner networks. It employs the use of specially designed structures (Bialkowski 
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& Waris, 1996; Fathy et al, 2006; Nantista & Tantawi, 2000; Szczepaniak, 2007; Szczepaniak & 
Arvaniti, 2008) or a concept of distributed wave amplifier, where amplifying units are 
coupled with input and output waveguides by means of a set of probes inserted into the 
waveguides. 



4.1 Waveguide built-in 2D array of amplifiers 

The solution presented here may be regarded as a technique of so called quasi-optical power 
combining. Quasi-optical method of power combining assumes multidimensional 
diffraction and interference of incoming and outgoing waves at input and output of a power 
combining system. The most typical example of such a solution is two-dimensional matrix 
of amplifiers, each with mini-antennas at their inputs and outputs (Fig. 5). The 2-D 
amplifying matrix may be inserted into a waveguide (sometimes oversized) or illuminated 
by means of a horn antenna, additionally with dielectric lenses. The second horn antenna 
collects output power from all the transistors. There are many technical examples of the 
amplifying grid construction and splitting/ combining structures (Belaid & Wu, 2003; Cheng 
et al, 1999-a; ; Cheng et al, 1999-b; Zhang et al, 2007). 



OUTPUT 




INPUT 

Fig. 5. Concept of waveguide built-in array of microantennas connected to amplifiers 

A grid of amplifiers may contain even several hundred of active devices. In the case of 
insertion 2-D amplifiers set into a waveguide, the input antennas matrix probes the E-M 
field distribution inside the waveguide. After amplifying, the output antennas matrix 
restores field distribution and excites a wave going towards the waveguide output. The 
whole structure may be regarded as a section of an "active" waveguide. The main 
development is being done in the concept and structure of a transistors array. The 
transistors may be placed on the plane (in real case dielectric substrate) perpendicular to the 
waveguide longitudal axis (called grid amplifiers), or they may be stacked in sandwich-like 
structure, where layers are parallel to the waveguide longitudal axis (called active array 
amplifiers). 

The main advantage of waveguide built-in concepts is their compact structure and wide 
frequency bandwidth of operation. However, there are some disadvantages, for example, 
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difficult heat transfer, especially when high power is desired, the necessity of special 
simulation and design, and inconvenient repairing. 

4.2 Distributed waveguide splitter/combiner 

The most frequently used structure of distributed splitter/ combiner scheme assumes the use 
of hollow waveguide, e.g. rectangular one working with Hio mode, with a number of probes 
inserted into the waveguide and periodically distributed along its longitudal axis. The 
period equals half -wavelength of guided wave X w /2 at the center frequency. The waveguide 
is ended with a short, which is at quarter-wavelength distance from the last probe. The 
structures of the splitter and the combiner are identical. The differences between subsequent 
solutions are in the concept of EM field probes (Bashirullah & Mortazawi, 2000; Becker & 
Oudghiri, 2005; Jiang et al, 2003; Jiang et al, 2004; Sanada et al, 1995). 
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Fig. 6. Concept of distributed waveguide power amplifier 



For the centre frequency the short-ended section of the waveguide is transformed into the 
open-circuit and the half-wavelength sections of waveguide transforms adjacent probes 
impedance with no changes. Therefore the equivalent circuit of the splitter contains N 
probes impedances in parallel connected to the input waveguide impedance. Each probe 
transforms the 50 Ohm impedance of the amplifier into the value required to obtain equal 
power splitting ratio from circuit input port to each of the output. Spatial distribution of the 
probes along the waveguide causes frequency dependence of power transmission to each 
probe. As the result for increasing number of outputs (probes) the frequency band of 
splitter/ combiner operation becomes narrower. 

The simplest solution is a coax-based probe inserted through a hole in the wider waveguide 
wall. The length of the probe, its diameter and distance from the narrow waveguide 
sidewall results from design optimization for minimal insertion losses and equal 
transmission coefficient for each channel. 
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There are many solutions for the probe design, for example, it may be a microstrip line with 
a piece of substrate laminate inserted into the waveguide, or specially designed slot in the 
wider waveguide wall, coupled with a planar circuit on the laminate with ground 
metallization removed. 

An example of application of four amplifying modules connected to four-probe waveguide 
splitter and combiner is shown in Fig. 7 (Szczepaniak et al, 2009). 




Fig. 7. Example of power amplifier using five-port distributed waveguide power 
splitter/ combiner 



4.3 Four-input microwave rectangular waveguide combiner 

The four-input waveguide splitter, according to this concept, offers a very high working 
bandwidth and low insertion losses, providing a good reason for the design of solid-state 
high power modules. The concept of construction may be applied to any rectangular 
waveguide, in frequency band related to its dimensions. 

The example structure shown below is assumed to work in X-band (Szczepaniak, 2007). It is 
based on a standard X-band rectangular waveguide R-100 with a short at one end. The input 
port for the splitter is the waveguide and the four output ports are of 50 Ohm coaxial type. 
The cross-sectional diagrams of the discussed structure are shown in Fig 8. 
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Fig. 8. Five-port waveguide splitter/ combiner 

The coupling is performed by means of four coaxial probes, made from 50 Ohm coaxial line 
with the outer conductor removed. The probes are inserted into the waveguide in the plane, 
at a certain distance Ls from the shorted end. 

In order to achieve four-way equal power dividing and avoid reflections, the equivalent 
impedance in the plane of the probes insertion must equal wave impedance Z w . As the four 
probes are connected parallelly, each one should be regarded as the impedance four times 
higher than that of the wave. The probes are connected to further microwave devices, e.g. 
amplifying modules, which have input/ output reference impedance Zo=50 Ohm. Therefore, 
each probe must work as an impedance transformer from value Zq to 4*Z W (Eq. 8) 



Z . = 4Z =n -Z n 

probe w 



(8) 



where n is the equivalent transforming ratio, which fulfills the condition (8). This is a 
simplified case and it can be assumed for the ideal transforming probes and a single 
frequency. In such case, the presence of a quarter-wavelength section of the waveguide and 
its frequency dependence can be temporarily neglected. The situation is shown in Fig. 9 
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Fig. 9. Simplified equivalent circuit of four-probe splitter at centre frequency 

The length of the probe L p and the distance xs (Fig. 8) from the lower waveguide wall are the 
parameters to be optimized in order to obtain a wide frequency bandwidth where the input 
reflection coefficient is as close as possible to the desired value. Furthermore, one can begin 
the design of the power splitter from the design of one probe which fulfils the condition (8). 
In such case, the starting point of the design is a section of the waveguide with length equal 
to the odd number (2m+l) of quarter guided wavelength X w , as shown in Fig.10. 



Z =50Ohm 




Fig. 10. Configuration of one probe inside a waveguide 



After one probe has been optimized fully, a four-probe circuit is to be simulated. The pre- 
optimized probes are inserted symmetrically with respect to the main longitudal axis of the 
waveguide. Next, the second issue must be considered. Inserting the probes into the 
waveguide causes disturbance of the field distribution, excitation of higher order modes, 
and, therefore, creates additional parasitic susceptances which add to the admittance seen 
via the probe. As a result, the final stage of design concerns simulation of four pre-designed 
probes with the shorted section of the waveguide. The optimization of the probe's 
parameters (the same as before) together with the length of the shorted waveguide section 
gives the final matching of susceptances in the plane of probes insertion. This way it is 
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possible to obtain broadband matching, which gives a wide frequency range of a very low 
reflection coefficient for full power splitter and flat transmission to each of four outputs 
approaching to ideal value of -6dB. 

The splitter structure proposed here has an interesting additional feature. The transmission 
from the waveguide port to the coaxial ports placed on one of the wide waveguide walls 
differs in phase from the transmission to the ports on the other wide wall. It is because the 
probes are inserted in parallel to the lines of the electric field of Hio mode. The phase 
difference equals n. Due to the fact that all the probes are inserted close to each other 
without any additional shielding, which may be additionally considered, the values of the 
isolation between them are not high. This is about -3dB for opposite probes (between wide 
walls) and about -lOdB for adjacent probes (on the same wide wall). 
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Fig. 11. Example of measurement results 
coax ports for two coax outputs 



transmission characteristics from waveguide to 



The structure of the four-way power splitter shown here offers a frequency bandwidth 
many times wider than an equivalent, four-way distributed waveguide structure. It may be 
used together with standard waveguide T-junctions in order to achieve simple eight-way 
power splitter by connecting two of them. Such a structure will still have wider bandwidth 
than a distributed wave one. The insertion losses are sufficiently small, about 0.2-M3.3 dB, 
and the input reflection coefficient is low enough to make this splitter an attractive 
alternative to distributed waveguide structures. There is a phase difference, equal to n 
between transmissions from waveguide port to outputs placed on the opposite wider walls 
of the waveguide, which may be useful in some measurement applications. The proposed 
structure is also very simple. And finally, although it has a relatively low isolation between 
output coaxial ports, in the case of symmetrical power combining, when the amplifiers are 
designed to have good matching to 50 Ohm, this power splitter/ combiner works properly. 
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An example of application is shown in Fig. 12 (Szczepaniak et al, 2009). Here four 
amplifying modules are connected to two identical splitting/ combining structures. 




Fig. 12. Example of high power X-band amplifier using four-input rectangular waveguide 
power splitter and combiner. 



4.4 Eight-input microwave circular waveguide combiner 

The following splitter structure comprises a section of cylindrical microwave waveguide 
and nine coax-based probes (Szczepaniak & Arvaniti, 2008). The waveguide has two circular 
walls which transform the waveguide into a resonator. The input probe is inserted in the 
center of one of the circular walls and the remaining eight probes are inserted into the 
second circular wall. The probe insertion points form a circle, whose center corresponds to 
the center of the second wall. 
The cross-section and 3D view of the splitter structure are shown in Fig. 13 and 14. 



Fig. 13. Nine-port circular waveguide power splitter/ combiner 
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In order to provide tuning possibility for all the output probes eight screw tuners are 
inserted in the wall containing the input probe. The tuners are placed according to the 
positions of the output probes but on the opposite wall. 

All the probes are made as sections of 50 Ohm coaxial line with outer conductor removed 
from the part inserted inside the cavity. In this case special coaxial jacks from Radiall 
containing special Teflon-covered pin with diameters corresponding to a 50 Ohm line have 
been used. 

The inner cavity dimensions and probes placement are optimized to obtain minimal input 
reflection coefficient and uniform power division. Each of the probes transforms 50 Ohm 
line characteristic impedance to a value loading the cavity. Symmetrical probe insertion 
gives symmetrical field disturbance and distribution. Careful design gives optimal power 
transfer from center probe to eight output probes and vice versa. 

The number of output probes may be different. It depends on a designer's needs. The key 
factor is to control the field distribution inside the cavity during the design process. For each 
desired number of inputs the optimization procedure gives the dimensions and positions of 
the probes and the dimensions of the cavity. 




Fig. 14. Manufactured model structure of nine-port power splitter/ combiner 
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This example structure is designed to work in X-band. Assuming that the working 
bandwidth is defined by 0.5 dB drop of transmission coefficient, the obtained bandwidth is 
equal to about 8.3-10.7 GHz. Within the working bandwidth, all the measured 
characteristics fall within the range -9 dB +/- 0.5 dB. Depending on the application, the 
useful working bandwidth may be defined differently, for example on the basis of ldB-drop 
of the transmission. 

For purposes of power combining from microwave amplifiers the combining losses should 
be as low as possible. The test structure presented here does not have silver or gold plating 
inside the cavity, therefore, the insertion losses may be decreased further. The input 
reflection coefficient has an acceptable value lower than -lOdB within the working band. 
An example of measurements results for the test structure of the splitter is shown in Fig. 15. 
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Fig. 15. Example of measurement results 
input to one of coax output port 



transmission characteristics from centre coax 



5. Conclusion 



Solid-state power sources based on spatial power combining may successfully replace TWT 
central transmitters. This method of power combining offers several advantages compared 
to the use of multi-level three-port based approach. In high power transmitters it is 
important to reduce the combining losses to as low as possible. Spatial combining does not 
suffer from additive accumulation of insertion losses and phase mismatches of individual 
devices as in the tree-structure of cascaded two-input combiners, which is the reason why it 
is very promising. 

In case of failures of power transistors, solid-state transmitter exhibits soft output power 
degradation. The radar coverage, which may be calculated for a given number of working 
modules, reduces softly while failures proceed. It, therefore, gives additional reliability to 
radar systems using power sources based on spatial combining. 
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According to most recent developments, in the case of single transistor/ semiconductor 
amplifiers, we are approaching the limits of power density and combining efficiency. On the 
other hand, combining large numbers transistors on-chip eventually becomes impractical. It 
results in most of the semiconductor area being occupied by the passive matching and 
combining circuitry. Furthermore, losses in the semiconductor transmission lines are 
relatively high. These factors limit combining efficiency. In order to realize solid-state 
components with higher power and efficiency, new kinds of combining techniques have to 
be used. They should integrate large numbers of devices with minimal signal splitting and 
combining losses. Additionally, the desired amplitude and phase relationships between 
summing channels should be maintained. Spatial or quasi-optical techniques provide a 
possible solution. Additionally they give promising phase noise degradation for power 
transmitter. 

The future challenges are as follows: critical power in one combiner (to avoid discharge or 
damage of a probe), effective cooling and heat transfer from individual power transistors, 
automatic failure detection and current temperature sensing, easy access to repair, or finally 
application of automated tuning procedures and circuits for testing and output power 
optimization. 
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1. Introduction 

Microwave power transistor play a key role in today's communications system and they are 
a necessary component for all major aspect of human activities for entertainment, business 
and military applications. Recent developments in wireless communications have 
drastically increased the need for high-power, high efficiency, linear, low-cost, monolithic 
solid-state amplifiers in the 1-30 GHz frequency range. Because of these needs, there has 
been a significant investment in the development of high performance microwave 
transistors and amplifiers based on Si/SiGe, GaAs, SiC and GaN. 

Improving device performance by improving the semiconductor physical properties is one 
of the method that can be followed in order to fabricate better devices. As proposed by 
Johnson (Johnson, 1965) the power - frequency product depends from the carrier saturation 
velocity and the semiconductor critical electric field. This means that once a semiconductor 
material is chosen the device performance will not improve behind certain values, unless 
material properties improves. On the other hand, it has been shown in the literature that 
device performance can be greatly enhanced by adopting dedicated device structure and 
fabrication methods without changing the semiconductor material. One of these structures 
is the so called field plate structure. This structure has been successfully implemented in RF 
GaAs- and GaN-based devices (Asano et al, 1998; Ando et al, 2003; Chini et al, 2004; Chini 
et al., 2008; Wu et al., 2004; Wu et al. 2006) boosting device power performance by 2-4 times 
compared to conventional ones. The origin of this improvement has been associated by 
many authors to at least two reasons. The first one is related to the observed increase in 
device breakdown voltage. Increasing the device breakdown voltage means that the device 
can operate at higher voltages and thus, keeping constant the device current, higher output 
power levels. The second one is instead related to a reduction of a parasitic effect which is 
called DC-to-RF dispersion or drain current-collapse (Asano et al., 1998, Ando et al.,2003; 
Chini et al., 2004; Chini et al., 2008). When the device is affected by this phenomenon, drain 
current levels reached during RF operation are lower than those recorded during DC 
measurements. As a consequence, the device output power during RF operation decreases 
and device performance are lower than expected. Several authors have experimentally 
observed a reduction in current-collapse for device fabricated with a field plate structure 
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pointing out that beside increasing the device operating voltage the field plate structure 
helps also in preventing drain current-collapse resulting in improved large signal RF 
performance compared to device without field plate. 

The aim of this chapter is to provide to the reader insights into field plate operation and its 
geometrical optimization. After giving some basic definitions concerning the operation of an 
RF-power device, which will be used in order to quantify the performance of the devices 
studied, the optimization of a gate-connected single field-plate GaAs-based pHEMT will be 
presented. Field plate geometrical parameters will be varied in order to show how they can 
affect device properties such as breakdown voltage, maximum output power and small 
signal performances. It will be thus possible to quantify the maximum improvement that 
can be achieved by using a gate connected single field plate. Finally, some advanced field 
plate structure will be discussed and compared in order to point out their advantages with 
respect to the gate connected single field plate structure. 

2. Simulated device structure and simulation parameters 

For the evaluation of the field plate benefits this author has decided to focus on a typical 
GaAs-based pHEMT device structure for power applications. All the numerical simulations 
that will be presented have been carried out by means of the commercial DESSIS-ISE 
(Synopsis Inc.) simulator. The device structure used for numerical simulations in this work 
is depicted in figure 1 and is composed as follows, starting from the bottom: a semi- 
insulating GaAs substrate, an undoped 50nm thick AlGaAs back-barrier, an undoped 15nm 
thick InGaAs channel, a 5nm thick AlGaAs spacer which is n-doped with a 2xl0 17 (cm- 3 ) 
concentration, a delta-doped layer with a concentration of 2xl0 12 (cm- 2 ), a 25nm thick 
AlGaAs barrier which is n-doped with a 2xl0 17 (cnv 3 ) concentration, a 20nm thick GaAs cap 
layer which is 2xl0 17 (cm- 3 ) n-doped. Although not necessary for the simulation process a 
brief description of a possible process for the realization of the simulated device is also 
provided in the following. The fabrication of pHEMT devices typically starts with the 
deposition of the source and drain ohmic contacts on the cap-layer followed by device 
isolation carried out either by ion-implantation or mesa isolation. A this point a SiN 
passivation layer is deposited, and its thickness (tsiN) will be one of the parameter that will 
be varied in order to evaluate field plate operation. After that SiN layer has been deposited a 
window is defined trough the SiN layer and the GaAs cap-layer is wet etched. In our case 
the defined window is 0.5um long which corresponds to the gate length of the simulated 
device. At this point, after a realignment lithographic step, the gate metal is evaporated 
forming both the gate contact and a field-plate which is formed by covering with the gate 
metal a portion of the SiN layer from the gate-edge toward the drain contact. The extension 
of the field plate (Lfp) is the second parameter that will be analyzed in order to evaluate the 
effects of adding a gate connected single field plate structure. There are however others 
methods that can be used in order to fabricate field plated devices, although the resulting 
device behaves similarly to the one chosen here for carrying out numerical simulations. As 
proposed by (Chini et al., 2004) the field plate terminal can be formed on a passivated device 
by evaporating a second gate on top of the passivation layer and by forming an electrical 
connection between the gate and field plate terminal by using the common path of gate-pad 
and gate-feeder in the extrinsic device region. 
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Fig. 1. Cross section of the gate connected single field plate device that will be used for the 
numerical simulations. 



As previously stated, the device structure that will be used for numerical simulations 
represents a typical GaAs-based pHEMT device. This device has been chosen for the 
following reasons. First of all GaAs-based pHEMT are already commercially available and 
widely used while other devices (such as GaN HEMTs) have not reached yet a full 
commercialization stage. Secondly, the GaAs, AIGaAs and InGaAs material have been 
widely studied in the past and the physical parameters of these materials are better known 
than those of Nitride based ones. Since this chapter will deal with a simulated device , 
semiconductor parameters such as impact ionization coefficient are easier to find for GaAs- 
based devices, so this author decided to focus on a GaAs pHEMT device. 
Concerning the physical parameters and the numerical simulations, the device structure in 
figure 1 has been simulated by means of hydrodynamic simulation by taking into account 
both gate tunnelling effects from the gate terminal and impact ionization phenomena in the 
InGaAs, GaAs and AIGaAs region of the device. Particularly, impact ionization coefficient 
used for simulation are those reported in (Robbins et al., 1988) for GaAs and AIGaAs and 
(Bhattacharya et al., 1986) for the InGaAs. Finally, during simulation a donor trap located at 
the SiN/ GaAs interface with a 8xl0 12 cm-2 density has been taken into account. The 
8xl0 12 cnr 2 density represent a comparable value with those reported in (Sung et al.,1994; 
Chinietal.,2006). 

After having described the device structure let us move now on the device parameter that 
will be simulated in order to evaluate the effects of the field plate geometry on device 
performance. Since we are dealing with an RF power device and since we are interested in 
evaluating the improvement in its performance due to the adoption of a field plate structure 
it is mandatory to summarize some concepts and parameter extraction methods before that 
this analysis can be presented. One of the most interesting parameter for a device is its 
maximum output power density, typically measured in W/mm, which corresponds to the 
maximum output power that a 1mm wide device can deliver to a load. However, before any 
prediction of device performance is carried out we have to firstly define how the expected 
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maximum output power can be extracted from the output I-V characteristics of said device. 
It can be shown (Cripps, 1999) that if the device drives a maximum current which is 
represented by Imax, has a knee-voltage given by Vknee and that the maximum applicable 
voltage is given by the breakdown voltage Vbreak the maximum linear power that can be 
obtained from the device when used as a class A linear amplifier is given by: 



Pout,lin-Imax * (Vbreak- Vknee) / 8 



(i) 



If the maximum drain current Imax is expressed in terms of A/ mm equation 1 yields the 
maximum linear output power density. Another parameter that can be extracted, and 
usually easier to measure experimentally, is the saturated output power density. It can be 
demonstrated (Cripps, 1999) that the saturated output power is 2.1dB higher than the output 
linear power, or equivalently that: 



Pout,sat-1.61*Imax * (Vbreak- Vknee) / 8 



(2) 



Thus, in order to predict the maximum output power that a device can deliver to a load 
with respect to the two field plate parameters (Lfp and tsiN) simulations concerning the 
open-channel condition, i.e. high drain currents low drain voltages, and simulations aimed 
at the extraction of the breakdown voltage need to be performed. In order to extract the Imax 
and Vknee parameters the device has thus been simulated by applying a positive gate-source 
voltage of 0.8V and by increasing the drain voltage up to 2V. As can be seen in figure 2 the 



0.5 



0.4 

? 
| 0.3 



0.2 
0.1 





V GS =0.8V 


; best 


"knee ^^^ 


- st 'Max / 






yS 






: / 










-----/--: 










; non optin 
■ (VKneeJm 


ial 

ax ) points 






I 











0.5 



1.5 
V D s (V) 



2. 



2.5 



3. 



Fig. 2. Simulated output I-V characteristics for Vgs=0.8V. The choice of the best VkneeJmax 
point of the characteristics is illustrated. 



drain current linearly increases until it reaches the saturation region for drain voltages 
higher than IV. At this point it should be stressed that the device knee voltage and the 
maximum drain current have to be chosen as a point of the simulated I-V characteristics. If 
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the knee voltage is chosen in the linear region the device current will be lower and thus 
output power will be lower, as predicted by equation 1. If the knee voltage value is chosen 
in saturation the term (Vbreak-Vknee) in equation 1 will decrease inducing a decrease in the 
device output power. For this reason, for each of the simulated structure, the optimum 
current-voltage point of the I-V characteristics have been selected for the estimation of the 
maximum output power. 

After describing the simulation procedure used for extracting Imax and Vknee parameters 
lets move now to the simulation used in order to extract the device breakdown voltage. 
Experimentally the device breakdown voltage can be measured by adopting the method 
proposed by (Bahl et al., 1993). For the device studied in this chapter the experimental 
measurement was emulated by means of numerical simulations. With the source terminal 
grounded, a constant drain current level of 1mA/ mm was forced into the device while the 
gate voltage was swept from OV to -1.5V. By monitoring the drain voltage it has been 
possible to obtain the experimental data depicted in figure 3, which qualitatively 
corresponds to the data that can typically be obtained on real devices (Bahl et al., 1993). As 
described in (Bahl et al., 1993) the drain-source breakdown voltage is given by the highest 
value reached from the Vds characteristic during the gate voltage sweep. 




-1. -0.8 
V G s (V) 



Fig. 3. Simulated off state breakdown measurements at a drain current level of 1mA/ mm for 
a device without field plate and a device with LFP=0.2mm and tSiN=50nm. The highest 
drain voltage reached during the measurement (BVds) represents the maximum drain- 
source voltage that can be applied before reaching breakdown condition. 



After defining the equation used for the evaluation of the device maximum output power, 
and the simulation methods used for extracting the device breakdown, knee-voltage and 
maximum drain current we can move to the next stage of this section that is represented by 
the analysis of the dependence of breakdown voltage and output power from the field plate 
parameters Lfp and tsiN- 
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3. Breakdown dependence from field plate geometry 

After describing the device used for the simulation and the parameter used, it is now 
possible to start analyzing the effects of the field plate geometry on device breakdown. As 
previously stated, field plate geometry has been varied by acting on two parameters: the 
field plate length Lfp and the silicon nitride dielectric layer thickness (tsiN). Particularly , 
values of 0.2,0.4,0.6,0.9,1.2 and 1.6um have been taken into account for Lfp, while thicknesses 
ranging from 30 to 90nm have been used for tsiN- Various simulation have been carried out 
in order to simulate all the devices and the results in terms of breakdown voltage are 
summarized in figure 4. At a first glance it is possible to notice that, except for the case 
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Fig. 4. Dependence of the device breakdown voltage from the field plate geometry. An 
optimized field plate can increase the breakdown voltage from 10.8V up to 46.6V. 



where tsiN is equal to 90nm, the device breakdown voltage increases at the increasing of Lfp 
until it saturates at different voltage levels for different tsiN values. Moreover we can also 
notice that the breakdown voltage increases at the increasing of tsiN as long as tsiN is not 
larger than 70nm. In fact, the largest breakdown voltage is reached with LFp=1.6um and 
tsiN = 70nm and its simulated value resulted to be 46.6V which is more than 4 times larger 
than the breakdown of the device without field plate which resulted to be 10.8V (Vdg at 
breakdown is approximately 11.5V), see figure 3. By increasing the tsiN value over 70nm the 
breakdown voltage start to decrease quite rapidly reaching a 15.3V value when tsiN is equal 
to 90nm. 

Running all the simulation with different geometrical parameters brings us to the following 
conclusions, that of course will be explained in the following: 

1) increasing Lfp initially increases the breakdown voltage 

2) increasing Lfp after a certain value does not give any further increase in device 
breakdown voltage 

3) there is an optimum SiN thickness that maximize the device breakdown voltage 
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Now, in order to better understand the field plate "action" it is necessary to look at the 
electric field profile at breakdown condition for the various geometry tested. First of all, a 
comparison between the device without field plate and a device with field-plate can explain 
where the increase in breakdown voltage comes from. As can be seen in figure 5 the electric 
field profile of the device without field plate presents a single peak located at the 
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Fig. 5. Electric field profiles at breakdown in the device InGaAs channel for a device without 
field plate and for a device with field plate. When a field plate is added the electric field 
profile shows two peaks, one located at the gate contact edge, the other located at the field 
plate contact edge. 

drain edge of the gate contact. This high electric field gives raise to at least two mechanisms 
that contribute to drive the device into breakdown. The high electric field at the edge of the 
gate contact enhances electron tunnelling from the gate to the device channel increasing, in 
absolute value, the total gate current (Meneghesso et al., 2003). The other mechanisms that 
take places are instead impact ionization phenomena which gives raise to the formation of 
electrons and holes pairs. The electrons are collected from the drain contact while holes are 
collected from the gate and the source terminal (Meneghesso et al., 2003). Since holes are 
coming out from the gate terminal their current has the same sign as the electrons one. As a 
consequence gate current becomes more negative when impact ionization phenomena are 
taking places. Since both of this mechanisms are triggered by high electric fields, it is clear 
that one way to increase the device breakdown is to lower electric field values in the gate- 
drain device region while increasing the area of the electric field profile. In fact this is what 
happens if we observe the electric field profile at breakdown for a device with a field plate. 
First of all two electric field peaks are present in the gate-drain device region, and secondly 
the electric field profile has a largest area which corresponds to an higher breakdown 
voltage. So the ability of the field plate structure in increasing the breakdown voltage is 
related to the splitting of the electric field peaks and its distribution across the gate-drain 
region. 
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3.1 Dependence of Breakdown from the dielectric layer thickness 

Let us move now to some electric field profile obtained for tsiN=30,70 and 90nm with a 
constant Lfp of 1.6 Jim. As can be seen in figure 6 the electric field profile at breakdown for 
tsiN=30nm presents two electric field peaks but the one at the gate edge is smaller than that 
at the field plate edge. On the other hand the electric field profile at breakdown for 
tsiN = 70nm presents two balanced electric field peaks while the electric field profile at 
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Fig. 6. Electric field profiles at breakdown in the device InGaAs channel for field plated 
devices with different dielectric layer thicknesses. 



breakdown for tsiN=90nm shows only one electric field peak located at the gate edge. From 
figure 6 it is also straightforward to notice that the electric field profile with the largest area 
is the one with tsiN = 70nm which actually corresponds to the field plate geometry that yields 
the highest breakdown voltage. In order to better understand the mechanism relating the 
device breakdown voltage with the thickness of the SiN layer it is now useful to consider the 
pinch-off voltage of the MIS structure formed by the field plate terminal, the SiN layer and 
the active layers of the pHEMT. Numerical simulations carried out on the structure depicted 
in figure 7 by applying a small drain to source voltage of 0.1V and by sweeping the field 
plate voltage towards negative values show that the pinch-off voltage of this structures 
increases at the increasing of the SiN thickness. As can be seen in figure 8, the pinch-off 
voltage for a 30nm SiN thick MIS structure is about -8V, while it increases up to -27V for a 
90nm SiN thick MIS structure. 

Since for tsiN = 30nm the field-plate terminal will deplete the InGaAs and GaAs layers located 
below it once a total reverse gate-drain voltage of 8V is applied, the electric field peak at the 
gate edge will be frozen at the value reached for Vdg = 8V and when the Vdg voltage will be 
increased another electric peak will form at the field plate edge. Since the pinch-off voltage 
for tsiN=30nm is much smaller than the Vgd voltage at which the device without field plate 
reaches breakdown condition, see figure 3, the electric field peak value will be lower at the 
gate edge (about 0.4MV/cm) with respect to the value reached at breakdown for the device 
without field plate (about 0.75MV/cm, see figure 3). For Vdg voltages larger than 8V the 
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Fig. 7. Cross section of the simulated MISpHEMT structure. 
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Fig. 8. Simulated pinch-off voltages for the MISpHEMT structures for different values of the 
dielectric thickness. For tsiN=30nm the pinch-off voltage is approximately -8V while it 
increases, in absolute value, up to -28V when tsiN is equal to 90nm. 

device with tsiN experiences thus the formation of a second electric field peak at the field 
plate edge which eventually reaches a level of 0.9MV/cm when the device breakdown 
condition occurs. Thus, for small values of tSiN the electric field profile shows two peaks the 
smaller one located at the gate edge. 

An opposite behaviour can be observed instead for tsiN=90nm. Since the pinch-off voltage of 
the MIS structure is larger (about -27V) the field plate is not able to deplete the gate drain 
access region before breakdown condition at the gate edge occurs. The electric field peak is 
thus located at the gate edge and since the second peak does not form at the field plate edge 
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the increase in the electric field profile area is very low. As a consequence, the improvement 
in terms of breakdown voltage is very low. Finally, when analyzing the electric field profile 
for tsiN = 70nm it is straightforward to notice that the electric field peaks at the gate and field 
plate edges are both approximately 0.7MV/cm. This means that the field plate has started to 
deplete the gate-drain access region just before the device was reaching breakdown at the 
gate junction. This is the best solution in order to achieve high breakdown voltages, since 
once the field plate depletes the gate-drain region any other increase in the Vdg reverse 
voltage will give rise to an increase in the depletion region at the field plate edge while the 
electric field at the gate edge will remain almost unchanged. Although the pinch-off voltage 
of the MIS structure for tSiN=70nm is about -21V the reader might ask why the field plate is 
able to increase the breakdown voltage that should happen for a Vgd of approximately 12V. 
It should be noted that the field-plate starts to deplete the gate drain access region at Vgd 
voltages of about 11-12V. Even if small, any decrease in the charge concentration of the gate 
drain access region will help in improving the breakdown voltage and it is this small 
modulation that prevents the device for reaching breakdown before the field plate fully 
depletes the gate drain access region. This is the reason for which the field operation it is still 
possible also for tsiN=70nm although the pinch-off voltage of the MIS structure is slightly 
larger. 
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Fig. 9. Simulated output I-V characteristics with Vgs = 0.8V for different values of the 
dielectric layer thickness. Thin dielectric layers help in lowering the electric field peak at the 
gate edge, thus reducing the device output conductance when the device operates in the 
saturation region. 



Concerning the dependence from tsiN of the field plate operation it is thus possible to 
conclude that if the dielectric layer is too thin the field plate will give some advantages in 
terms of device breakdown but they might not be the best one achievable. Increasing tsiN 
will bring to the best result which correspond in having two balanced peaks at the gate and 
field plate edge in the electric field profile. Finally, if tsiN is too thick there might not be any 
field plate operation at all since the device will reach breakdown condition before that the 
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field plate can actually start to deplete the gate drain access region. It is interesting to notice 
also that the dependence of the electric field peak at the gate edge from the thickness of the 
SiN layer can be seen when comparing the output I-V characteristic in the saturation region 
for the simulated devices. As can be seen in figure 9 the device with the thinnest silicon 
nitride layer has a lower output conductance which increases at the increasing of the tsiN 
parameter. This is a consequence of the lowering of the electric field peak value at the gate 
edge compared to the value reached for the device without field plate. 

3.2 Dependence of Breakdown from the field plate extension 

After gaining some insights in the dependence from tsiN of the breakdown voltage it is 
possible now to analyze its dependence from the field plate length parameter by keeping the 
SiN thickness constant to a value of 50nm. As can be seen in figure 10 the electric field 
profile for LFp=0.2mm present two electric field peaks very close to each other while by 
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Fig. 10. Simulated off state breakdown measurements at a drain current level of 1mA/ mm 
for a device without field plate and a device with LFP=0.2mm and tSiN=50nm. The highest 
drain voltage reached during the measurement (BVds) represents the maximum drain- 
source voltage that can be applied before reaching breakdown condition. 

increasing Lfp=0.6 |um splits the two electric field peaks inducing an increase in the electric 
field profile area which results into an increase in device breakdown voltage. Increasing 
further the Lfp value shifts the peak at the field plate edge away from the gate one thus 
increasing the electric field area when the device reaches breakdown condition. This results 
into an increase of the breakdown voltage. However, at the increase of Lfp, the electric field 
in the region between the two peaks (i.e. gate edge and field plate edge) decreases. This 
explains the decreases of the derivative of breakdown voltage versus field plate length at the 
increasing of Lfp. In fact, the electric field area (and thus the breakdown voltage) does not 
increase significantly once the two peaks are far away from each other. 
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4. Output power and small signal parameters dependence from field plate 
geometry 

By combining the results obtained for the device breakdown voltage by emulating the 
breakdown measurement technique by means of numerical simulations, and by simulating 
open channel I-V characteristics from which the optimum Imax and Vknee parameters can be 
extracted it is now possible to estimate the expected output power for the different field 
plate geometries that have been taken into account. Moreover, since the field plate terminal 
adds a parasitic capacitance between the gate and the device channel, s-parameter data have 
also been simulated in order to extract the device current gain cutoff frequency f t and the 
power gain cutoff frequency f m ax- The benefits of the field plate geometry will thus be 
evaluated in terms of absolute power levels and in terms of power-frequency product both 
by considering f t and f max as the frequency terms. When looking at the absolute power level 
that can be reached by adding the field plate structure to the simulated pHEMT device it can 
be seen that they follow the results previously obtained for the breakdown voltage values. 
In fact, since the field plate action typically takes place at high Vdg voltages the parameters 
Imax and Vknee are almost unaffected from the field plate geometry. As a consequence the 
only term in equation 2 that strongly depends for the field plate geometry is the device 
breakdown voltage. As can be seen in figure 11 numerical simulations predicts that the 
output power density can be improved from 0.9W/mm for the device without field plate up 
to a value of 4.3 W/ mm in the best case which corresponds to tsiN = 70nm and Lpp=1.6|um. The 
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Fig. 11. Extracted saturated output power level for a device without field plate and for all 
the field plate geometries considered. The optimum field plate configuration yields a 
saturated output power of 4.3W/mm which represents an improvement of more than four 
times compared to the device without field plate. 



value of 4.3 W/ mm is quite impressive compared that is obtained with a Ga As-based device 
but it should be noted that power densities in the 2 to 3.5 W/mm range have been reported 
in the literature for GaAs pHEMT (Fanning et al, 2007; Chini et al, 2008), while GaAs 
pHEMT without field plate typically operate in the 0.7-1 W/mm range (Ross et al., 1996; 
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Chini et aL, 2008). The obtained 4.3 W/ mm value is of course optimistic since it does not take 
into account other phenomena, such as device self-heating, that might degrade device 
operation, nevertheless it gives us an important information in terms of which is the 
// boosting // factor of a gate connected single field plate structure. In terms of absolute power 
an optimized field plate device can reach power densities up to 4.7 times higher than the 
device without field plate. 

While everything seems to be very exciting in terms of output power it is now mandatory to 
evaluate the effects of the added field plate structure to the small-signal performances of the 
device. Several authors have reported a decrease in device power gain when adding field 
plate structures (Asano et aL, 1998; Ando et aL, 2003; Wu et aL, 2004), and the main reason 
has been related to the added parasitic capacitance between the field plate and channel 
capacitance which gives rise to an increase in the device gate drain capacitance. The effect of 
increasing the gate drain capacitance is to reduce both the current gain cutoff frequency and 
the power gain cutoff frequency whose expression are given by (Ross et aL, 1996): 

f t =g m /[2ji(C G s+C G D)] (3) 

fmax=ft[4 go (Rs+Ri+R G )+2(CGD/CGs)((CGD/C G s)+gm(Rs+Ri))]- 1 /2 (4) 

From equations 3 and 4 it is straightforward to notice that in order to improve the current 
gain and power gain cutoff frequency all parameters have to be as low as possible except for 
the device trasconductance g m which has to be as large as possible (Ross et aL, 1996). Let us 
move now to the evaluation of field plate geometry on the device current gain cutoff 
frequency. The small signal parameters for all the field plate geometries previously 
considered have been extracted at a gate-source voltage of 0V and at a drain voltage of 3V. 
With these values the device is biased into saturation and its current is approximately 
0.2A/mm which corresponds to approximately half the maximum current considered for 
the estimation of the maximum saturated output power. In order to take into account the 
effect of gate resistance, which is affecting the extraction of the power gain cutoff frequency, 
the simulated device has been modelled as a lOxlOOum wide device. Since the field plate 
terminal contributes in reducing the device fingers resistance, the total gate resistance used 
during simulation has been scaled accord ling to Lfp+Lg. Particularly for the device without 
field plate, where Lc=0.5um, a total gate resistance of 0.7 Ohm has been considered while for 
the devices with Lpp=0.2|Lim a total gate resistance of 0.5 Ohm has been used. The value used 
for Rg are reasonably comparable with those of commercially available pHEMT devices 
with comparable gate lengths. As can be seen in figure 12 the devices with field plate show 
always lower f t values that the device without field plate. This decrease in f t is due to the 
added gate capacitance that forms between the field plate terminal and the device channel. 
In fact by considering the simulated g m and Cg values, see figures 13 and 14 it is straight 
forward to notice that field plated devices have higher gate capacitance, up to 9 times higher 
than the device without field plate, while the trasconductance value experiences only a 
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Fig. 12. Simulated current gain cutoff frequency for different field plate geometries. Using 
thin dielectric layer and/ or large field plate extensions result in a large reduction of the 
device current gain cutoff frequency. 
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Fig. 13. Simulated intrinsic device trasconductance as obtained by small-signal parameters 
for different field plate geometries. Changes observed are within 10% of the trasconductance 
value of the device without field plate. 

small decrease which is less than 10%. The decrease in f t is thus due to the increase in the 
total gate capacitance which increases at the increasing of the field plate extension Lfp and at 
the decreasing of the dielectric layer thickness tsiN- The reader might notice that the 
dependence of Cg from Lfp is not linear. This is due to the fact that since the device is biased 
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Fig. 14. Simulated total gate capacitance as obtained by small-signal parameters for different 
field plate geometries for Vgs=0V and Vds=3V. Due to the field plate terminal the gate 
capacitance can increase up to 9 times compared to the device without field-plate. 
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Fig. 15. Simulated total gate capacitance as obtained by small-signal parameters for different 
field plate geometries for Vgs = 0V and Vds = 0V. The total gate capacitance increases linearly 
with the field plate extension parameter (Lfp). 

into saturation a portion of the gate drain access region is depleted. For this reason Cg does 
not scale linearly with Lfp. If the Cg values are extracted by keeping gate, source and drain 
terminal all at 0V one can obtain the Cg value depicted in figure 15 where the linear 
dependence of Cg from Lfp is clearly visible. 
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Fig. 16. Simulated power - current gain cutoff frequency product for some of the field plate 
geometries considered. The best result of the field plated devices is obtained with tsiN = 30nm 
and LFp=0.2|Lim. 
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Fig. 17. Simulated power - current gain cutoff frequency product for some of the field plate 
geometries considered. The best result of the field plated devices is obtained with tsiN=30nm 
and LFp=0.2|Lim. 

After having extracted the f t values, it is possible now to calculate the power - current gain 
cutoff frequency product for the various geometries here considered. Has can be seen in 
figures 16 and 17, where the power - current gain cutoff frequency product are depicted, the 
best field plate geometry for improving this figure of merit is represented by the 
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Fig. 18. Simulated power - power gain cutoff frequency product for some of the field plate 
geometries considered. The best results of the field plated devices are obtained with tsiN 
ranging from 30 to 50nm and Lfp ranging from 0.4 and 0.6|um. 
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Fig. 19. Simulated power - power gain cutoff frequency product for some of the field plate 
geometries considered. The best results of the field plated devices are obtained with tsiN 
ranging from 30 to 50nm and Lfp ranging from 0.4 and 0.6|um. 

combination of LFp=0.2um and tsiN = 30nm. High values of this FOM are also reached for the 
field plate geometries with large Lfp (1.2 and 1.6 urn) and tsiN values (70 and 80nm). 
Since the simulated structures represent typical power devices it is also interesting to 
evaluate the device performance in terms of another figure of merit. Particularly, the f ma x 
values have been calculated from the small-signal simulations and another FOM defined as 
the power - power gain cutoff frequency product has been considered. As can be seen in 
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figures 18 and 19 the best FOM values are obtained with Lfp values in the 0.4-0. 6um range 
for tsiN values in the 30 to 50nm range where power - power gain cutoff frequency products 
higher than 500 WxGHz/mm can be obtained. Thus, concerning this FOM, an optimum 
field plate geometry can increase by up to 5 times the power - power gain cutoff frequency 
product. Some comments are however mandatory on the results obtained. The numerical 
simulations carried out might not take into account all the real device parasitics, so the 
absolute value of the parameters extracted might not be too realistic. On the other hand, 
their ratio should instead be quite reasonable giving us an approximate value for the 
improvements that one can expect by adopting an optimized field plate geometry. But 
where does the improvement come from? As written in equation 4 the f max can be improved 
by decreasing all the parasitics. In our case it might look like parasitics are increasing since 
the field plate structure increases the gate drain capacitance. However, by looking into the 
small signal parameter data, one can notice that the device output conductance g decreases 
when the field plate structure is adopted. As can be seen in figure 20, the device go can be 
reduced by up to 25 times for the case of LFP=1.6um and tsiN = 30nm. Beside the reduction of 
go, another term that is improving with the increase of Lfp is the total gate resistance which 
value decreases at the increasing of Lfp. The effects of the reduction of g D and Rg are thus 
counter balancing the increase in the added capacitance at least within a certain range of Lfp 
and tsiN givi n g r i se to a 5 times improvement of the power - power gain cutoff frequency 
product when an optimum field plate geometry is adopted. 
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Fig. 20. Dependence of the device output conductance from the field plate geometry. Thin 
dielectric layers yield lower value of the device output conductance. 
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5. Advanced field plate structures 

When analyzing the performance of the gate connected single field plate it has been shown 
that the field plate is able to increase the device breakdown by splitting the electric field 
peak at the gate edge into two peak located at the gate and the field plate edges. On the 
other hand, the added parasitic capacitance decreases or limit the small-signal performance. 
In order to further improve the device performance in terms of breakdown and/ or small 
signal characteristics two different advanced field plate structure can be implemented. 
The first one is represented by a double field plate structure (Y.-F. Wu et al., 2006) where 
basically two field plate terminal are placed in the gate drain access region, see figure 21. 
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Fig. 21. Simulated advanced field plate structures. Top: double field plate structure 
connected to the gate terminal. Bottom: source connected single field plate structure. 



The benefits arising from this structure are that the breakdown voltage can be further 
improved compared to the maximum achievable by a single field plate structure, and that it 
is possible to decrease the added capacitance while obtaining higher or comparable 
breakdown voltages with respect to the single field plate geometry. The first field plate 
increases the breakdown voltage of the device while the second field plate can be placed on 
a dielectric thickness larger than those needed for single field plate operation. Nevertheless 
the second field plate further increase the device breakdown voltage. Numerical simulations 
have been carried out by adding a double field plate structure to the pHEMT device. A first 
field-plate with tsiN=30nm and LFp=0.2um and a second field plate with tsiN = 90nm and 
LFp=1.4um have been adopted. As can be seen in figure 22 the breakdown voltage reaches 
59.6V, while when looking at the electric field profile at breakdown, see figure 23, three 
peaks are clearly visible. One is located at the gate edge, the second one at the edge of the 
first field plate and finally the second one is located at the edge of the second field plate. The 
double field plates device has reached a power - current gain cutoff frequency product of 
50.7 which is larger than 42.2 that represents the best achievable power - current gain cutoff 
frequency product from a single field plate structure. 
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A second advanced structure is represented by the source-connected field plate, see figure 
21. Basically, instead of connecting the field plate terminal to the gate one, it is connected to 
the source which remains usually grounded during normal operation. 




v GS (V) 
Fig. 22. Simulated off state breakdown measurements at a drain current level of 1mA/ mm 
for a device with a source connected single field plate structure and for a double field plate 
structure device. 
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Fig. 23. Electric field profiles at breakdown in the device InGaAs channel. The device with a 
source connected field plate shows two electric peaks while for the double field plate device 
three peaks are clearly visible. 

At the increasing of the drain voltage, since Vds will become more positive, the field plate 
will start to deplete the gate-drain access region in a similar way to what happens when the 
field plate is connected to the gate. As long as gate voltages do not differ too much from the 
source voltage (Y.-F. Wu et al., 2004), field plate operation should remain almost unchanged 
in terms of device breakdown. The main advantage of this structure is however related to 
the fact that the field plate parasitic capacitance does not behave as a gate-drain one. Instead 
an increase of Cds will happen, but as can be seen in equations 3 and 4, drain-source 
capacitance does not affect neither f t or f max . A pHEMT with a source connected field plate 
has been thus simulated in order to evaluate the benefits of this structure. A SiN thickness of 
50nm and an LFp=0.8um while leaving a space of 0.1 urn from the gate to the field plate 
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contact was implemented, see figure 21. An off-state breakdown voltage of 33.4V was 
obtained, see figure 22, while the electric field profile at breakdown behaves in a similar way 
to those achievable with a gate connected field plate, see figure 23. The most interesting 
results are however related to the improvements in terms of small signal performance. The 
source connected field plate device has reached a power - current gain cutoff frequency 
product of 80.5 which is almost twice than 42.2 that represents the best achievable power - 
current gain cutoff frequency product from a single field plate structure. 

6. Conclusions 

Numerical simulations carried out on different field plate geometries applied to a GaAs- 
based pHEMT have yielded some insights on the improvements and the limitations of said 
structures. Field plate structure has been and will be used for the fabrication of power 
devices due to the extremely high benefits that can arise from this structure. It has been 
shown that although parasitic capacitance are added to the device, its performance can 
greatly improve both in terms of the power - current gain cutoff frequency and the power - 
power gain cutoff frequency products. The main parameter for some of the field plate 
geometries considered and for the two advanced structure discussed in the previous section 
are reported in table 1. 



Device# 


1 


2 


3 


4 


5 


6 


t SiN (nm) 





300 


500 


700 


500 (Source) 


300/900 


L FP (mm) 





0.2 


0.6 


1.6 


0.9 


0.2/1.4 


BV DS (V) 


10.8 


27 


34 


46.6 


33.4 


59.4 


P out (W/mm) 


0.9 


2.4 


3 


4.3 


3 


5.5 


f t (GHz) 


26.6 


17.6 


8.5 


8.4 


27.2 


9.3 


FOM1 (W GHz/mm) 


23.8 


42.2 


25.8 


36.2 


80.5 


50.7 


FOM2 (W GHz/mm) 


95 


480 


585 


130 


920 


180 



Table 1. Breakdown voltage (BVds), maximum output power (Pout), current gain cutoff frequency 
(ft), power-current gain cutoff frequency product (FOM1) and power-power gain cutoff 
frequency product (FOM2) for some of the field plate structures and geometries that have been 
simulated. 

From the value reported in table 1 it is clear that field plate parameters have of course to be 
tailored to the specific application in order to achieve the best results: higher operating voltages 
and/ or output power densities can be obtained at the expenses of power gain. Advanced 
structures such as source connected field plate and double field plates can further improve 
devices performances by dramatically improving the small signal performance in the case of the 
source connected field plate or by further increasing the device operating voltages in the case of 
the double field plate structure. 
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1. Introduction 

In present fast-growing wireless communications, requires wide bandwidth, low-power and 
low-cost RF circuits [1]. In Fig. 1, it is a simple super-heterodyne transceiver [2], and in this 
diagram, VCO (voltage-controlled oscillator) is one of the most important building blocks in 
the wireless communication system. An optimum performance VCO should include low 
phase noise and wide bandwidth to support several communication standards of wireless 
transceiver, and low power design technique to enhance the battery lifetime. Recently, the 
standard CMOS process technology is better choice to overcome low-cost challenge. The 
choice is also favored by the possibility of system-on-chip integration with digital parts, 
which should save the total chip area and cost. The VCO with multi-band and wideband are 
the current trend [3] - [8]. The methods of increasing tuning range are classified as follows, 
switching inductors or variable inductor [3], switching capacitor modules [4], [5], varactors 
in parallel [6], [7] and capacitive source degeneration [8]. It is a well-known fact that the 
Lesson's model of the single-sideband power spectral density is given by [9]: 



Z{Aw} = 101og 



2FKT 



1 + 



co n 



2Q L Aa> 



2 


/ „ \ 






CO , 






\Aco\ 




V 1 l/J 



(1) 



Where FKT is the effective thermal noise with the multiplicative factor F , Boltzmann's 
constant K, the absolute temperature T; PS is the average power dissipated in the resistive 
part of the tank; Aft is the offset frequency; QL is the effective quality factor of the tank and 
is dominated by quality factor of spiral inductor; 0) Q is the center frequency and CO 3 is 

the corner frequency of the flicker noise. The model describes well the shape of the 
spectrum, and realizes that many parameters affect phase noise performance. Circuit design 
tradeoff of the device parameters is required. 
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Fig. 1. Building blocks of super-heterodyne transceiver [2] 



2. VCO Design 

VCO must be designed carefully, its performance affects the stability of the VCO in the 
transceiver. This section studies how to optimize the circuit design and establish the design 
procedure for a voltage-controlled oscillator (VCO) in the front end of a transceiver. It 
promotes the better quality of communication by decreasing the power dissipation and 
phase noise. This VCO has good data performance between the simulation and 
measurement. 
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Fig. 2. Design flow of VCO 
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2.1 Design flow of VCO 

This VCO was made by TSMC (Taiwan Semiconductor Manufacturing Company) standard 

0.18 | um 1P6M CMOS process technology. In Fig. 2, design process can be divided into the 

following steps: Step 1: Review of related literature, and make design specification. Step 2: 

Design passive and active circuit of the VCO topology. 

Step 3: It is pre-simulated by Agilent Advanced Design System (ADS) with TSMC 0.18 | [im 

RF CMOS process model and fabricated by TSMC 0.18 | um CMOS technology. It is need to 

redesign if the pre-simulation result and design goal are different. 

Step 4: IC layout design using cadence virtuoso and laker. 

Step 5: Layout verification using Calibre DRC (Design Rule Check) and LVS (Layout Versus 

Schematic). 

Step 6: Using the EM simulator with ADS Momentum to perform a numerical 

electromagnetic analysis of the layout. It is 

need to re-layout if the post-simulation and pre-simulation results are different. 

Step 7: The chip is fabricated by TSMC (Taiwan Semiconductor Manufacturing Company) 

0.18 | um 1P6M standard CMOS process technology. 

Step 8: The chips are measured on PCB board or on- wafer. 

2.2 Simple LC Tank VCO Structure 

In Fig. 3, we can analyze several important parts of this simple LC tank VCO structure: 
The part A-LC tank: The tank circuit consists of a high-Q inductor and var actor components. 
Select the model values of inductor and varactor for control oscillatory frequency. Where, Rp 
denotes the passive element loss of LC tank. The part B-Active circuit: Active circuit is used 
to provide negative resistance to compensate for the loss of the LC tank. The part C-Buffer: 
The buffer is designed to drive the 50 ohm load of the testing instruments. 
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Fig. 3. Simple LC tank VCO structure 
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2.3 Schematic of the proposed VCO 

In Fig. 4(a) shows the narrowband VCO which is composed of the complementary cross- 
coupled pair MOSFETs, LC tank and switching tail current transistors. In addition, we add 
the switching capacitor modules for wideband application in Fig. 4(b). A wide-tuning range 
VCO usually accompanies large Kvco (gain of VCO, Kvco=doo/dVtune). But large Kvco of 
VCO will amplify noise on the control node (Vtune) and hence will degrade the phase noise 
performance. We design the small size of PMOS varactors which are capable of providing a 
small gain of VCO, an array of binary switching capacitor modules were used to extend the 
tuning range. In this section we discuss several components such as complementary cross- 
couple pair, LC tank, switching tail current and switching capacitor modules. 
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Fig. 4. Circuit schematics of (a) narrow band VCO without switching capacitor modules; (b) 
wide band VCO with switching capacitor modules 



2.3.1 Complementary cross-couple pair 

There are three merits in the complementary cross-coupled pair which described as follows [10]: 
A. Same current existing, the complementary cross-coupled pair offers higher 
transconductance and faster switching speed on each side. 
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B. The output wave are more symmetrical on each other for rise-time and the fall-time, as 
debate the noise which comes from low frequency noise, 1/f, transferring to high frequency. 

C. In all NMOS structure, the channel voltage is larger than complementary case, Therefore, 
it causes faster saturation speed and larger y value [11]. 

The simple schematic of NMOS cross-coupled pair is shown in Fig. 5. Tl and T2 indicate 
NMOS transistors. The high frequency equivalent circuit with capacitive parasitic is shown 
in Fig. 6(a). And the calculation of input impedance or admittance of the simplified 
equivalent circuit is shown in Fig. 6(b). 




Fig. 5. Simplified schematic of NMOS cross coupled pair 




\c d5 Q^il^ 



(a) (b) 

Fig. 6. Small signal model of Fig. 5 for (a) high frequency equivalent circuit; (b) equivalent 
circuit of impedance calculations 



Let C gd = C gdi //C gd2-> C gs = C gsJ IC gs2> C ds = C dsJ IC ds2 for sim P le calculation of 

the circuit. 

We can obtain the input impedance Z zn as following: 



204 



Advanced Microwave Circuits and Systems 



1 



-+- 



1 



Z.-5- 

J- v 



1 + 



owl as oml gs 

S ^gd ~ Sm\ S ^gd ~ 8m2 



(2) 



Sml + S ^ds Sm2 + ^s 



g.v 



If the transistors size are the same, we can assume that g ml = g m2 — g m an d C ~ C & 

for microwave range in simplified calculation with small dimension device [12]. The Eq. (2) 
becomes as following: 



Z,=- 



-gm + 2sC gd +sC 



(3) 



'"' ds 



If S = JCO is used, then Eq. (3) can be written as following: 

-2gm . 2 «(2C grf +C rfs ) 



Z,„ = 



J 



gm 2 + co 2 (2C gd + C ds ) gm 2 + co 2 (lC gd + C ds ) 

If Eq. (4) Z in = R a — jC a , then R a and C a can be expressed as : 

-2gm ^_ 2co(2C gd +C ds ) 



(4) 



R = 



C = 



a gm 2 +co 2 (2C d +C ds ) 2 a gm 2 +co 2 (2C d +C ds ) 2 



where, R a is the real part and C a is the imaginary part, respectively. And the parameters of 
active device are represented in Fig. 7. 




Fig. 7. Parallel LC oscillator model 
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When the parasitic is ignored, the traditional negative resistance of the input port is 
indicated by -2/gm. Although the complementary topology has more devices than the 
NMOS pair, the differential voltage swing is larger for the same current consumption 
resulting in reduce phase noise. The Ml ~ M4 transistors of a complementary cross-coupled 

' 2 2 A 

— II — 



pair are shown in Fig. 4, which yield 



y om« 



S, 



negative resistance to compensate 



mp J 



the passive element loss of LC tank. 

It can be achieved to start up for oscillation [13] and output signals of the circuit are 

differential. 



2.3.2 Switching tail current 

The circuit with a tail current can improve the effect of various noise sources and supply 
sensitivity [11], and some researchers discovered that a square wave cycling a MOS 
transistor from strong inversion to accumulation reduces its intrinsic 1/f noise [14]. 
Therefore, switched biasing can be useful in many circuits to reduce the up-conversion of 
noise 1/f [15]. The flicker noise from tail current source, especially in MOSFET transistors, 
makes a great deal of phase noise. Gradually switching tail transistors can release trapped 
electrons in FET channel, which results in decreasing flicker noise. Moreover, this technique 
can not only reduce 1/f noise up-conversion but also save power as well. The bias of tail 
current source was replaced by switched bias without extra DC bias [15] [16]. Utilizing the 
output voltage swing VI, V2 control M5, M6 which is switched turn on. The output voltage 
swing is 1.16~1.18V in Fig. 8. In order to determine behavior of the switching, the tail 
current can't too small. If it is too large, the power consumption is increased, so we need to 
tradeoff switching behavior, power consumption and phase noise. 
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The comparison of simulated phase noise performance between fixed bias and switched bias 
of different tail current topology is shown in Fig. 9. 



OOOOO Fixed bias 
Switched bias 




1E4 1E5 

Offset Frequency (H^ 

Fig. 9. Phase noise comparison between fixed bias and switched bias at 5 GHz 

2.3.3 LC tank 

We establish the simulation parameters of Si-substrate and the circuit models of inductors. 
The resonating tank causes the current in the tank to be Q times larger. Hence the metal 
lines connecting the LC tank need to be sufficiently large to withstand the large current [17]. 
In Fig. 10, the quality factor of inductor in this chip is approximately 11 over the working 
frequency range. The capacitance range of MOS varactor is wider than junction varactor and 
the equivalent series resistance of the former is smaller than that of the latter. Because using 
NMOS varactor that drawback is apt to be disturbed in substrate. NMOS capacitor could 
not implemented in the separate P-well, so NMOS capacitor has high sensitivity of noise 
that induced by substrate than PMOS capacitor. In view of this, we adopted PMOS varactor. 




Frequency (GHz) 
Fig. 10. Inductance and quality factor (Q) 
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2.3.4 Switching capacitor modules 

We usually use band switching techniques to expand the tuning range. The gain of VCO 
(KVCO) can be reduced to improve the phase noise performance. Making use of switching 
capacitor modules, eight frequency channels are able to be selected. In order to enable eight 
channels to connect continually, we design the ratio of the capacitance C2, CI, CO is 
4.45:2.09:1. The S2, SI and SO, digital pads of the chip, connect digital lines so as to switch 
different channels. The logical high is 1.8V and the logic low is 0V. The switching has less 
power dissipation by using NMOSFET within 0.3 mW in our practical work. The whole 
circuit of switching capacitor modules is shown in Fig. 11. Furthermore, the MOS varactor 
pair tunes the wideband operation within continuous frequency in each channel [18]. 
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Fig. 11. A switching capacitor module 



2.3.5 Output buffers 

The VCO is sensitive to loading effect, and it output oscillation frequency would be changed 
by loading variation. If we insert the buffer between oscillator and loading, it can isolate 
between them, and the variation of the loading will not influence oscillator directly. 
The load of the instrument for measurement is 50Q such as spectrum analyzer. Without 
buffers, the chip cannot directly drive instrument. The buffer is shown in Fig. 12. [16]. 

v M 



M 



DC_Bfock 



LOAD 



Fig. 12. A buffer schematic 
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2.3.6 Devices Size of the Circuit 

The devices size of our proposed VCO circuit is shown in Table 1, the devices size that we 
take an optimization to achieve maximize quality factor and generate a negative resistance 
enough to oscillation, they improve the performance of this proposed VCO. 

3. Experimental results 

3.1 Measurement setup 

A. Agilent E3631A is used as a DC source for digital switching High/ Low. 

B. Agilent E5052A is used as signal source analyzer and DC sources for DC supply and 
tuning voltage. 

C. The photo of chip with pads is shown in Fig. 13(a). 

D. Above a gold plated FR4 PCB is glued the chip which is bonded aluminum wires, shown 
in Fig. 13(b). 

E. The differential outputs of PCB connect a Bias-Tee on each side and then connect two 
loads, Agilent E5052A and 50Q, shown in Fig. 13(c). 

F. The wires which connect to instruments are shielded well and properly matched. 



Tuning, DC 

Voltage Git J Sitgfiy 




Fig. 13. Measurement setup (a) Die photo (b) Bonding on PCB (c) PCB Measurement 



3.2 Measurement result 

A. When switching channel is set for S 2 SiS = "100", DC supply at 1.8V, tuning voltage from - 
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0.5V to 1.8V, Fig. 13 shows that the frequency range, the magnitude of carrier and the 
current from supply in different value of tuning voltage. From Fig. 14, we know that MOS 
varactor pair is able to adjust 0.24 GHz and the magnitude of carrier is -5.97 dBm at 1.15V 
tuning voltage. 

B. Fig. 15 shows phase noise, -128 dBc/Hz with 1 MHz offset at 4.13 GHz when switching 
channel is set for S 2 SiS = "100", DC supply at 1.8V, tuning voltage at 0V. 

C. According to the steps above, the frequency range, phase noise, the magnitude of carrier 
and the current from supply in different channels are listed in Table 2. Table 2 shows that 
each channel works well and the current of each channel is almost the same, which means 
that the circuit operates in high stability within switching operation. Therefore, we may well 
say that the usage of switching capacitor modules is a good way to design the wide-band 
VCO. 
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Fig. 14. S 2 SiS = "100"; Y axes: frequency range, the magnitude of carrier and the current from 
supply; X axis: tuning voltage 
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Fig. 15. Phase noise when S 2 S/S = "100", tuning voltage = 0V 



S2S1S0 


Frequency (GHz) 


Phase Noise at 1MHz Offset 
(dBc/Hz) 


Magnitude of 
carrier (dBm) 


Current (mA) 


000 


5.37-4.84 


-124.2 at 5.33GHz 


-1.67 


15.69 


001 


5.16-4.69 


-122.1 at 5.13GHz 


-1.72 


15.69 


010 


4.80-4.43 


-121.8 at 4.78GHz 


-2.77 


15.83 


011 


4.67-4.55 


-124.4 at 4.64GHz 


-2.68 


15.90 


100 


4.15-3.91 


-128.8 at 4.13GHz 


-5.97 


15.78 


101 


4.07-3.84 


-126.4 at 4.05GHz 


-6.06 


15.85 


110 


3.89-3.69 


-126.3 at 3.88GHz 


-6.92 


15.83 


111 


3.82-3.64 


-122.8 at 3.81GHz 


-6.78 


15.84 



Table 2. Performance of eight channels of the proposed VCO 

The supply voltage is set at 1.8V and S 2 SiS = "111", we attained 1.8V x 15.8mA = 28.5mW. 
Disconnecting two loads, we get the core power dissipation 13.7 mW at DC supply 1.8V. It is 
a well-known that figure of merit (FOM) is an index between different VCOs. FOM is 
defined as [10] 



FOM = L{A f}-20log 



f f > 
Jo 



+ 101og 



\mW 



(5) 
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Where L \ Af \ is the phase noise at Af offset from the carrier f and P is the core power 
dissipation. Table 3 shows the comparison with recently reported papers VCOs. 





This work 


[3] 


[4] 


[5] 


[6] 


[7] 


[19] 


Process (um) 


0.18 


0.18 


0.18 


0.18 


0.18 


0.13 


0.09 


Center Freq. (GHz) 


4.50 


2.02 


4.40 


1.80 


5.15 


4.75 


5.63 


Tuning Range (%) 


38 


72 


41 


73 


29 


40 


45 


Supply voltage (V) 


1.8 


1.8 


1.8 


1.5 


0.8 


1 


1 


Core power diss. (mW) 


13.7 


17.7 


4.9 


4.8 


1.2 


2.5 


14 


Phase noise (dBc/Hz) 


-121.8 - 
128.8 


-135 


-114 


-126.5 


-109.7 


-121.7 


-108.5 


FOM (dBc/Hz) 


-183 
-189 


-188 


-181 


-184 


-183 


-189 


-171.5 



Table 3. Comparison of VCOs performance 

4. Conclusion 

This VCO presents a technique of operating narrowband into wideband, employs switching 
tail current technique and maintains the good phase noise performance. The switching 
capacitor modules offered multi-channels can enhance oscillator frequency range and the 
KVCO is still small. This VCO operated from 3.64 to 5.37 GHz with 38% tuning range. The 
power consumption is 13.7 mW by a 1.8 V supply voltage and measured phase noise in all 
tuning range is less than -122 dBc/Hz at 1 MHz offset. 
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1. Introduction 

Far infrared and submillimeter radiation with wavelength from 30 urn up to 300 urn reveals 
possibilities for new technologies and registration methods inaccessible earlier. One can use 
this terahertz radiation (THR) to investigate properties of substances and materials such as 
semiconductors, paper, plastics, which are opaque in the visible range. The other important 
moment is that the eigenfrequencies of characteristic vibrations of complex molecules 
belong to the terahertz region. It means that application of THR opens up possibilities of 
purposive influence upon organic molecules including DNA and RNA. In medicine the 
terahertz radiation can be used for visualization of healthy and defective tissues, as well as 
an instrument of therapy and surgery. 

There are various methods of generation of the terahertz radiation in the pointed 
wavelength band and a choice of one of them strongly depends on requirements of users for 
parameters of the radiation. From one hand, for the case of small generated power it can be 
done by solid structure lasers (Kohler et al., 2002) or by back wave oscillators (Dobroiu et al., 
2004). From other hand, to generate the terahertz radiation of high level power one has to 
create very huge installations with multi-megavolt electron accelerators (Minehara et al., 
2005) and (Vinokurov et al., 2006). As one of appropriate solving the problem of generation 
of the high power terahertz radiation we proposed (Arzhannikov et al., 2006) to use a two- 
stage scheme of generation of short wavelength radiation by scattering an EM-wave on a 
beam of relativistic electrons for the case when at the first stage a high current sheet beam 
drives a free electron maser of planar geometry operated with two-dimensional distributed 
feedback at 4-mm wavelength (Arzhannikov et al., 1992, 1995, 2003). Theoretical analysis 
(Ginzburg et al., 1999) and experimental investigations (Arzhannikov et al., 2008) clear 
demonstrated that the free electron maser of planar geometry is truly appropriate oscillator 
for 4-mm radiation band. The key feature of our proposal on two-stage generation is to use 
two planar generators pumped by sheet beams with a few kAmps currents which plane 
resonators are combined as it was described for a multichannel generator of mm-wave 
radiation (Ginzburg et al., 2001) . 
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2. Proposed process and main experimental parameters 

2.1 Wavelength bands of generated radiation 

To start our analysis of opportunity of the proposed two-stage scheme we need to outline 
the wavelength bands that can be covered by the two-stage generation at the experimental 
conditions of the ELMI-device. At the first stage of the two-stage process a free electron 
maser has to be used at the parameters of recent experiments at the ELMI-device to generate 
the radiation with the wavelength A = 4 mm (Arzhannikov et al., 2008). If one assumes that 

this radiation will be scattered on the electrons with kinetic energy about of 1 MeV, one can 

estimate the output radiation wavelength at the second stage of generation. 

For the double Doppler Effect the wavelength conversion is expressed by the following 

formula: 

X = A, (l-pcos9,)/(l-pcose,)/ (!) 

where (3=v/c , v - velocity of the beam electrons, c - velocity of light, is a (3-f actor of the 
beam electrons, 6i, 6 S - angles of incident and scattered radiation respectively counted off 
from the direction of the electron velocity vector (see Fig.l). For the special cases of 
backscattering and 90°-scattering the Doppler formula can be written 

as X « ^ /(4y 2 ) and X » ^ /(2y 2 ) (2) 

respectively, where y = 1/ J\ — p 2 is a E-beam relativistic factor. The expected wavelengths 

of the radiation at output of the second stage as the function of the y-factor is presented in 
Fig.l. 



X. mm 




3.2 y 



Fig. 1. Conversed wavelength due to scattering of 4-mm radiation by E-beam as the function 
of y-factor of the beam electrons. 
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It is clear that one can obtain radiation in the band of 0.1-KX3 mm by scattering the incident 
radiation in the direction opposite to the beam electron velocity at various values of the 
electron relativistic factor. If the incident radiation is scattered in the transverse direction to 
the beam electron velocity the radiation wavelength should be shifted to the band of 
-0.2-0.5 mm. 



2.2 Schematic of the proposed experiments 

Schematic drawings of experimental realization of submm generation for these two 
wavelength bands are presented in Fig.2 and Fig.3, respectively. The Fig.2 illustrates the 
variant of two-stage generation for the band of 0.1-0.3 mm using backscattering of 4-mm 
radiation. 

Sheet electron beams 



| channel #2 1 1 D Bragg reflector 



Output window 




10cm 19cm 



Beams collector 



Transverse waves closing 
through the parallel channel 



Fig. 2. Scheme of two-stage generation for the band of 0.1-^0.3 mm. 




Fig. 3. Scheme of two-stage generation for the band of 0.2-^0.5 mm: 



1) sheet REB for driving the planar FEM-generator; 2) sheet REB for mm- wave scattering; 
3) 2-D Bragg reflector; 4) 1-D Bragg reflector; 5) feedback circuit; 6) place of scattering 
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Fig. 3 presents the variant of generation for the band of 0.2-KX5 mm where the radiation is 
scattered at the angle 90. 

For both variants we suppose to use sheet beams with 3-^4 mm thickness and 10-^20 cm 
width and a current density more than 1 kA/cm 2 . The E-beams pass the slit channels at 
presence of longitudinal guiding magnetic field with the strength greater than LOT. In the 
channel #1 of both variants there is an undulator transverse component of the magnetic field 
that allows one to generate 4-mm radiation with efficiency 10-^15%. The energy density of 4- 
mm radiation inside the resonator of these FEM generators has a level which corresponds to 
the electric field strength 10 5 -k10 6 V/cm (Arzhannikov et al., 2003) and the same value of the 
strength must be in the channels #2 of both variants. 

In further analysis we shall concentrate our attention on using backscattering of 4-mm 
radiation that schematic is presented by Fig. 2. Main feature of the electrodynamics system 
for our two-stage experiments is to use Bragg reflectors in a resonator for 4-mm wave 
generation. Geometrical parameters of these 4-mm radiation reflectors constructed of the 
pair of Bragg gratings were chosen through computer simulations and their frequency 
selecting properties were measured on a special tested bench. Widths and lengths of the 
vacuum channels for passing the electron beams in were also chosen on the base of 
computer simulations and experimental tests. 

2.3 Computer simulations and experiments on simultaneous generation and transport 
of two sheet beams 

Before the investigations of two-stage generation by using the backscattering process, we 
have to design and to construct the accelerating diode suitable for simultaneous generation 
of two high-current sheet beams and to determine conditions for stable equilibrium 
transport of intense sheet electron REBs in the moderate magnetic fields inside the slit 
vacuum channels. Solving these two problems is described here. 

2.3.1 Computer simulations 

One of the key problems in generation of high power REBs suitable to produce THz- 
radiation in frame of the two-stage scheme is to achieve limit brightness of the beam that is 
proportional to the current density of the beam j and inversely proportional to the square 

of electron angular divergence 9 . Simple estimations have shown that the level of the beam 
density j ~ 3 KA/cm 2 at the spread of longitudinal velocities of the beam electrons 

e 2 3 

AFj| IV\\ « <10 has to be achieved for acceptable efficiency of the wave energy 

transfer from the beam to the THz band radiation (Arzhannikov et al., 2006). It should be 
noted that to generate mm- wave radiation the value of this spread about 5-10 2 is sufficient. 
Previous analytical consideration and computer simulations (Arzhannikov & Sinitsky, 1996) 
showed that it was possible to reduce the angular divergence below the value 6 ~ 2xl0" 2 in 
case of the electron beam generated in the magnetically insulated diode with ribbon 
geometry at the diode voltage 1 MV and relatively low electron current density 150 A/ cm 2 
in the magnetic field 0.6 T inside the slit channel. It was achieved by proper choice of the 
diode geometry and configuration of the magnetic field which set conditions for subtraction 
of contributions to the angular electron divergence from the electric and magnetic fields 
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inhomogeneities. In the case of four beams generated simultaneously in a single uniform 
accelerating diode in the results of computer simulations we have demonstrated the 
possibility to reach sufficiently high brightness of the beams adequate for generating mm- 
wave radiation. To investigate the prospects of such beams application for two-stage scheme 
of THz - wave generation we have performed computer modelling of simultaneous 
generation of two sheet beams in the magnetically insulated diode and the output of these 
beams in narrow slit channels. Obtained results confirmed the possibility to achieve the 
level of the angular divergence #~5-10 2 (AFji /Ki~10 3 ) at a considerably high current 

density about 1 kA/cm 2 in the magnetic field 1.7 T (Arzhannikov et al., 2007). Another 
important problem that has to be solved is the transport of the sheet beam in the slit channel 
at a stable equilibrium. It was a subject of theoretical and experimental investigations 
described in (Arzhannikov et al., 1990, 2007) and (Sinitsky et al., 2008). For our case we 
simulated the beam transport by solving 2-D Poisson equation for homogeneous current 
and space charge densities of the beam with sharp borders inside the rectangular liner with 
perfectly conducting walls. When self electric and magnetic fields are small in comparison 
with the external guiding magnetic field directed along the channel axis, the current and 
charge densities remain homogeneous along the beam pass but the beam border is 
deformed by the drift motion of the electrons and the displacement by self magnetic field of 
the beam : 



V ± =c- 



ExH 



H 



+ v, 



H 



ExH f 



= c- 







m 



-f 



(3) 



where E and H - self beam fields, H o - homogeneous external field, / -neutralization 
degree of the beam space charge, y - relativistic factor of the electrons. The Fig. 4 
demonstrates the evolution of the cross section shape for the beam with the electron energy 
0.8MeV beam current 3kA and initial cross section 0.4x6.6cm along the channel length for 
three distances Z from the entrance of the channel and for three values of neutralization 
degree / . 
f=l 



f=0.5 



f=0 



6,6 cm 



5,7 cm 



Z=17cm Z=50cm Z=140 cm 

Fig. 4. Cross section shapes of the beam for three Z coordinates along the channel at three 
values of the space charge neutralization f . 
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As it is seen the substantial shape deformations for / = and / = 0.5 are expected only at 
the end of the channel (Z=140cm) while for / = 1 they occur just at Z=50cm. It should be 
noted that to keep the beam shape unchangeable it is necessary to have beam thickness 
equal to 3 A of the channel gap. Unfortunately we can not satisfy this requirement because in 
the case of the FEM application the beam border should oscillate in the undulator field with 
the amplitude -0.1cm and the electrons should have perpendicular Larmor radius -0.1cm 
while the channel gap should not exceed 2-3 wavelength of the generated radiation (4mm). 
Thus we have advisedly chosen nonequilibrium shape of the beam assuming its 
deformations on the length of the FEM resonator (70cm) would be acceptable. 

2.3.2 Experiments on simultaneous generation and transport of two beams 

The experiments on the simultaneous generation of two sheet beams and their transport in 
slit vacuum channels were realized basing on the results of computer simulations. Schematic 
drawing of these experiments is presented in Fig. 5. (Arzhannikov et al., 2007 and Sinitsky et 
al., 2008). Two sheet beams are generated by two vertically elongated cathodes placed one 
over another (see side view). These cathodes are made of a fibrous graphite material to 
ensure homogeneous emission from their surfaces. The guiding magnetic field has adiabatic 
growth from 0.35 T in the diode up to 1.7 T in the channel that provides magnetic 
compression of the beam and rise of its current density up to 1-1.5 kA/cm 2 . According to 
simulations for such magnetic field growth the pitch angle of a main part of the beam 
electrons should not exceed a few degrees. The outer areas of the beam cross sections are cut 
off in special graphite formers at the beam entrances into the slit channels. Then just central 
part of the beam cross sections with sizes 0.4x7 cm having minimal pitch angles of the 
electrons, enters the channels (see Fig. 5). The sheet beam thickness was 0.4 cm and the 
distance between the channel walls was 0.9 cm. 



Side view 




Beam collectors 



Window for _ 
radiation output 

Fig. 5. Schematic drawing of the experiments on simultaneous generation of two sheet 

beams 



Gap between the beam bounds and the channel walls should provide possibility of the beam 
oscillations under the transverse undulator field without contact of electrons with the 
channel walls. After transport through the 140 cm long channels with the magnetic field 
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1.7 T the beams are dumped in the graphite collectors placed in the decreased magnetic field 
in the described experiments. 

Typical traces of the diode voltage and the beam currents measured on the collectors are 
presented in Fig. 6. It is clearly seen that the time dependences of the beams currents are 
practically the same but the values have some difference. To understand this difference and 
to discover possible deformation of the beams cross sections the registration of the beam 
cross section profile on a thin (1 mm thickness) stainless steel plates have been used. These 
plates were mounted on special holders inside the channels. Due to the beam exposure the 
material of the plate heated up to evaporation creating the trace close to the beam cross 
section. Really this trace was slightly large than the beam size due to the trace edges 
melting. The reason of the beams currents difference in the shot presented in Fig. 6, was 
explored by analysis of the beams traces. As a result it was discovered that this difference 
was caused by tilt of the guiding magnetic field lines about the direction of the channel axis 
at the angle -0.01 rad. 



U„. H ,MV 

chocT 



„kA 




Fig. 6. Traces of the diode voltage and currents of two beams at the exit of the channels. 



To eliminate this defect in the magnetic field geometry, concerned with inaccuracy in 
winding of magnetic coil, the special correcting coil was installed. This coil eliminated the 
tilt of the magnetic field without any damage in the beam cross section shape. 
After that good coincidence of the beams currents has been achieved. Taking into account 
the results of computer simulations the analysis of drift displacements of the ends of the 
beams cross sections and their shape deformations (see imprints of the beam in the Fig.7) 

has shown that the beam space charge neutralization / is larger than 1 / y but far from 

unity. Since the initial thickness of the sheet beams was not equal to equilibrium quantity, 
some deformations of the beam cross sections at the transport length 140 cm have been 
observed in accordance with the simulation results. At the same time for the transport 
length 50 cm the ribbon shape of the beam cross section was good enough, and the gap 
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between the beam border and the channel walls was still about 0.1 cm. Thus any deviations 
of the beam cross section shape along 70 cm channel section after the beam former, where 
FEM resonator will be placed, seems to be negligible. 

Beam imprints on metal foils (at the channel 
exit) and graphite rods (in the channel center). 
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The beam shape remains acceptable for sub-mm generation on the length 
50-70 cm 

Fig. 7. Cross section shape of two beams for two positions with a different distance Z from 
the accelerator diode. Low pictures demonstrate the imprints of the two beams on graphite 
plates mounted in the channels at the distance Z=50cm. Up pictures demonstrate the 
imprints on titanium foils at the exit of the channels with the distance Z=140cm. 



2.4 Prospects of the proposed experiments at ELMI-device 

For the two-stage process of generation of submillimeter radiation we plan to use the ELMI- 
device where the planar free electron maser generates coherent 4-mm radiation with 
appropriate power (Arzhannikov et al., 2008). Typical oscillograms of voltage pulses at the 
accelerating diode, the electron beam current, and the signal from the detector of 4-mm 
radiation are shown in Fig. 8a for the experiments described in (Arzhannikov et al., 2008). 
The significant level of the microwave signal at the detector was observed when the beam 
current exceeded 1 kA, in good agreement with the calculated starting current of the 
generator. The use of the scatterers of transverse wave beams in the two-dimensional Bragg 
mirror made it possible, for a large number of pulses, to obtain a narrowband generation at 
a frequency close to the frequency of the mode of the hybrid Bragg resonator. For example, 
the heterodyne analysis in Figs. 8b and 8c shows that the radiation spectrum is localized 
near a frequency of 75.3 GHz during almost entire 300-ns duration of the pulse. This 
corresponds to the excitation of the single-resonator mode. A number of other shots showed 
the generation at frequencies of 74.9, 75.1, and 75.5 GHz corresponding to the excitation of 
other longitudinal modes of the resonator. Moreover, the simultaneous excitation of a few 
longitudinal modes was also observed. According to the simulation results, the possibility of 
exciting different modes is due to variations in the electron energies and beam current over 
the pulse, as well as pulse-to-pulse variations in the beam parameters. The analysis of the 
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time behaviour of the plasma fluorescence in the channel indicates that the total duration of 
the microwave signal is limited due to the arrival of the collector plasma at the radiation 
deflector. 
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Fig. 8. Typical oscillograms of (a) the diode voltage Udiod and beam current Ibeam in the 
microwave pulse, (b) the mixer signal, and (c) the radiation spectrum. 




Fig. 9. Photograph of the fluorescence of the neon-tube panel exposed to the microwave 
pulse. 
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The total power of the output radiation of about a few tens of megawatts was estimated 
using the readings of the calorimeter and the signals from the calibrated hot-carrier 
detectors with allowance for the angular pattern of the output radiation determined by the 
fluorescence pattern of a neon-tube panel placed at various distances from the output 
window of the generator (see Fig. 9). The field structure similar to the HI, wave confirms 
the theoretical conclusion on the uniform distribution of the comoving-wave field over the 
cross section at the output from the interaction space. 
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Fig. 10. Simulation of the radiation synchronization in a planar free-electron maser with the 
combined resonator comprising one and two-dimensional Bragg mirrors: (a) the time 
dependence of the normalized output power | A+ \ 2 under the conditions of a singlemode, 
single-frequency generation, (b) output radiation spectrum, and the steady-state spatial 
structure of the partial-wave fields (c) \A+\ and (d) | B+ | . 



Fig. 10 shows the results of simulating the generation and spatial synchronization of 
radiation for the electrodynamic-system configuration and the electronbeam parameters 
close to the respective experimental conditions. The most important key result is the 
conclusion that a given spatial distribution of the fields, which is determined only by the 
system parameters and is independent of the initial conditions, is established during the 
development of self-excited oscillations at an arbitrary initial noise modulation of the 
electron beam or small initial perturbations of the electromagnetic fields. In this case, the 
output-radiation front associated with the wave A+ has a deterministic (i.e., not random) 
phase distribution over the transverse coordinate x. It is also important to emphasize that 
the partial wave A+ synchronous to the electron beam in the steady generation regime has 
an almost uniform field distribution over the x coordinate (see Fig. 10c). This ensures the 
same conditions for the energy extraction from all of the beam components. Variation in the 
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electron energy, i.e., in the parameter □, results in a stepwise change in the frequency of the 
generated radiation, which corresponds to the excitation of modes with various numbers of 
field variations over the longitudinal coordinate z. 

Now we are starting the experimental realization of the variant of the two-stage 
submillimeter generation presented in Fig.2 for the case that does not include any mirrors 
for submm radiation. In this case we can measure a level of super-radiation in the terahertz 
band from the channel #2 while 4-mm radiation is generated in the channel #1 by the free 
electron maser mechanism. It was cleared up by computer simulations and experimental 
studies that the conditions of the stationary state of the 4-mm generation in the ELMI- 
experiments can be achieved in time 100-^200ns and the frequency of generated radiation 
should be unchanged even when E-beam energy is varied in 50 keV. It means that we may 
realize a two-stage THz-generation process at the ELMI-device as soon as E-beam 
parameters are approximately not changed in time 200-K300ns. 

The important feature of our experiments is to use high density of 4-mm waves 
accumulated in the resonator of the FEM-oscillator (channel #1 in Fig.2) as a pumping force 
in the electrodynamics undulator (channel #2 in Fig.2) of the FEL-generator. For the pulse 
duration about of 0.5 |us the power flow density of the 4-mm radiation in the FEM-oscillator 
can be achieved Jo =0.1-^0.5 GW/cm 2 and the same level of the 4-mm radiation will be in the 
FEL-generator. 
When the wavelength of the pumping FEM radiation is \o=4mm and the E-beam relativistic 

factor is y =3 so that the Doppler parameter of wavelength shortening is X « A /(4y 2 ) then 

the spatial growth rate for the second stage is estimated as (Arzhannikov et al., 2006) 



G[crn~ l ]K7 



j b [kA/cm ] 



(4) 



r 



b[mm]A [mm] 

where jb is the current density per unit transverse size of the sheet beam (linear current 
density), b is the gap between the vacuum channel plates, and 

a =2.3 -10" 8 A [mm]-E[V/ cm] (5) 

is the pump wave parameter, E is the pump 4-mm wave amplitude. For our case this 

amplitude is estimated on the level E = lMV/cm and the pump wave parameter ao =5-10 -2 - 

10-i. 

Thus, for the relativistic factor y =3, the linear current density p = 1 kA/cm and the gap 

b=10mm the spatial rate of sub-mm radiation is estimated as G « 0.1 cm 1 . 

Let us look at the experimental limitations due to beam quality. A "cold" beam is defined by 

the following expression S«l, where S = 8 V z /(V — V wave ) , 8V z is the beam electron 

velocity spread, V z0 — V is difference between the beam velocity and the wave one. If 

S»l then terahertz radiation is generated incoherently. For our case the requirement S«l 
can be expressed in the form: 

^«4 = 2.10- 5 . (6) 

c 4-y 

Such a small value of the E-beam longitudinal velocity spread can be reached by a very 
accurate choice of geometry of magnetic field configuration in accelerator diodes and an 
appropriate strength of the guiding magnetic field (Arzhannikov et al., 2006). 
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3. Conclusion 

Thus, theoretical and experimental studies demonstrate the operability of the two- 
dimensional distributed feedback and the possibility of use this spatial synchronization 
mechanism to generate the high-power mm-wave narrowband radiation. 
It is important to note that the two-dimensional distributed feedback can be used for the 
spatial synchronization of radiation generated by several electron beams in multichannel 
planar FEM devices to produce microwave radiation of GW power level. 
High level of the power density with its homogeneous distribution in very large volume for 
the case of the planar FEM with the two-dimensional distributed feedback allows one to use 
this electrodynamics system to generate THZ-band radiation on the base intercavity 
stimulated scattering of mm-wave. 

Experiments carried out at the ELMI-device have shown that the sheet beams of 1-Mev 
electrons are produced with parameters appropriate not only for the generation of high- 
power 4-mm wave but also for production of submillimeter radiation through 
backscattering process. 
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1. Introduction 

This chapter on high speed buffers in complementary SiGe and CMOS technologies studies 
three different buffer application areas, that is PA-driving, balun buffers, and finally LNAs. 
The underlaying idea of this text is to point out the benefits obtainable from the application 
of complementary analog signal processing techniques. More specifically, the text will study 
applications of the inverter-like continuously biased current-reuse stage in different buffering 
purposes. One implementation example is shown in the attached Fig. 1, where a continuously 
current-biased gain cell uses the complementary PMOS to generate extra transconductance. 
A challenge for microwave applications of this current-reuse cell is to find ways to deal with 
the added parasitic capacitance associated with the complementary device. 
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Fig. 1. A CMOS current-reuse cell. 



First the reader will be introduced to the subject through a review on complementary bipolar 
devices in Section 2, including a discussion on a 10-GHz SiGe version of the "compound" 
emitter-follower. Integrated buffers with balun functionality will follow next in Section 3, 
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where the reader focus is directed towards FET technologies. Albeit most of the baluns pre- 
sented in this section have originally been implemented in GaAs, they are realizable in CMOS 
technologies which have lately emerged as a viable microwave technology due to the radical 
scaling of the minimum realizable linewidths in this planar technology The balun section 
serves as an introduction to Section 4 on different CMOS low-noise amplifiers (LNA), and this 
includes results on a 130-nm CMOS LNA as realized by the author. Summary of the findings 
will conclude this chapter. 

2. Complementary bipolar devices and applications 

Different complementary bipolar technologies have been known for decades, e.g., Davis used 
a complementary compound emitter-follower stage as an inter-stage push-pull Op Amp buffer 
in Davis et al. (1974). Despite this early success, interest in this niche of semiconductor busi- 
ness really picked up after Texas Instruments introduced a modern 0.4-^/m complementary 
SiGe process variant by El-Kareh et al. (2003). Author and his student Mr. Pellikka were able 
to experiment with this technology in 2006, when they realized a high dynamic range (DR) 
current reuse mixer and a linear push-pull buffer with an active area of 0.11mm x 0.1mm for 
base station applications in this 5-V complementary 0.4-f/m SiGe process. At 2 GHz, the re- 
alized mixer achieves a nominal measured dynamic range (DR) of +154 dB, while drawing 
29 mA from a 3.3-V supply, whereas the push-pull buffer has an output-refered 1-dB com- 
pression point (OP^g) of +9 dBm, while drawing 33 mA from a 5-V supply. This text will be 
limited to a discussion of this push-pull buffering circuit. 

The initial reason for this study has been the fact that base station transmitters for 3G wireless 
standards require linear buffer stages to be installed after the IQ-modulator to boost the trans- 
mitted signal before the PA so as to produce high power transmissions without unacceptable 
spectral splatter. This leads to an increased bill of materials (BOM) and to increased power 
dissipation. To minimize the number of the expensive discrete buffers, it is advantageous to 
maximize linear output power of the IQ-modulator itself. High linearity is of increased impor- 
tance due to the variable envelope modulations adopted for high bitrate performance in the 
emerging wireless standards. One such modulation format is OFDM, which entails an enve- 
lope variation with a peak-to-average ratio (PAR) of 8-13 dB. Transmitted noise should also be 
kept as low as possible, since it defines the smallest possible signal which can be transmitted. 
A complementary bipolar technology could help the designer to meet these requirements: 
a recently developed SiGe variant by El-Kareh et al. (2003) on a silicon-on-insulator (SOI) 
substrate has the necessary speed for most commercial applications below 3 GHz, as its f^'s 
are at 18 and 19 GHz for the NPN- and PNP- transistors, respectively. The quoted fj's, in 
combination with a SOI-substrate make possible the definition of additional design goals: 1) 
broadband performance for use in multi-purpose radios; 2) use of integrated coils should be 
avoided so as to minimize RFIC-area, and, 3) operation at low supply voltages should be 
possible. The last point is somewhat contradictionary, since on the other hand it is good to 
dissipate less power as this makes design of the system power budget more relaxed, but on 
the other hand it should be noted that a high output power and robust circuit operation is 
fundamentally important in basestations. In this regard, the chosen 5-V complementary SiGe 
process has an advantage over the predominant complementary technology, the submicron 
CMOS, which currently typically widthstands 1.2-V supplies. Also no reports on negative 
bias temperature instability (NBTI) has been filed on the SiGe technology, and lack of this 
CMOS hazard as reported by, e.g., Peters (2004) should improve the reliability of the designs 
in general. In response to these demands, this paper complements the abridged description 
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Fig. 2. Microwave push-pull buffer with ballasting resistors shown Tiiliharju & Pellikka (2007) 
(©2007 IEEE). 



given in Tiiliharju et al. (2006) of a broadband push-pull buffer realized in the complementary 
0.4-fmi SiGe process. 

2.1 Push-pull Buffer 

The 0.4-^m complementary SiGe technology can be used to extend the bandwidth of an 
emitter-follower push-pull stage from VHF to microwave frequencies with a high current 
drive capability similar to its predecessor which was reported as a compound emitter-follower in 
Davis et al. (1974) for inter-stage buffer use in a VHF operational amplifier. However, because 
of the insulating SOI substrate, there is a risk of thermal run-off in stages with high currents as 
noted by Monticelli (2004). This risk is a combination of two factors: 1) SOI-substrate reduces 
heat radiation away from the transistor, and 2) bipolar transistors have a positive thermal co- 
efficient. Therefore, without feedback a warming bipolar transistor will draw more current, 
which makes the device warmer until this cycle leads to its destruction. To prevent this, local 
feedback has been introduced as each output stage emitter stripe has been ballasted with a sin- 
gle 1-Q metal path resistor. This is shown in the schematic of Fig. 2 including biasing details 
and emitter-follower drivers for this complementary output stage. A bias-T and a dc-b locking 
capacitor have been used for circuit measurements, and these have been depicted in the Fig. 
outside the IC dashed box. A pair of these buffering circuits have been realized on the final IC 
to accommodate for possibly needed differential measurements with external connectorized 
baluns, and this is shown in the micrograph of Fig. 3. However, the results reported herewith 
have been extracted using a single device, unless otherwise noted. 

Design simulations for this circuit indicate thermal stability, and with the 250-u A biasing cur- 
rent, the nominal performance includes a three decibel bandwidth (BW^ B ) of 11 GHz, and 
an OPid B of +11 dBm, while the circuit dissipates 33 mA from the 5-V supply used. Next 
section will give measurement results and compares those with the simulated performance to 
validate the design methods used. 

2.2 Push-pull IC realization 

Micrograph of the realized complementary SiGe push-pull buffer pair is shown in Fig. 3, 
and the standard 150-f/m pitch gsgsg probe pad layout depicted underlines the compact size 
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Fig. 3. Micrograph of the realized 10-GHz highly linear push-pull buffer pair. 



achieved with this inductorless broadband circuit technique. In this microwave frequency 
measurement technique, g stands for a ground, s for a signal pad, and the deep probing marks 
on the pads have been inflicted during a thorough testing of the chip. 

The measured insertion gain S21 of the push-pull stage at the chosen nominal biasing point 
of 33 mA from a 5-V supply is shown in Fig. 4 with a realized BW^ B =9.5 GHz. Other mea- 
sured data extracted using a 2 GHz signal frequency includes: OP 1 ^ B =+9 dBm, and NF=5 dB, 
whereas the second and third harmonic products lie at -48 dBc and -54 dBc in relation to the 
chosen nominal dBm output power. Two tones with a 10-MHz separation have been used to 
extract an ouput-referred third-order intercept point OIP3=+22 dBm. Combined these values 
reveal that good linearity and noise performance have been achieved without coils, since typ- 
ically this level of performance requires the use of a distributed amplifier with a multitude of 
integrated coils, which increases the IC-area to 4-80 times that of the push-pull stage. In fact, 
the 0.11mm x 0.24mm active area prototype contains two push-pull stages and their shared 
biasing. A single push-pull measures 0.11mm x 0.1mm. In-all, small IC area and high linearity 
(OIP3=+22 dBm) of the push-pull stage suggest use in broadband high output power IC's. 
The measured push-pull data matches simulated values reasonably well at the same oper- 
ating point with exact matches on S2i=6 dB, Pout = dBm, and 2ND-rej=-48 dBc; the re- 
maining differences can be listed with simulated values in parentheses as: BW=9.5(11) GHz, 
2ND-rej=-54(-57) dBc, OP lrfB =+9(+ll) dBm, and NF=5(4) dB. Therefore the simulated val- 
ues can be used to compare the proposed current-reuse push-pull buffer to the more com- 
monly used emitter-follower buffer realized with NPN-transistors. This emitter-follower, or 
common-collector (CC), reference stage has also been realized as a cascade of two CC-stages 
at a similar biasing point and Pout- The data is shown in Table 1 with separate columns for 
the simulated values. Comparison of the simulated results predicts a +12-dB improvement in 
harmonics attenuation for the push-pull stage at the 2-GHz test frequency. This improvement 
in linearity is confirmed by the predicted increase in OP lc / B of +4 dB for the push-pull stage, 
and it is due to the increased current drive capability of the implemented complementary cir- 
cuitry. Penalty for this linearity increase is a simulated 4-GHz drop in BW as the push-pull 
BW of 11 GHz is compared to the CC-reference BW of 15 GHz. 
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Fig. 4. Measured push pull stage insertion gain S21 at 33 mA/5 V^d nominal operating point 
Tiiliharju & Pellikka (2007) (© 2007 IEEE). 



To test for possible thermal run-off, a pair of close-lying push-pull stages was biased at almost 
twice the nominal current of 33 mA to dissipate 300 mW each from the 5-V supply: as a result 
a gain stability of ±0.1 dB was measured during a period of 18 h with no traces of thermal 
run-off. Since a corresponding 12-h current dissipation measurement gave I^o variation at 
59.8±0.3 mA, it is safe to conclude that thermal run-off can be prevented by ballasting despite 
the insulating SOI substrate used. 

So to conclude this section, it can be said that a successful extension of the push-pull buffer 
to gigahertz frequencies has been accomplished while high linearity and output drive have 
been maintained. However, transforming this design to other technologies such as CMOS is 
not a straightforward task and it is not clear whether this circuit technique could be utilized in 
modern nanometer CMOS designs. That said, the following section will shift focus towards 
CMOS technologies with a discussion on buffers with balun functionality. 

3. Buffers with balun functionality 

Most, if not all, communication transceivers utilize differential signaling, whereas antenna 
connectivity is single-ended. This means that a balun circuit needs to be employed to trans- 
form between these two signaling forms, and for economical reasons such a device should be 
implemented on-chip as connectrorized balun hybrids operating at micro /millimeter wave 
frequencies are expensive devices. Also integrated balun performance might be better, as good 
intra-die element matching is one of the major driving forces behing the success of the inte- 
grated circuit technologies. This is illustrated by measured amplitude (AA) and phase (A(p) 
errors shown in Fig. 5, where differential signaling deviations from ideal have been recorded. 
Three high-performance hybrids for the frequency bands of #1: 0.05-1 GHz, #2: 1-2 GHz, and 
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Table 1. Comparison of push-pull to a cascaded CC-stage. 
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#3: 2-4 GHz have been measured for this plot. In this Fig., the phase deviation from the ideal 
180° is already fairly pronounced in the band of 1-2 GHz. Therefore, this section first cat- 
alogues known differential pair based balun implementations, then moves towards CMOS 
baluns via a discussion on different FET-based baluns. The latter mainly discusses known 
work in Ga As- technologies, but these are fully realizable in current CMOS technologies. This 
material already includes the basic topology used in one of the recently most-reported ultra- 
wideband (UWB) LNA topologies, that is, the noise-canceling LNA. That said, it should be 
noted that prior theoretical as well as intuitive proof on the superior balun performance of the 
differential pair baluns has been given by Altes et al. (1986); Tiiliharju & Halonen (2005), but 
that its noise and distortion performance is often unsatisfactory and forces use of the other 
balun techniques detailed herewith. 
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Table 2. Comparison of measured balun performances. 



3.1 Differential pair baluns 

Since any differential pair offers the possibility of implementing gain in the signal path, it 
should be the chosen starting-point for a lower microwave range phase-splitter implementa- 
tion. Also its inherent balun operation, which is sometimes referred to as its common-mode 
rejection ratio (CMRR), makes it a natural reference for the balun performance that is realiz- 
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Measured performance of three connectorized off-chip baluns in 0.4-4GHz. 



able. A good bipolar implementation is the emitter-follower-driven differential pair shown in 
Fig. 6, with a reported performance of: AA=1 dB and <p=180.7°-186° in 0.5-5 GHz. 
A GaAs MESFET implementation is proposed by Ma et al. (1998), where an asymmetrical 
feedback LCR network is used as a means for improving differential pair phase-splitting per- 
formance to within AA=±1 dB and ^=180° ±1°. However, the proposed asymmetrical LCR 
feedback implementation shown in Fig. 7 makes achieving good broadband performance an 
intensive design task, as the LC feedback operates at a single resonance frequency, and loca- 
tion of this resonance is dependent on circuit parasitics, which depend on the supply voltages 
and the biasing point of the circuit. 

To improve common-mode or even-order signal rejection, differential pairs can be cascaded: 
Altes et al. (1986) uses a single-transistor balun to drive a cascade of two differential pairs, 
as shown in Fig. 8. The circuit implementation achieves good phase-splitter performance at 
AA=±0.25 dB and <p=180°±l° in 0.2-5 GHz. For this performance, alp epitaxial GaAs 
MESFET technology with air bridges and MIM capacitors was used. This is a very interesting 
implementation as each cascaded balun theoretically improves differential signaling quality 
as shown by Tiiliharju & Halonen (2005), and as it deals with the known bad noise figure (NF) 
performance of the differential pair by driving a pair of them with a single transistor gain 
stage. The trick here is best revealed with the classic Friis' noise figure equation for cascaded 
systems, as it ties a cascade system noise figure to individual block noise figures as in: 



NF = NF 1 + 



NF 2 - 1 NF 3 - 1 



A 



+ 



Pi 



ApiAp 2 ' 



(1) 



where all factors are real, not in decibels, and the result is given in decibels. Numbering refers 
to stages from-left-right in Fig. 8, and factors A P n 2 <$\ stand for the available power gains of 
three amplifying stages shown. 

The Friis' equation explicitly shows that by optimizing the first stage NF and gain A P m, it can 
be made to dominate system noise characteristics whereas high cascaded gain nulls contribu- 
tion from the following stages. However, at higher frequencies each active stage usually adds 
notably to power dissipation, and without feedback a high number of gain stages in a cascade 
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Active center tap 

Fig. 6. Linearized emitter-follower driven differential pair reported as an integrated balun by 
Kobayashi (1996). 



Outl 



Out2 




Fig. 7. A differential pair balun with a correcting feedback LCR-network by Ma et al. (1998). 



will decrease circuit linearity. Furthermore, it has been shown by Fong & Meyer (1998) that a 
differential pair always has inferior linearity when compared to a similarly biased common- 
source stage, so this linearity-power tradeoff limits application of cascading in balun accuracy 
improvement. 

3.2 Modified CGCS topology 

A CGCS topology is defined as having a good broadband amplitude balance by Kawashima 
et al. (2003), while its phase difference is usually poor. In contrast, the modified CGCS topol- 
ogy shown in Fig. 9 realizes both good amplitude and phase balances with measured perfor- 
mance at: AA=0.5 dB and cf =178°-180.2°. A problem with this implementation is the reported 
-5 dB loss performance per branch, despite the 0.3-f/m GaAs MESFET technology used. Nev- 
ertheless, this balun form has been known for decades, and it has also been used as a class- 
AB mixer input stage by Gilbert (1997), and in noise-canceling LNAs originally proposed by 
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Fig. 8. Cascaded differential pairs used as a balun by Altes et al. (1986). 
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Fig. 9. The CGCS-balun principle developed by Kawashima et al. (2003). 



Bruccoleri et al. (2002), a technique which has recently been favored by the UWB design com- 
munity. 

3.3 Single-transistor phase-splitters 

Usually, single-transistor phase-splitters have too much phase error as a result of circuit par- 
asitics. Fig. 10 depicts an example of a single transistor balun, where FET drain and source 
nodes are used as outputs; as is well-known, the inverting (drain) and non-inverting (source) 
node impedances differ substantially. The impedance seen at the drain node is formed by the 
parallel connection of the channel conductance g and several parasitic capacitances, such as 
the gate-to-drain C^, and drain-to-bulk C^ capacitances. In contrast, the device transcon- 
ductance g m seen at the source node is in most cases so high that it dominates circuit source 
impedance estimates. This inherent imbalance has a deleterious effect on the performance 
of a single FET circuit as a balun, and the reported AA=1 dB (gain error) and (p=176° (phase 
difference) values by Koizumi et al. (1995) are in agreement with this, as these simulated re- 
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Fig. 10. One FET as a balun by Koizumi et al. (1995). 




Fig. 11. Cross-connected FETs correct single FET balun response by Goldfarb et al. (1994). 



suits were reported as best possible for a single FET balun optimized for use in a Personal 
Communication Systems (PCS) application at 950 MHz. 
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Fig. 12. One of the few balun amplifiers which exploits complementary circuit techniques 
made by Tripodi & Brekelmans (2007). 



To correct the inherent imbalance of the single FET balun, Goldfarb et al. (1994) proposed the 
use of a pair of cross-connected correcting transistors, as shown in Fig. 11. However, this is not 
a promising candidate for a broadband balun solution, for two reasons: 1) seven integrated 
capacitors (excluding output buffering) are needed to make it work, so there is an increase 
in IC area and a great deal of parasitic capacitance involved, and 2) for better balance each 
transistor should have equal gain from the gate to the source /drain terminals: this limits the 
topology to use in low-gain applications. The combination of these two points does not imply 
good broadband performance for this topology, but the reported simulated gain and phase 
values from 1 GHz to 2 GHz support claims for improved accuracy: AA=-0.2 dB and (p=178° . 

3.4 Inverter balun amplifier 

CMOS inverters have been succesfully used to implement a balun variable gain amplifier 
(VGA) LNA for handheld mobile-TV applications by Tripodi & Brekelmans (2007). Schematic 
of this 90-nm CMOS LNA is shown in Fig. 12, and its use of inverters as gain stages has 
similarities with the feedback amplifier proposed by the author later in this chapter. However, 
important differences exist such as: a) biasing current control in Fig. 12 has been realized 
using the back-gate biasing voltages VI and V2, b) use of a series-connected resistor has been 
avoided by the author to keep NF low, and c) the amplifier shown does not use a global 
feedback but uses local inverter stage feedback resistors instead. Tabulated results for this 
and the other baluns of this section in Table 2 miss many of the fine characteristics such as 
the rather low NF=2.5 dB realized for this low-noise VGA, but reference to the table is still an 
approapriate conclusion for this section and a fitting preliminary to the next section on LNAs. 
Based on the table, it is good to point out that well-used complementary stages not only give 
the best dynamic range performance but they also produce comparable functionality for most 
applications. 



4. CMOS Low-noise amplifiers 

It was long widely believed that short-channel CMOS application in high-speed low-noise 
amplifiers (LNA) would not be successful, as these devices have a higher than usual excess 
noise factor 7. However, that belief has been shown premeditated, first with sub-ldB noise fig- 
ure LNA implementations for narrowband applications, then with emerging ultra-wideband 
(UWB) LNAs. Since ultra-wideband (UWB) technologies are currently gaining acceptance 
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also in European standardization bodies, this niche of communications is under active devel- 
opment worldwide. 

Nevertheless, before plunging forward it is approapriate to limit our broadband LNA discus- 
sion to inductorless fully integrated designs according to the general layout of this chapter. It 
is also necessary to mention two specific items of interest: 1) the term LNA will be limited to 
low-noise amplifiers which have a gain higher than 10 dB, preferably more, and 2) noise fig- 
ures are only acceptable in the band where the circuit's input has been matched to 50 Q. The 
first item stems from the very function of any LNA as defined by the Friis's formula: a low- 
noise amplifier has to have sufficient gain to isolate and to improve system noise figure, i.e., 
to make its own low NF the dominating factor in the system NF. The second item stems from 
the fact that it is trivial to achieve near GaAs-like NF-performances with large WL-area CMOS 
transistors which have not been matched to 50 Q, but this is a bit unrealistic, as applications 
usually dictate mandatory matching to 50 Q. 

This section will first discuss existing feedback LNA solutions, then performance enhancing 
design techniques such as noise-canceling and current-reuse inputs will be presented, and this 
section will be concluded with implementation detail on an LNA by the author which uses 
current-reuse gain-stages in combination with a semi-active dual feedback loop to achieve low 
noise, high gain and good isolation in a 130-nm bulk digital CMOS technology. 




(a) 
Fig. 13. Two noteworthy feedback LNAs. 



(b) 



4.1 Feedback LNAs 

For economical reasons a bulk CMOS process mainly intended for integration of digital cir- 
cuitry should be used for the purpose of implementing LNAs. Sufficient bandwidth with little 
gain variation could be guaranteed with three alternative techniques: 1) distributed amplifi- 
cation, 2) use of a complex filtering network at circuit input /output, or 3) feedback amplifica- 
tion. First choice is generally limited by its higher power dissipation and possibly intensive 
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design effort, whereas the second choice includes an increased IC area, high design effort and 
resistive losses from parasitics. These considerations therefore suggest use of the third alter- 
native, where a feedback network is used to swap amplifier gain for a wideband frequency 
response. Advantageously, this stabilizes gain and port impedances as well, and this well- 
known technology is compatible with low-cost integration in digital CMOS. 
However, the amount of applicable feedback is limited by stability considerations, and this has 
traditionally been dealt with by using different compensation networks which aim at incresing 
the amount of available stable feedback. Conventional microwave feedback designs use com- 
plex compensating capacitor networks for the purpose, but this approach is area-consuming, 
sensitive to parasitics, and time-consuming to design. An example of a very complex feed- 
back network is seen in Fig. 13(a) which is the single-stage UWB low-noise amplifier (LNA) 
design reported by Zhan & Taylor (2006). This high-performance low-noise amplifier (LNA) 
in 90-nm CMOS achieved inspiring performance with a best possible NF=2.5 dB performance 
over the UWB bands. However, this particular implementation uses a 2.5- V supply voltage, 
and is therefore really not applicable for designs in standard digital CMOS as these use 1.2-V 
for 130-nm and as low as 1.0- V supplies for newer process nodes, as its use of stacked transis- 
tors limits the available dynamic range (DR), and its complex feedback network requires an 
involved design effort. Fundamentally limiting is the low intrinsic gain of digital transistors, 
which decreases a single stage gain to an unacceptably low level. 

A possible alternative which uses three cascaded gain stages is shown in Fig. 13(b) as reported 
by Janssens et al. (1997), where the main idea is to improve isolation of the circuit by driving 
a resistive feedback network with a gain stage. The circuit in Fig. 13(b) is in fact a variation 
of a well-known bipolar amplifier connection where an emitter-follower is used to drive the 
feedback resistors connected to the input port. However, although the depicted connection 
is simple on the surface, its use for e.g. UWB applications is problematic as the feedback 
amplifier gain roll-off introduces difficult high frequency poles to the single feedback circuit. 
As a testimony to this the original circuit shown in Fig. 13(b) uses two additional impedance 
networks at its input to compensate for parasitic effects: an inductor and its dc-block have 
been applied to null parasitics, and a resistor-capacitor (RC) network has also been applied to 
ensure stability. 



Vdd 




HW 



ias 



Fig. 14. A noise-canceling stage implementation with biasing details omitted for clarity. 
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4.2 Noise-canceling LNAs 

A very popular broadband low-noise amplifier technique was proposed by Bruccoleri et al. 
(2002) to break the connection between input resistive matching and noise figure by exploiting 
two feedforward paths for the input-referred noise with matching transfer characteristics but 
opposite signs. A better understanding of the technique is possible with reference to Fig. 14, 
where the inverting noise feedforward path is via NMOS transistor Ml, whereas the non- 
inverting noise path is via NMOS transistor M2. According to inventors, the trick here is that 
noise in nodes In and Nl is in-phase as the same noise current flows through the feedback 
resistor R to the source impedance Rs (not shown). This is in contrast to signal phase, which 
gets inverted by the input stage, and therefore adds at circuit output. 

Originally reported performance supports the proposed noise-canceling theory, as sub-2dB 
NF values with matched input have been reported in the band of 250-1100 MHz with good 
all-around performance. This performance is limited by the accuracy by which the two oppo- 
site phasing noise feedforward paths match both in magnitude and phase domain. Indeed, 
later implementations for higher frequencies tend to show worse NF value performance, e.g., 
best noise-canceling ultra-wideband LNAs reported in 2006-2007 (tabulated in the last sub- 
section in Table 3) reach NF values of 2.7-5.5 dB. To understand this drop from expected low 
NF performance in many cases, it should be noted that matching of the two noise feedfor- 
ward paths comes increasingly difficult at higher frequencies. Also use of nanometer CMOS 
devices, which have high channel conductances, makes it difficult to hold on to the assump- 
tion that M2 acts as a perfect 1/1 voltage-follower. Significance of this is better understood 
if the original matching condition is re-printed with the channel conductances taken into ac- 
count: 

Ami = A M2 ^ -*f- =(1 + 1-) -*f-, (2) 

gml + gdl \ Rs J gml + gdl 

where A M n 2 \ are FET Ml and M2 associated signal path gains, g m n 2) are FET transcon- 
ductances, g^ 2 represents all impedances at the output node, and the feedback and source 
impedance have been labeled as R and Rs, respectively. 

A simple practical interpretation for this matching condition is as follows: since gain is needed 
to make the LNA noise performance the dominant one, both paths need to have a medium- 
to-high gain, a condition which dictates matching of a source-follower M2 transfer function 
with that of a common-source stage Ml, including its Miller capacitance. This is clearly a very 
demanding task for broadband amplifiers. 

Therefore, rest of the chapter will discuss possibilities to overcome feedback stability prob- 
lems so as to fully utilize cascaded current-reuse amplifiers' gain in an ultra-wideband LNA 
application. This approach is somewhat prone to dissipate higher currents, but its application 
band should increase in direct relation to decreasing parasitics, i.e., this approach should scale 
well for nanometer CMOS use. 

4.3 Current-reuse LNA with semi-active feedback 

This section proposes a current-reuse LNA implementation with a semi-active dual feedback 
loop as reported by the author in (Tiiliharju & Koivisto (2008)) for the lower UWB band. The 
proposed LNA topology scalability to nanometer CMOS processes is good, and as a proof-of- 
concept it has been integrated in a 130-nm digital CMOS process. The proposed LNA can be 
mass-produced at a negligible cost with extremely small die area, as it utilizes an area-saving 
inductorless topology. Furthermore, its novel feedback stage improves isolation, increases 
stability, and slightly improves circuit noise performance with no discernible extra cost. 
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Fig. 15. Proposed feedback network application in a cascade amplifier. 




Fig. 16. Transistor level realization of the proposed feedback network application in an UWB 

LNA. 



4.3.1 Design and Architecture 

Generally the amount of applicable feedback is limited by stability considerations, but the 
amount of available stable feedback can be increased by using an active stage Afbk to feed 
output signaling back to a first internal node Nl at the output of the first amplifier stage Al 
of the cascade A1-A3, and also to its input port via a resistor connection as shown in Fig. 15. 
A copy of the last amplifier stage, or part thereof, could be used as the proposed active feed- 
back stage as this allows accurate setting of the amount of feedback used by simple scaling 
of said dc-connected feedback stage. The proposed use of a copy of the last amplifier stage 
is the key behind increased amount of stable feedback available, as this inherently realizes 
frequency compensation by duplicating single amplifier pole and zero locations. Thus the 
well-known stability condition reported by Sedra & Smith (2003), which denies exceeding a 
20-dB difference between the slopes of the amplifier and feedback frequency response curves 
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at the point of their Bode-plot intersection is naturally easier to meet. This preferred embodi- 
ment also avoids prior art (Janssens et al. (1997)) problem of loading the amplifier input port 
with feedback amplifer poles and zeros, and the designer can opt for the added flexibility of 
two feedback paths by realizing part of the desired feedback with a feedback resistor Rfbk, 
which is connected between the cascade amplifier input and output ports. Isolation is also 
increased and noise slightly decreased, since feedback resistor Rfbk values can be made larger 
or practically infinite for the same amount of feedback. This is a direct consequence of the 
smaller amount of feedback which has to be realized resistively for a given desired amount of 
feedback. 

Fig. 16 shows proposed transistor-level realization of the wideband cascade amplifier imple- 
mentation wherein feedback network (Afbk, Rfbk) has been arranged to trade signal gain 
arising from the three amplifying stages A1-A3 to a wideband frequency response. Technol- 
ogy used for this implementation is a bulk 130-nm digital CMOS process with optional MIM 
capacitors used for dc-blocking, and a nominal supply of 1.2 volts. High-speed transistors 
with low threshold voltages at V TN0 =380 mV for NMOS, and V TP0 =-390 mV for PMOS vari- 
ants have been used to build the three near identical core amplifier blocks Al, A2, and A3. All 
capacitors are 1.25-pF integrated MIMs except input capacitor C2 which has been realized as 
an off-chip capacitor. Local feedback and biasing resistors Rl and R3 at the input and output 
buffering amplifiers Al and A3 have been set at a low value of 400 Q to improve input match 
and to linearize the device at its output, whereas the second stage local feedback resistor R2 
has been set to 1200 Q to increase gain. Transistor M1-M6 areas have been set quite high to 
keep the noise figure floor of each stage at a low value; thus 16 x 8fim/0.l3}im has been given 
to each device, notwithstanding whether the device in question is a N- or a PMOS transistor. 
Traditionally PMOS-transistors with similar channel lenghts L were allocated as much as three 
times the channel width W of their NMOS counterparts, but to cut down circuit parasitics this 
approach has now been avoided. 

Based on previous knowledge and simulations each 8-fmi wide unit transistor has been re- 
alized in 4 fingers, as this configuration should help to minimize noise by keeping chan- 
nel resistances at bay. The biasing resistors Rbl, Rb2, and Rb3 have no effect on broad- 
band noise figure, as they have been given a high value at 9.2 kQ to exclude biasing 
chain from signal path and maximize gain. The feedback network devices have been set at 
Afbk=8^ra/0.13f/ra/PMOS, and Rfbk=1.2 kQ. 

4.3.2 Simulated performance 

The advantages of the proposed feedback network show more clearly with increasing 
amounts of feedback. To demonstrate this Fig. 17 depicts simulation results for two feed- 
back amplifiers which trade gain from identical similarly biased core amplifiers for extended 
bandwidths at ca. 9 GHz with equal remaining 15-dB midband/dc-gains. Thus both ampli- 
fiers use a similar amount of feedback with the results simulated for the proposed dual-loop 
feedback ticked with o. Results simulated for the prior-art resistive-only feedback amplifier 
have been ticked with +, respectively. 

Upper sub-picture of Fig. 17 depicts voltage gains for the amplifiers. Small-signal simulation 
allows extraction of gain as circuit output voltages (VDB(out)), as a (1-Vp~0 dB) input sig- 
nal can be used without distortion effects. The plotted data is used to compare peaking near 
amplifier 3-dB points, where application of the present invention is shown to reduce peaking 
noticeably for this 15-dB amplifier example. To put this result in perspective two things will 
be disclosed next: 1) with different element values of the feedback network the improvement 
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Fig. 17. Simulated comparison of feedback techniques (proposed active feedback=o, prior art 
resistive-only=+) show a) voltage gain peaking near amplifier 3-dB points, and b) amplifier 
isolation performances. 




Fig. 18. Microphotograph of the realized UWB LNA shows an active area of 193f/mx 124f/m. 



obtainable can be increased to ca. 3 dB for this 15-dB amplifier example; and 2) when feedback 
is increased to produce over 10-GHz bandwidths at 13-dB midband voltage gains, simulation 
results for the resistor-only feedback amplifier indicate instability whereas the proposed circuit 
maintains stable behavior. Lower sub-picture of Fig. 17 compares simulated two-port isola- 
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tion parameters S12 for the implemented 15-dB amplifiers with a clear 7-dB improvement 
indicated for the proposed feedback network technology. 

Simulated characteristics for the implemented LNA in Fig. 16 at the nominal biasing point of 
14.5 mA from a 1.2-V supply predicts good performance: midband gain is 23.7 dB, bandwidth 
(BW) reaches 7.2 GHz with good input matching of Sn=-20.8 dB at 4 GHz. Simulated noise 
figures remain below 2.3 dB, and LNA figure-of-merit (FOM) characteristics peaks at 23. The 
FOM has been used as defined by Borremans et al. (2007): 



FOM 



f Gain(real)BW(GHz) 
° 8l ° \Power(mW) (NF(real) - 1) 



(3) 



where Gain stands for insertion gain S21, BW for amplifier 3-dB bandwidth (in GHz), Power 
stands for DC power dissipated by the circuit (in milliwatts), and NF is the noise figure given 
as a real number, i.e., the noise factor of the circuit. 
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Fig. 19. Comparison of measured and simulated insertion gain (S21) and isolation (S12) values 
at the 1.2-V biasing point Tiiliharju & Koivisto (2009) (© 2009 IEEE). 



4.3.3 Experimental results 

The circuit has been tested in nominal conditions using a supply voltage of 1.2 volts, and a 
biasing current of 14.5 mA. Testing of the IC shown in Fig. 18 has been done using co-planar 
wafer probes with a pitch of 150 f/m. Measured frequency response performance has been 
compared to simulated values in Figs. 19-20. Latter of the figures also shows that matching 
performance is acceptable up to ca. 3 GHz as input return loss values stay below -10 dB. 
However, the depicted measured values differ from the simulated ones, and this is also seen 
from tabulated characteristics in Table 3 where noise figures topping 4 dB have been recorded 
together with |Sn|=7 dB as measured at 4 GHz. The 2-dB NF-value increase from the sim- 
ulated ones has been verified up to 5 GHz at the three different tabulated operating points, 
and the measured results have been depicted in Fig. 21. An extra low-noise instrumentation 
amplifier has been used to drive the spectrum analyzer during the noise measurements as 
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Fig. 20. Comparison of measured and simulated input return loss values at the 1.2-V biasing 
point Tiiliharju & Koivisto (2009) (© 2009 IEEE). 
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This work 
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Zhan & Taylor (2006) 
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0.019 


5.9 
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Ramzan et al. (2007) 
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Borremans et al. (2007) 
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Perumana et al. (2007) 
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21.0 
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noise cancel Blaakmeer et al. (2007) 


90-nm 12 


2-11 
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-4 


4 


1.2 


17.0 


0.7 


-2 


noise cancel 


Wang & Wang (2006) 



Table 3. Comparison of LNA performances. 



this increases reliability of the Y-parameter noise measurements. The measurement setup has 
also been verified by measuring another amplifier with known noise performance. All other 
measurements have been done unbuffered, i.e., the proposed LNA has been used to directly 
drive the equipment. 

The plotted NF data together with the recorded gains hints at a layout error at amplifier in- 
put, as any noisy resistive parasitics at the LNA output should be masked by its high gain. 
Nevertheless, the proposed amplifier FOM-performance compares well to state-of-the-art, as 
it peaks at the 1.0- V biasing point at 6.4. Only one design uses such a low supply voltage, but 
this has been realized with a more advanced process node. Measured frequency responses 
at all biasing points shown in Fig. 22 also confirms the claims on stability and good isola- 
tion. Only a uniform gain decrease has been recorded with lowering supply voltages, with no 
discernible degradation in isolation or peaking at passband edge. 
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Fig. 21. Comparison of measured NF performance at the 1.2-V, 1.0-V and 0.8- V biasing points. 
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Fig. 22. Comparison of measured insertion gain (S21) and isolation (S12) performances at the 
1.2-V, 1.0-V and 0.8-V biasing points. 



5. Summary and future work 

Successful applications of complementary signal processing to microwave buffers have been 
studied in this chapter with special emphasis on CMOS. This approach is justified by CMOS 
scaling to the nanometer domain, which makes it possible to use this very economical tech- 
nology in the microwave domain. However, first section has elaborated on a complementary 
bipolar process and its possible application for basestation buffering purposes, an application 
which is perhaps better served with this high-voltage process. Second section has discussed 
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integrated baluns, which naturally has taken this text to the third section on LNAs where dif- 
ferent topologies compatible with modern nanoscale CMOS technologies have been studied. 
To summarize, it seems that there is a substantial benefit in using complementary analog sig- 
nal processing techniques, however, parasitics compensation is a demanding design task in 
the higher operating bands. 
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1. Introduction 

1.1 Definitions of Integrated Passives 

Passive elements are indispensable in RF systems and are used for matching networks, LC 
tank circuits, attenuators, filtering, decoupling purposes and so on (Tilmans H. A C et al., 
2003). Passive elements can be simply classified into distributed elements including 
transmission lines and waveguides, and lumped elements including inductors, capacitors 
and resistors. The distributed circuits take into account the phase shift occurring when the 
signal wave propagates along the circuits. As the operating frequency moves into the 
microwave spectrum, the distributed circuits have a higher Q factor, and thus they are 
usually used for high-frequency applications. Lumped elements are zero-dimensional by 
definition. In other words, the lumped elements have no physical dimensions which are 
significant with respect to the wavelength at the operating frequency, so that the phase shift 
that arises can be ignored. Discrete lumped elements are conventionally used in electronic 
circuits that work at a lower frequency. This is because the sizes of the discrete lumped 
elements become comparable to the wavelength at microwave frequencies. 
With the advent of new photolithography and passive integration technologies, the three 
basic building blocks for circuit design-inductors, capacitors, and resistors can be made 
small enough to be available in lumped form (Tummala R. R. et al., 2000). Lumped passive 
components may be discrete, integrated or embedded. The discrete is a singular device in a 
leaded or surface mount technology (SMT) case. This includes screen-printed resistors, 
capacitors, and inductors. Passive integration technologies allow several passive 
components to be integrated, either into a substrate (embedded) or onto a substrate 
(integrated). Integrated passive devices usually come in a compact SMT package or chip- 
scale package (CSP) as a stand-alone component with input, output and ground 
terminations, which is much smaller than the operating wavelength providing some 
complete circuit functions, such as impedance-matching, filtering and so on, for high- 
frequency applications up to several tens of GHz (Tilmans H. A C et al., 2003). The lumped 
element circuits have the advantage of a smaller size, lower cost, and wide-band 
characteristics, though the Q factor is generally lower than distributed circuits. Integrated 
lumped passive circuits with a small form factor are especially suitable for some RF and 
microwave applications where real estate or wide-band requirements are of prime 
importance, for example mobile phones or other handheld wireless products. The choice 
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between lumped and distributed element depends on the circuit functions to be fulfilled, 
operating frequency, size and cost requirements, and performance targets. Sometime these 
factors must be considered generally before making a trade off between performance and 
cost or size. Lumped elements can be integrated together with distributed circuits to 
construct so-called half-lumped circuits enabling more flexible and complex circuit designs. 
The lumped-element circuits can also be integrated or combined (attached) with microwave 
integrated circuits (MICs) to construct RF modules (Bahl I. & Bhartia P., 2003). Embedded 
passives are buried into the substrate itself as an integral part of the substrate along with 
multiple layers of conductors and do not need to be mounted or connected to the substrate. 
The multiple inner layers of conductors are separated by a dielectric material with local 
metal vias to provide interconnects among these embedded passives. Ceramic substrates or 
printed circuit boards (PCBs) are used as the embedded substrates, since it is easy to build 
multiple interconnects inside these substrate. This chapter will focus on integration 
technologies for passive elements. The integration technologies can be classified into three 
categories according to the construction method used: 

• Laminate-based passive integration technology 

• LTCC (low-temperature-co-fired-ceramics) based passive integration technology 

• Thin-film-based passive integration technology 

Laminate-based technology and LTCC-based technology are technologies that allow the 
passive elements to be embedded or built in the LTCC or polymer substrate. In contrast, the 
thin-film-based technology is used to integrate passive circuits on the surface of a substrate 
by performing thin-film deposition of multiple layers of metals and dielectrics. Section 2 will 
give a comparison of the configuration and performance of these three technological 
approaches, from the viewpoints of microwave and milli-metre wave applications, and 
system miniaturization. 

1.2 Reasons and Applications for Integrating Passive Devices 

Recently, there has been an explosion of growth in the wireless telecom industry. There is a 
strong market-driven demand to increase the functionality of internal electronics while 
drastically reducing the total size and cost, particularly in mobile radio frequency 
applications. This demand has been satisfied to date by major advances in integrated circuits 
and continuing reductions in the size of discrete surface-mounted passive components. The 
continuing reduction in the size of surface-mounted passive components is reaching its limit 
and producing diminishing returns because of the incompatibility of printed circuit board 
(PCB) technology as well as the high cost of assembly for those tiny discrete components. 
Nowadays, the 0603 or 0402 size surface-mounted devices are commonly used for printed 
circuit boards. The assembly cost usually includes the price of the discrete components and 
the conversion cost consisting of the cost of placement, soldering, and inspection. The 
typical conversion cost for installing one piece of 0603 or 0402 size SMD (surface-mounted 
devices) component is $0.02 which is typically more than the price of the SMD itself. SMD 
components smaller than 0402 will have a significant higher installation cost compared to 
the 0603 or 0420 size. Therefore further reductions in size and cost will come from 
integrating the passive components to reduce the component count. A typical mobile phone 
has hundreds of passive components and only 20 to 40 ICs. The discrete passive components 
account for 90% of the component count, 80% of the size and 70% of the cost in a handset. 
As mobile phones come with an increasing array of functions, their active component count 
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will likely remain stable. Therefore, the designers of compact electronics systems, especially 
handheld and wireless devices, who are being faced with more and more stringent board 
space constraints, are looking for alternative technologies to integrate these passive 
components into devices or to remove these passives from the PCB surface (Dougherty J. P. 
etal, 2003; Doyle L., 2005). 

Functional integration (system integration) is another key to miniaturizing handsets. RF 
modules are moving to higher levels of integration. The modules are required to offer more 
functionality and higher performance, incorporate the passive circuit inside, and occupy a 
smaller footprint (Norlyng S., 2003; Pulsford N., 2002). Despite many years of research, the 
IC industry is facing a technological barrier preventing the integration of bulky, expensive, 
off-chip passive RF components, such as high-Q inductors, capacitors, varactor diodes and 
ceramic filters. These components are limiting reduction in size. On-chip passive 
components, fabricated along with the active elements, as part of the semiconductor wafer 
in various RFIC technologies have failed to provide adequately high-quality factors 
compared to the off-chip passives. The typical Q factor of an integrated inductor using (Bi) 
CMOS or bipolar technologies is usually around 10 (Tilmans H. A C et al., 2003). It can be 
increased up to between 20 and 30 by introducing some special processing steps that are 
usually complex and costly, such as etching away the Si under the inductors (Jiang H. et al., 
2000) or placing a very thick insulation layer between the inductor and the Si wafer (Kim D. 
et al., 2003). However, these processes are still not enough for the many important circuit 
functions in wireless communications systems. For RF front end and radio transceiver 
applications, it is preferable for the inductor to have a Q factor of at least 30. System-in- 
package solutions (SIP) are promising as a means of combining these passives and actives 
together in a single package. The SIP solutions require the passives be small and easy to 
combine with other devices. The evolution of module technology strongly depends on 
improvements in passive integration and 3D assembly technologies. 

Moreover, the continuing scaling of IC technology affects the required interconnection and 
packaging technologies significantly. Improvements in the density of standard 
interconnection and packaging technologies have not kept pace with IC scaling trends, 
resulting in a so-called "interconnect technology gap" (Wojnowski M. et al., 2008). The 
peripheral pads pitch of IC will trend to less than 30 /imin the near future. In contrast, 
standard PCB technology commonly provides a coarse contact pitch of 400-1000 \i m. An 
interposer enabling high-density interconnection has to be used between the high-density IC 
technology and the coarse standard PCB technology. The future MCM (Multi-Chip-Module) 
substrates and packages are required to function as so-called interposers. To incorporate the 
passive circuit into the interposer is attractive and powerful for constructing next-generation 
SIP modules (Carchon G. et al, 2008). 

Over the past 10 years, passive integration technology has gone through a significant 
evolution to meet the requirements for lower cost solutions, system miniaturization, and 
high levels of functionality integration, improved reliability, and high- volume applications. 
In addition, the passive integration technologies have been leading to the benefits show 
below: 

• Smaller size, weight, and volume 

• Improved electrical performance due to the proximity of the passives to the active 
devices reducing parasitic and increasing switching speeds 

• Improved reliability through a reduction in the number of solder connections 
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• Lower total cost due to reduced costs for procurement, logistics and installation 
Passive integration technologies can be used in both digital and analog/ RF applications. 
Some of these applications include mobile phones, personal digital assistants (PDAs), 
wireless computer networks, radar systems, and phased array antennas. Integrated passive 
circuits with high-performance characteristics function in these systems as: 

• RF front end modules 

• RF power amplifier couplers 

• Filters (low pass, high pass and band pass) 

• Functional interposers between ICs and the primary interconnect substrate 

• Multi-band transceivers 



1.3 General Design Considerations for Integrated Passives 
Inductor 

One of the most critical elements in RF and microwave circuits for high-frequency wireless 
applications is the inductor. If the Q value is too low, the lumped circuit will not reach the 
desired performance targets. Spiral inductors providing a high Q factor and inductance 
value are commonly used for high-density circuits. The important characteristics of an 
inductor are its inductance value and its parasitic capacitance and resistance, which 
determine its Q factor and self -resonant frequency. The Q factor values can be obtained from 
one-port or two-port scattering parameter data. A simplified one-port lumped-element 
equivalent circuit model used to characterize inductors is shown in Fig. 1.1. Accurate 
inductor models using measured two-port scattering parameters will be discussed in section 
3. In this one-port model, L, R, and C represent the total inductance, series resistance, and 
parasitic capacitance of the inductor, respectively. The admittance of an inductor is 
expressed as 

Y = jcoC+ l 



R + jcoL 
+ j((dC-— — ). (l.i) 



R 2 +co 2 L 2 R 2 +co 2 L 2 

The series resistance R used to model the dissipative loss is given by 

R = R dc +R a c4f+R d f (i-2) 

where R dc represents DC resistance of the inductor, R ac models resistance due to skin 

effect in the conductive trace, and R d represents resistance due to eddy current excitation 

and dielectric loss in the substrate. 

The Y parameters can be obtained from one-port S parameter. The Q factor is then 

calculated from 

e = |lm(y)/Re(7). (1.3) 
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Fig. 1.1 Simplified one-port lumped-element equivalent circuit model of an inductor 
When the parasitic capacitance C is very small and ignorable, Q factor can be given by 

As can be seen in the above-mentioned equation (1.4), achieving a predetermined 
inductance L at a small resistance R contributes to an increase in the Q-f actor. The self- 
resonant frequency (SRF) of an inductor is determined by the Y parameter when 
Im(7) = , that is to say, 



co C 



a> L 



R 2 + co 2 L 2 



= 0. 



(1.5) 



Using the self-resonance condition, equation (1.5), the self-resonant frequency f Q is then 
given by the following equation. 

1 ' ~ 



fo = 



1 



R l 



In \LC L 2 ' 

Usually the R is small, so self -resonant frequency f can be estimated by 



(1.6) 



1 



1 



f -=TniTc- <17) 

When self-resonance occurs, the inductive reactance and the parasitic capacitive reactance 
become equal. Beyond the self-resonant frequency, the inductor becomes capacitive. The 
self -resonant frequency decides the frequency from which the inductor cannot work well as 
an inductor any more. The self-resonant frequency of an inductor is supposed to be much 
higher than its operating frequency. To increase the self-resonant frequency, the parasitic 
capacitance C in an inductor has to be suppressed. 

The maximum diameter of an inductor should be less than /1/30 in order to avoid 
distributed effects. High-frequency applications require a smaller size and higher self- 
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resonant frequency, so the inductance density also becomes more and more important. 
Therefore a major design goal for inductor components is to increase the Q factor, density of 
inductors and self -resonant frequency. 

Capacitor 

There are two types of passive capacitors generally used in RF and microwave circuits: 
interdigital, and metal-insulator-metal (MIM). The choice between the interdigital and MIM 
capacitors mainly depends on the capacitance value to be made. Usually interdigital 
capacitors are only used to realize capacitance values less than 1 pF. For capacitance values 
greater than 1 pF, MIM structures are generally used to minimize the overall size and to 
avoid the distributed effects. For a capacitance value greater than 200 pF, usually surface- 
mounted devices are necessary. The capacitor performance is strongly associated with the 
Q-factor and parasitic inductance of the capacitor. The parasitic inductance L caused by the 

connection to the capacitor electrodes must be accounted for. The effective capacitance C e 

is given by 



c=c 



ft 



(1.8) 




1 

is the self-resonant frequency of the capacitor and / is the 

operating frequency. When the capacitor operates at the self-resonant frequency, the 
capacitance will become zero. To have effective capacitance reach the designed capacitance 
C, the parasitic inductance in the capacitor has to be suppressed. 
The quality factor of MIM capacitors is given by 

Q = T7 TT~ = ^^ • (1-9) 

Where Q —\l CoCR accounting for conducting loss resulted from the wiring and 

electrode resistor R, and Q d = 1 / tan 8 accounting for dielectric loss in the capacitor. 

tan^ is the loss tangent of the insulator material of the capacitor. To achieve a high Q- 
factor, it is essential to reduce the conducting loss in the wiring and electrode and to use 
dielectric material with a small loss tangent. 

The dimension of capacitors should be less than 0.1 X in dielectric film high-frequency 
applications. To increase high-frequency performance and the passive circuit density and 
reduce the cost, a large capacitance density is highly desirable. Silicon oxide and nitride are 
commonly used in conventional MIM capacitors. They can provide good voltage linearity 
and low-temperature coefficients. Their capacitance density will be limited by their low 

dielectric permittivity. The capacitance density can be given by S^k I t d . Attempts to 

increase the capacitance density by reducing the dielectric thickness ( t d ) usually cause an 

undesired high leakage current and poor loss tangent. Therefore, high-k dielectric materials 
are necessary to provide good electrical performances and increase the circuit density. 
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Resistor 

Integrated resistors can be produced either by depositing a thin film of lossy metal on a 
dielectric substrate or by screen-printing a resistive paste to form a thick-film resistor on or 
in a ceramics or PCB substrate. Nichrome and tantalum nitride are the most popular film 
materials for thin-film resistors. SiCr and poly-silicon thin films also used for thin-film 
resistors. TaN is preferred to NiCr for RF applications, due to the presence of undesirable 
magnetic material, i.e., nickel, in NiCr, which is believed to introduce unwanted inter- 
modulation products in multi-carrier wireless systems. Ruthenium dioxide paste and 
carbon-filled polymer paste are widely used for thick-film resistors. A common problem 
with planar film resistors is the parasitic capacitance arising form the underlying dielectric 
region and the distributed inductance. These parasitics make the resistors have a frequency 
dependence at high frequencies. To shorten the resistor length by introducing films having a 
larger sheet resistivity is helpful for suppressing the parasitics. 
Desirable characteristics of resistors for high-frequency applications are summarized below. 

• Stable resistance value without changing with time 

• Low temperature coefficient of resistance (TCR) 

• Large sheet resistivity (kQ/ square to MQ/ square) to minimize the parasitics and to 
guarantee the resistor length less than 0.1 X so that distribution effects can be ignored 

• Adequate power dissipation capability 

The required tolerances for passive components are roughly summarized in Table 1-1. 
Analog and RF applications typically necessitate small tolerances of less than±5% and high- 
performance characteristics such as high Q factors and high self -resonance frequency. 



Application 


Element Type 


Required Tolerance 


Damping 


Resistor (10-33 Q) 


±30% 


Bypass 


Capacitor (50 pF-1 ji 


F) 


±30% 


Pull-up, Pull-down 


Resistor (500-1 MQ) 


±10% 


Integral calculus circuit 


Capacitor (100 pF-1 u 


F) 


±15% 


Differential circuit 


Capacitor (10 pF-10 u 


F) 


±5% 


Oscillation circuit 


Capacitor (10 pF-10 u 


F) 


±5% 


Bias circuit 


Resistor(lk-IOMQ) 


±1% 


IC controlling 


Resistor (^ 10 kQ) 


±1% 


Filter 


Capacitor(^l \i F); 
Inductor(^lOOnH) 


±5% 


Impedance matching 


Resistor(50-100 Q); 

Capacitor(^10nF)& 

Inductor(^lOOnH) 


±5% 



Table 1.1 Required tolerances for passive components 



2. Current Research Status and Trend of Passive Integration 

2.1 Laminate-Based Passive Integration Technology 

Laminate-based passive integration technology is extended from printed circuit board (PCB) 
technology which has been extensively used for all electronic applications. The primary 
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function of conventional PCBs is to provide mechanical carrier and multilevel electrical 
interconnections for packaged solid state devices and passive components. Embedded 
passive technologies on organic substrates were introduced by Packaging Research Centre, 
Georgia Institute of Technology in 1993. Since then several embedded passive technologies 
have been developed (Dougherty J. P. et al, 2003; Jung E. et al, 2009; Chason M. et al, 2006). 
System integration based on embedded passive in PCBs is illustrated in Fig. 1.2 (a) and (b). 
The embedded substrate is constructed by laminating together polymer-based dielectric or 
resistive films on which metal conductor are defined on one or both sides. The discrete 
components can also be buried into the organic substrate for process simplicity. Recently, 
some advanced PCB technologies have offered embedded passives for low-GHz RF 
applications, such as a Bluetooth transceiver module, power amplifier module or sensors (Li 
L. et al, 2003; Li L. et al, 2004; Vatanparast R. et al, 2007). 

Embedded Discrete Passives Technology 

The simplest embedded passive solution is to embed discrete SMT components into a 
multilayer organic substrate. The SMT passives are buried in the individual layers that 
usually are the core-layer (Sugaya Y. et al., 2001; Wu S. M. et al., 2007). On one or both sides 
of the core-layer, the build-up layers are laminated and vias are formed to provide 
interconnections for the embedded SMT passives (Shibasaki S. et al., 2004). This solution 
uses SMD components and offers a relatively simple fabrication process and high reliability 
and accuracy. For example, SMD film resistors can be made with inter-metallic semi- 
amorphous alloys with a low thermal coefficient of resistance. The resistance can be laser- 
trimmed to within 0.1 % accuracy. SMD inductors are optimized according to value and 
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performance with thin-film, thick-film or wire wound technology. With high-tolerance SMD 
capacitors, components can be selected in terms of which capacitors to embed, and this can 
lead to improved final capacitance accuracy. An embedded substrate using a discrete SMD 
is usually thick and big compared to film elements due to the large size of the buried SMD 
components. To embed SMD components contradicts the minimization purpose to some 
extent. Several companies have checked the reliabilities of this solution and have used it for 
mass production (Shibasaki S. et al., 2004; Kamiya H. et al., 2005; Kondou K. & Kamimura R., 
2002). 

Embedded Film Resistor Technology 

Three material technologies have been developed for embedded resistors: thin-film metal 
(such as NiP), thick-film ceramics, and polymer thick-film (PTF) materials. Their 
performance comparison is listed in Table 2.1. Copper foils supplied with a resistive thin- 
film coating are available (Ohmega Technologies, Inc.; Ticer Technologies; Norlyng S., 2003). 
The thin film metals typically comprise Ni, NiP, NiCr, or NiCrAlSi. These kinds of metal or 
metal alloy are deposited onto a copper foil by sputtering, evaporation, CVD or plating, 
depending on the required composition. The deposited thickness ranges from 50 nm to 400 
nm. The resistive foils can be laminated onto a core layer. Then photolithography and 
etching are conducted to define the copper electrodes and to remove the unwanted resistive 
material. Highly accurate resistors necessitate a laser trimming process (Fjeldsted K., 2004). 
After resistors have been defined, the following multilayer processing steps like stacking 
and lamination can be conducted. Thin-film metals have a good TCR performance and are 
usually used to form small and accurate embedded resistors. 

Selective plating of NiP can also be used after the copper pattern is defined and etched (M- 
Pass, MacDermid Inc.). The plating time defines the thickness and resistivity. Due to the 
relative low sheet resistivity, this technology is not suited for high resistor values. 





Material Classes 




Thin-Film Metal 


Thick-Film Ceramics 


Polymer Thick-Film 


Materials 


Ni-P; 
Doped Pt; 

Ni-Cr; Ni-Cr-Al-Si 


Metal oxide powder 
+ Glass powder 


Carbon powder + 
Polymer 


Sheet resistance 
(Q/ square) 


10-1 k 


10-1 M 


10-1 M 


Tolerance 


±5-10% 


±10-20% 


±15-20% 


TCR (ppm/°C) 


±50-100 


±150-250 


±350 


Formation 


Etching 
or Plating 


Screen Printing 

Firing 

(500-900°C) 


Screen Printing 
Heat hardening 
(^200°C) 



Table 2.1 Performance comparison of resistive film materials 



Polymer thick-film (PTF) materials can be screen-printed and cured at temperatures from 
100 to 200°C (Jillek, W. et al., 2005). The typical cured film thicknesses range form 15-20 \i m. 
Aerosol-based deposition and Ink-jet printing for resistor-film formation were also reported 
(Hong T. K. & Kheng L. T., 2005; Shah V. G. & Hayes D. J., 2003). PTF materials are an 
attractive option and popularly used by the PCB industry due to their flexibility in sheet 
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resistivity (10 Q ~1 MQ /Square), the ability to print multiple sheet resistivity inks on one 
layer, and their low cost compared with thin-film metals and thick-film ceramics materials. 
The challenges of using PTF resistors have been accurate printing and finished resistor 
stability. Screen-printing is less precise in controlling dimensions than print-and-etch 
processes used for thin-film metals. Usually screen printing has a tolerance in the order of 
±30 ii m, whereas etching a PCB feature allows dimensional control in the order of about 10 
ijl m. 

Additionally, the PTF resistors must be cured, and the resistivity of the finished materials 
exhibits dependence on the cure profile. Therefore, tolerances on PTF resistors are 
considered to be higher than those of the thin-film metals. Resistor stability is another 
concern when using PTF. PTF termination directly on copper results in a relatively poor 
resistor stability under environmental stress (exposure to 85% RH, 85°C) due to corrosion at 
the copper/ carbon ink interface (Chason M. et al., 2006). Using immersion silver on etched 
copper pads as the corrosion barrier mitigates the resistor drift under environmental stress 
while preserving the precise dimensions of the photo-lithographically patterned copper 
(Savic J. et al., 2002; Dunn G. et al., 2004). PTF resistors are relatively poor in TCR compared 
to thin-film metal and thick-film ceramics materials. 

Thick-film ceramic resistive paste is usually used with copper foils. The pastes are screen 
printed on the copper foil and fired in an N2 atmosphere at a high temperature (500 ^900°C). 
Then the copper foil is laminated to a core layer or pre-preg. The conductor pattern is 
defined by photolithography and copper etching processes (Bauer W., 2003; Borland W. et 
al., 2002). A wide range of sheet resistance values are available with thick film ceramics 
pastes. Typical fired thicknesses range from 10 to 15 \i m. 

Embedded Film Capacitor Technology 

Embedded film capacitors have restricted ranges of capacitance values based on the choice 
of dielectric material, capacitor structure and area allowed. Some popular dielectric 
materials used in embedded capacitors and their properties are listed in Table 2.2. The 
challenges for embedded film capacitors have been developing stable high-k materials and 
forming thin dielectric films. The modern PCB industry uses unloaded epoxy resin as An 
insulation layer between copper conductors. Typical unloaded epoxy resin has a relatively 
low dielectric constant (~4) and the resin thickness is approximately 50 \i m, resulting in a 
capacitance density of 0.7 pF/mm 2 , too small to embed typical capacitor values in a 
reasonable area. Many ceramic-filled resins, such as BaTi03 in epoxy or Polyimide, have 
been developed for high-capacitance-density dielectrics (Ulrich R. & Schaper L. W., 2003). 
Non-photosensitive-type ceramic-filled resins usually come in laminate sheet form 
compatible with typical PCB fabrication techniques (Norlyng S., 2003; Oak-Mitsui 
Technologies Technical Data; 3M C-ply Technical Data; Kumashiro Y. et al., 2004). The non- 
photosensitive-type ceramic-filled resin is coated on a copper foil and after curing the 
ceramic-filled resin film, another piece of copper foil is stuck to the other side of the ceramic- 
filled resin film. The electrodes of film capacitors are formed by a photolithography process 
and the copper foils are etched on ether one side or both sides of an insulator film. Non- 
photosensitive type ceramic-filled resins are also available in the paste form (Norlyng S., 
2003; DuPon Microcircuit Materials, USA). The insulator paste and the upper electrode 
patterns are screen-printed onto the lower electrode patterns prepared in advance on a 
substrate or resin film. The ceramic-filled resins can also be made photosensitive, to produce 
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a so called ceramic-filled photo-dielectric (CFP) (Chason M. et aL, 2006; Croswell R. et al., 
2002). The CFP material is coated onto a planar copper surface, and a second sheet of copper 
is laminated on top of the dielectric. After electrode patterning, this copper layer becomes a 
self-aligned mask for dielectric exposure and development. The dielectric constant of the 
ceramic-filled resin is limited by the density of the ceramics filler, thus the resulting 
capacitance density is less than 50 pF/mm 2 , promising for small to medium capacitor values 
in a reasonable area. The materials in film form usually used for planar-distributed film 
capacitors are difficult to use for discrete capacitor formation because of unwanted dielectric 
removal and layer registration problems. Photosensitive and paste materials are necessary 
for singulated film capacitors. 





Material Classes 




Ceramic-filled Resin 


Ceramic 




Photosensitive 


Non-photosensitive 


Paste 


Nano-particle 


Dielectric 
materials 


BaTi0 3 in 

Photosensitive 

epoxy 


BaTi0 3 in 

Poly imide/ Polymer/ 

Epoxy/ Other resin 


BaTi0 3 , 
BaSrTiOs 


Materials 
form 


Paste 


Film on 
copper foil 


Paste 


Film on 
copper foil 


Nano-particle 


Capacitor 
formation 


Exposure and 
development 


Photolithog 
raphy and 
etching 


Screen 
printing 
and cure 


Photolithogr 

aphy 

and etching 


Aerosol 
deposition 


Dielectric 
constant 


21 (1 MHz) 


Up to 60 (1 kHz) 


Up to 1000 


Up to 210 


Thickness 
(Mm) 


Up to 11 


4-50 


15-20 


0.6-40 


0.5-10 


C-density 
(pF/mm 2 ) 


17 


0.7-48 


24-32 


16-15000 


Up to 3000 


Dielectric 
loss 


1.4% (1 kHz) 


Up to 5% (1 kHz) 


1-1.5% 



Table 2.2 Dielectric materials used for embedded capacitors 



Some companies have developed solutions to use thin BaTi0 3 Ceramics film as the 
insulation layer of embedded film capacitors to offer an extremely high capacitance density. 
The ceramics film is sandwiched with copper (2-20 \i m) and nickel (20-50 \i m) electrode 
layer and sintered at high temperature (600-900°C). The ceramics film can be made as thin as 
0.6 ii m. The sandwiched ceramics sheet is easy to be incorporated into a standard PCB 
structure by patterning and etching the conductor layers on the both sides, and laminating 
the sheet into the board. A capacitance density of up to 15 nF/mm 2 is available for a high-k 
ceramics film (Tanaka H. et al., 2008). But it is difficult to form a singulated capacitor which 
restricts the range of applications of this kind of high-k film material. Aerosol deposition 
technology has been developed to form a high-k ceramics layer by spraying ceramic nano- 
particles directly onto the metal electrode surface (Imanaka Y. et al., 2005; Imanaka Y. et al., 
2007). The available film thickness ranges form 0.6 to 10 \i m. Aerosol deposition technology 
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enables both use of high-k ceramic materials and the singulated capacitor structure. 
Moreover, a multilayered capacitor structure is also possible with this technology. 
The capacitance tolerances of embedded capacitors are affected by the precision of dielectric 
thickness and electrode dimensions. Laminate based technologies have typical layer 
thickness tolerances of up to 10%. Thick-film patterning technologies are less precise in 
controlling dimensions. Usually screen printing has a tolerance in the order of ±30um and 
etching thick metal foils allows dimensional control in the order of about lOum. 
Additionally, the embedded capacitors commonly undergo a heat treatment processes for 
hardening or sintering dielectric materials or metal electrodes. So the heat treatment profile 
also will affect the resulting capacitance deviation. The above-stated factors in general will 
result in a relatively high capacitance tolerance. Motorola reported that a capacitance 
tolerance of ±21% (7% standard deviation in the worst cases) can be achieved for CFP 
capacitors with a mezzanine micro via contact (Croswell R. et al., 2002). When ferroelectric 
materials such as BaTiC>3 are used in the capacitor dielectric layer, the capacitor commonly 
exhibits a large temperature drift in the order of several hundreds of ppm in capacitance 
(Kawasaki M. et al., 2004; Popielarz R. et al, 2001; Kuo D. H. et al, 2001; Lee S. et al, 2006) 
and a loss tangent as large as 1-5%. It is difficult to obtain a resulting Q factor of the 
capacitors above 30 at the GHz frequency band. 

Embedded Inductor Technology 

Single and multilayer spiral inductors with inductance up to 30 nH can be printed with 
standard PCB printing and etching techniques (Chason M. et al., 2006). Transmission line 
structures can also be used to produce small inductances under about 3 nH. The tolerance of 
the embedded spiral inductors is between 15-20% and is affected by the registration, print- 
and-etch and HDI (High-Density-Integration) dielectric thickness control capability of the 
individual PCB fabricator (Savic J. et al, 2002). 

The quality factor of the built-in inductor will be low and the inductor size will be large due 
to a relatively large dielectric constant of the substrate materials. The size of the embedded 
coils in PCB is usually larger than 1 mm. To obtain a large Q-factor and a high self- 
resonance frequency (SRF) for RF applications, the traces of the coils have to be separated a 
lot and more layers have to be used. The distance between the coil traces and ground plate 
has also to be large. Moreover, low-k materials with a low loss are preferable for use in the 
insulation materials between the coil traces. A liquid crystal polymer (LCP) possessing low 
and stable dielectric constant and loss tangent up to a high frequency is attractive for use as 
a PCB insulation material, especially for embedded inductor applications at high frequency 
(Lu H. et al, 2007; Stratigos J., 2007; Govind V. et al, 2006). 

2.2 LTCC-Based Passive Integration Technology 

For embedded passives, LTCC (low temperature co-fired ceramic) is the preferred 
technology (Sutono A. et al., 2001). Most LTCCs are based on glass (Ca-B-Si-O glass) with 
alumina as a filler (Brown R. L. et al., 1994). LTCC allows the use of highly conductive 
metals such as copper or silver due to its low firing temperature so that good coil inductors 
with a high-quality factor and low loss interconnects can be built in the substrate. The LTCC 
process flow is simply illustrated in Fig. 2.2. Thin unfired ceramic tapes (green sheets) are 
punched, vias are filled and resistors or conductors are screen-printed. The individual sheets 
are aligned, laminated and co-fired around 850-900 °C. LTCC-based integrated passive 
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devices are illustrated in Fig 2.3. The conductors can be the electrodes of parallel plate 
capacitors or windings of an inductor. For small capacitance values, the normal LTCC tapes 
are usually used for the capacitor's dielectric layer. The tape thickness can be made as thin 
as 12.5 ii m. For large capacitance values, high-k LTCC tapes need to be introduced. To form 
embedded singulated capacitors, high-k ceramic paste materials are needed. The high-k 
paste is screen-printed on unfired tapes and co-fired with LTCC tapes after laminating all 
the tapes together. The resistors are usually printed on the surface of the outer layers so that 
laser trimming can be conducted to achieve a high resistance tolerance of up to ±1%. 
Ruthenium (Ru02)-doped glass is commonly used as the resistor materials. Film resistors 
can be formed by either co-firing or post-firing technology. In the co-firing process the 
resistor paste is fired along with the LTCC. And in the post-firing process, the resistor paste 
is printed onto the fired LTCC surface and then sintered again at a temperature lower than 
that of LTCCs firing. 
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Fig. 2.2 LTCC process flow 



HTCC uses standard ceramic materials such as alumina (AI2O3) or aluminum nitride (A1N) 
that are fired at high temperature (1600°C). The firing temperature of HTCC precludes the 
use of highly conductive metals as inner electrical interconnects, which are necessary for 
high-frequency applications to realize low insertion loss. Refractory metals such as tungsten 
or molybdenum with a low conductivity must be used in HTCC, resulting in additional 
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resistive losses. No suitable co-friable resistive and capacitive materials for embedding 
passive components in HTCC exist. The integration of passives for HTCC is limited to the 
surface by using post-firing technology. 

Material properties of LTCC, HTCC and FR4/ glass are listed in Table 2.3. LTCC succeeded 
in producing some good characteristics for HTCC including high thermal conductivity, low 
dielectric loss, and high resistance against humidity and heat. Recently, some new LTCC 
materials with high mechanical strength have been developed (muRata LTCC). One newly 
developed material has a high flexural strength of up to 400MPa, almost the same as HTCC, 
whereas the conventional LTCC has a flexural strength of only about 200 MPa. High 
mechanical strength helps protect the substrate from cracking when it receives strong 
mechanical or thermal shocks. High mechanical strength also allows for the use of a thinner 
substrate. 

One more advantage that LTCC technology has over HTCC technology is that a high level 
of dimension precision, less than ±0.1% can be obtained by using no shrinkage firing 
techniques, which are not available with its rival, HTCC technology. This high dimension 
precision allows the module substrate to achieve high density integration and assembly. 



Build-in capacitor 



Resistors formed on surface 




Build-in inductor Build-in capacitor 



Fig. 2.3 LTCC-based integrated passive devices 



Similar to laminate-based passive integration technology, the built-in components are 
defined by a screen-print technique having less precision in the pattern dimension and 
thickness. This results in a relatively high production deviation in property values of 
embedded passive components. Usually embedded inductors can have inductance values of 
up to 10 nH at a reasonable area and thickness. Capacitors of up to 10 pF can be built in at a 
reasonable area without introducing additional high-k dielectric layers. A capacitance 
tolerance less than ±20% can be expected. If ferroelectric ceramic materials are used to obtain 
large capacitance density, the capacitor will show a great temperature drift in capacitance 
and the loss tangent will also increase in the order of several percentage points. 
Low electrical and dielectric losses, a good thermal conductivity, and high levels of 
dimension precision and passives integration make LTCC technology attractive for RF 
module applications. LTCC is now popular for constructing compact passive circuits 
ranging from traditional baluns (Lew D. W. et al., 2001), couplers (Fujiki Y. et al., 1999), and 
filters (Yeung L. K. & Wu K. L., 2003; Piatnitsa V. et al, 2004) to more sophisticated diplexers 
(Sheen J. W., 1999) and balanced filters (Yeung L. K. & Wu K. L., 2006), for different wireless 
communication systems such as mobile phones, Bluetooth, and wireless LAN equipped 
terminals. LTCC technology is also attracting a great deal of interest for produce highly 
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integrated RF Front-End-Modules (FEM) where embedded passive circuits are combined 
with active devices to make complete functional modules, like those encompassing a Tx/Rx 
switch, SAW filters, and/ or power amplifier (Marksteiner S. et al., 2006). 
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Young's 






(10-4) 


(Gem) 


(ppm/K) 


Conductivity 
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LTCC 


5 
80 


2.5 
40 


>10 14 


3-12 


1.2-5 


170-400 


74-188 


HTCC 


8.5 
10 


5-25 


>10 14 


6.9-7.2 


10-25 


400-460 


260-310 


ALN 


8.7 


170 


>10 14 


4.7 


150-230 


400 


320 


FR4/ 


4.5 


200 


>10 14 


xy:16-20 


0.2 


430 
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5.5 


300 




z:50-70 
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Table 2.3 Dielectric materials used for embedded capacitors 

2.3 Thin-Film-Based Passive Integration Technology 

Thin-film-based passive integration is used to integrate passive elemnets onto a substrate's 
surface using photolithography and thin-film technology, enabling a fine structure and high 
integration density. Such thin-film-based integrated passive devices are usually called as 
IPDs (integrated passiv devices). The passive elements and high-density interconnects are 
fabricated by depositing thin metal and dielectric materials onto a high-resistivity or 
dielectric substrate by using standard IC fabrication technologies such as evaporation, 
sputtering, electroplating, chemical vapor deposition (CVD) and spin-coating. The layers are 
defined by standard photolithographic etching or selective deposition such as lift-off 
process which are used in the semiconductor IC industry. A typical IPD structure is 
illustrated in Fig.2.5. Usually resistors, capacitors and inductors are formed directly on the 
substrate surface. A interconnection layer is formed above the passive elements to connect 
these elements. A dielectric interlayer is placed between the interconnection layer and 
passive elements as an insulation layer. A passivation layer is usually formed on the surface 
to protect the passive circuts from the atmosphere. Pads are formed on the top of the 
passivation layer to provide acess between the IPD and the outside. 
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Fig. 2.4 A tipical IPD structure 
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When semiconductor materials are used as the IPD's substrate, an additional dielectric layer 
is needed to insulate the passive elements and the substrate, and the inductors are 
favarourablly formed at the interconnection layer so as to separate the inductor from the 
substrate to reduce the eddy current loss in the semiconductor substrate. 
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0.56 


1.5 


Up tolOO 


74 


Glass 


5.3 


10 


>1017 


3.8 


1-2.5 


<94 


Up to 100 


A1 2 3 

99.9% 


9.9 


1 


>1015 


6.8 


38 


660 


390 


HR-Si 


12 


10-50 


1000-5000 


2.6 


150 


2800 


129-190 


HR- 
GaAs 


12.9 


6 


107-1Q9 


5 


46 


- 


- 



Table 2.4 Commonly used materials for IPD substrate 



IPD Substrates 

The substrate materials usually used in IPD are list in Table 2.4. For high-frequency 
applications, the substrates have to be selected to have low dielctric losses and low 
permitivity to reduce the RF power dissipation in the substrates and to increase the self- 
resonant-frequency. Glass, fused quartz, high-resistivity silicon and ceramics are usually 
used as IPD's substrate for RF applications. Glass and fused quartz have both a low 
dielectric constant and low dielectric tangent which makes them preferrable for achieving a 
high self -resonant frequency and reducing the eddy loss in the substarate which is asociated 
with the qualty factor of passive circuits. From the viewpoint of high-frewuency 
applications, glass and fused quartz are the most suitable substarte materials. The 
semiconductor substrates are attractive for allowing active devices to be integrate with the 
passive circuit. For example, combining ESD Protection and a low pass filter to attenuate the 
RF noise, which may otherwise interere with the internal base band circuitry of a mobile 
phone (Doyle L., 2005). Normal semiconductor substrates used for IC fabrication have such 
a low resistivity (^50 Qcm) as to be very lossy for RF signals, as magnetic fields penetrate 
deeply into the substrate causing losses and reducing both the inductanse and Q-factor. 
Inductors formed on such substrates merely provide a Q-factors of around 10 (Tilmans H. A 
C et al, 2003; Chong K. et al, 2005). High resistivity in the order of 1000-10000 Q cm is in 
general required for the semiconductor substrates used for IPD to suppress these parasitic 
phenomena (Tilmans H. A C et al., 2003). Use of high-resistivity Si is not cost effective for 
most CMOS applications. Moreover, when high-resistivity silicon is used for the substrate, 
the surface of the silicon has to be oxidized. In addition, fixed charges occurring in the oxide 
layer will cause DC dependency and performance spread. Ar implantation on the silicon 
surface has been proposed to migarate these negative factors (Carchon G. et al., 2008). If a 
normal Si substarte with low resistivity is used for IPD, some special processes have to be 
taken to separate the IPD from the substrate or to reduce the substrate loss. A number of 
new techniques have been proposed to reduce the substrate loss. Placing a 25um porous 
silicon dioxide layer between the IPD and silicon substrate has been proposed by Telephus 
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(Kim D. et aL, 2003). MEMS (Microelectromechanical System) technology has been used to 
remove the substrate under the inductors (Jiang H. et aL, 2000; Chang J. Y-C et aL, 1993). 
And there have been reports on suspending large-sized inductors that were integrated with 
the RF mixer using post-CMOS-based techniques (Wu J. C. & Zaghloul M. E., 2008). Using a 
ground shielding metal layer between the inductor and Si substrate to prevent electrical 
coupling with the substrate can improve the Q factor by up to 50% (Yue C. P. & Wong S. S., 
1998). Another approach is to introduce an air gap into the Si substarte using Si deep-RIE 
and a Si thermal oxidization technique (Erzgraber H. B. et aL, 1998). These alternative 
solutions can increase the Q-factor up to 20-30 at a low GHz frequency, but usually they are 
complex, costly or not compatible with standard CMOS lines. For many important circuit 
functions in wireless communications systems, such as RF front end and radio transceiver 
applications, it is preferable for the inductor to have a Q factor of at least 30. Furthermore, 
since the wireless systems are moving to a much higher frequency, a high Q, high self- 
resonant-frequency and small size are required for integrated passive devices. 

IPD Resistors 

IPD resistors are made by sputtering or evaporating resistive material onto the substrate, 
like NiCr, Mo, Ti, Cr, or TaN and CrSi (Tilmans H. A C et aL, 2003; Bahl I. & Bhartia P., 
2003). Some popularly used thin-film resistive materials are listed in Table 2.5. For large 
sheet resistivity, Cr, Ti and CrSi are favorable. NiCr, Ta and TaN provide good stability. Cr 
is poor in terms of stability. Resistor values ranging from 0.1 Q to several tens of M Q can be 
acheived with 10% tolerance (Doyle L., 2005). It is also easy to conduct laser trimming to 
further tighter the tolerance because the resistor films are formed on the surface. To shorten 
the resistor length by introducing films having a larger sheet resistivity is helpful for 
suppressing the parasitic L and C, and to guarantee a resistor length less than 0.1A. so that 
distribution effects can be ignored, which is important for high- frequency applications. 



Resistive Material 


Resistivity ( Q /square) 


NiCr 


40-400 


Cr 


10-1000 


Ti 


5-2000 


Ta 


5-100 


TaN 


4-200 


CrSi 


Up to 600 



Table 2.5 Thin-film resistive materials for IPDs 

IPD Capacitors 

IPD's capacitors are typically MIM or interdigitated capacitors with dielectric materials 
between the electrodes. The size of an integrated capacitor depends the dielectric constant 
and thickness of the dielectric material used in the capacitor. Since the capacitors are formed 
on the substrate's surface, an ultra-thin insulator film can be used for capacitors so that a 
relatively high capacitance density can be achieved. Since the capacitor area is defined by a 
standard photolithographic etching or lift-off process, very high accuracy can be obtained. A 
capacitance density of 200 pF/mm 2 has been realized with a tolerance less than ±3% (Mi X. 
et al, 2008). The dielectric materials usually used in IPD capacitors are listed in Table 2.5. A 
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good dielectric material should have a high dielectric constant, a high band gap to limit 
leakage currents, and a high dielctric strength to meet reliability reqirements. 





Dielectric 
Constant 


Dielctric Loss 

(10-4) 


Breakdown Field 
(MV/cm) 


Demonstrated C-dencity 
(nF/mm 2 ) 


Si0 2 


4.2 


10 


10 


1 


Si 3 N 4 


7.6 


11 


7 


2 


AI2O3 


7.9 


30 


8 


3.5 


Hf0 2 


17-21 


500 


6 


5,13 


Ta 2 5 


22-25 


100 


5 


5 


Zr0 2 


45 


- 


4 


- 


SrTi0 3 


150 


200 


1 


10 


BaTi03 


800 


<60 




80 


PZT 


900 









Table 2.6. Dielectric materials for used in IPD capacitors 



Although Si0 2 , Si3N4, and A1 2 C>3 have small dielctric constant, thay are typically used in IPD 
capacitors due to their low dielectric loss, high dielctric strength (breakdown field) and good 
film qualty (Huylenbroeck S. V. et al, 2002; Zurcher P. et al, 2000; Jeannot S. et al, 2007; 
Allers K. -H. et al., 2003). A thin insulation film is favorable for achieving a large capacitance 
density, but presents a risk in terms of breakdown voltage. Achieving a high-quality thin- 
film formation and high dielctric strength are the key points to realizing a high-capacitance 
density. When the dielectric film thickness is reduced to below a few tens of nm, Si3N4 is 
more suitable to use. The reason is that unacceptable leakage currents due to tunneling 
conduction and a low breakdown voltage will arise in such a thin Si0 2 film. Highly C(V) 
nonlinear properties observed in thin A1 2 C>3 need to be taken into account for lineaity-critical 
applications (Jeannot S. et al., 2007). Ta 2 Os has excellent C(V) linearity compared with Al 2 03 
and a high breakdown field, but it also has an extremely high leakage current (Giraudin J.-C. 
et al., 2007; Thomas M. et al., 2007). Hf0 2 has a relatively low breakdown voltage and worse 
C(V) linearity compared to A1 2 C>3, but presents low leakage currents due to its high band 
gap (Yu X. et al., 2003). To further improve electrical performances, a combination of 
different dielectric materials such as a Hf0 2 /Ta 2 0s/Hf0 2 (HTH) multi-layer has led to good 
results (Jeannot S. et al., 2007). Zr0 2 has been demonstrated to be promising, exhibting a 
lower dielectric leakage than Al 2 03 and Hf0 2 and simmilar braekdown field with Al 2 03 
(Berthelot A. et al., 2007). These high-k materials have been facing the limitation that a 
capacitance above 5 nF/mm 2 can hardly be reached with a planar MIM architecture. Besides 
the evolution of high-k dielectrics, new developemnts in capacitor architectures have also 
been put forward to further increase capacitance density. High density trench capacitor 
(HiDTC) architecture has been demonstrated to be feasible for extremely high capacitance 
density (Giraudin JC. et al., 2007; Giraudin JC. et al., 2006). Based on such architecture, a 35 
nF/mm 2 MIM capacitor has been developed with an A1 2 C>3 dielectric of 20 nm, whereas the 
capacitance density is only 3.5 nF/mm 2 in planar MIM architecture. 

MIM capacitors using ferroelctric materials such as STO, BTO and PZT have also been 
studied intensively, and they have a very high dielectric constant favourable for achieving a 
very high capacitance dencity (Ouajji H. et al., 2005; Defay E. et al., 2006; Wang S. et al., 2006, 
Banieki J. D. et al., 1998). These materials usually need high-temperature processing and 
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noble metals for the electrodes. Recently, STMicroelectronics has reported the dry etching of 
high-k dielectric PZT stacks for integrated passive devices. (Beique G. et al., 2006) 

IPD Inductors and Interconnects 

IPD inductors are usually formed in conductive interconnection layers on the substrate or 
insulation layer as shown in Fig. 2.4. A fine trace width and space less than 10 ji m can be 
realized by lithography and electroplating technologies with extremely high accuracy and 
low manufacturing costs. In addition, an inductance tolerance of less than 2% can be 
expected(Mi X. et al, 2007; Mi X., 2008). 

The conductive materials for IPD inductors and interconnects should have high 
conductivity, a low temperature coefficient of resistance, low RF resistance, good adhesion 
to the substrate or insulation materials, and be easy to deposit or electroplate. The RF 
resistance is determined by the surface resistivity and shin depth. The conductor thickness 
should be at least three to four times the skin depth, to increase the section area of the 
conductor where the RF current will flow. 

Table 2.6 shows the properties of some normally used conductor materials for IPDs. In 
general, these conductors, such as Au, Cu, Al, and Ag, have good electrical conductivity but 
also have poor substrate adhesion. Conversely, some conductors having poor electrical 
conductivity such as Cr, Pt, Ti and Ta possess good substrate adhesion. To obtain a good 
adhesion to the substrate and high conductivity at same time, a very thin adhesion layer of a 
poor conductor has to be deposited between the substrate and the good conductor. This thin 
adhesion layer does not contribute to any RF loss due to its extremely thin thickness. Since 
the electroplating is widely used to form a thick conductive layer, the compatibility with the 
plating process should be taken into account when choosing the conductor materials. 
Considerable research is focused on developing high-Q on-chip inductors. Various MEMS 
technologies have been used to construct a 3D-inductor. Out-of-plane coil structures have 
been realized by surface micromachining and sacrificial layer techniques (Dahlmann G. W. 
et al., 2001; Zou J. et al., 2001). These out-of-plane coils vertical to the substrate help reduce 
the substrate loss and parasitics, but the reported Q-factors do not exceed 20. Moreover the 
vertical coil is too high (several hundred \± m) to use in practical applications, though they 
do not occupy footprints. Palo Alto Research Center has reported a 3D solenoid inductor in 
the air constructed using stressed metal technology (Chua C. L. et al., 2002; Chua C. L. et al., 
2003). A release metal layer was placed under the stress-engineered metal layer and a 
release photo-resist layer above the stress-engineered metal layer. When the release metal 
layer and photo-resist layer were removed, the traces curled up and interlocked with each 
other to form a coil. Similar structures and fabrication techniques have also been reported by 
Purdue University (Kim J. et al., 2005). These solenoid inductors in the air show a high Q- 
f actor and self -resonant frequency and are attractive for high-frequency applications. The 
large size appears to be a drawback for this solenoid type inductor from the viewpoint of 
miniaturization. Some other reported solenoid type inductors did not show a sufficiently 
high Q-factor due to the small inductor core area (Yoon Y. K. et al., 2001; Yoon Y. K. & Allen 
M. G., 2005). Integration of magnetic materials into inductors can significantly increase 
inductance while keeping similar Q-factor at the frequencies of up to several hundred of 
MHz (Gardner D. S. et al., 2007). It is difficult nowadays to enable magnetic materials to 
have both a high permeability and resistivity at high frequencies of above 1GHz. Spiral coil 
architecture is widely used for IPD inductors due to its high inductance density, compact 
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size (Wu J. C. & Zaghloul M. E., 2008; Tilmans H. A C et al, 2003; Yoon J. B. et al, 2002). 
Optimized 2-layered spiral coils in the air have been demonstrated for IPDs to offer high 
quality factor and self-resonant-frequency (Mi X. et al., 2007; Mi X. et al., 2008), which will 
be explained in section 3 and 4 in detail. 





Surface 
Resistivity 

(n/squrex\0 7 y[f) 


Skin depth 
@2 GHz 
(urn) 


CTE 

(ppm/K) 


Adherence 
to dielectrics 


Deposition 
technique 


Ag 


2.5 


1.4 


21 


Poor 


Evaporation, 


Cu 


2.6 


1.5 


18 


Poor 


sputtering 


Au 


3 


1.7 


15 


Poor 


or plating 


Al 


3.3 


1.9 


26 


Poor 


Evaporation, 


Cr 


4.7 


2.7 


9 


Good 


sputtering, 


Ta 


7.2 


4 


6.6 


Good 


EB-evaporation, 


Ti 


13.9 


7.9 


8.4 


Good 


EB-sputtering 


Mo 


4.7 


2.7 


6 


Fair 




W 


4.7 


2.6 


4.6 


Fair 





Table 2.7 Properties of some conductor materials used in IPDs. 



Dielectric Materials for Insulation and Passivation layers 

Photosensitive polymer dielectric materials are usually used to form insulative interlayers 
and passivation layers in IPDs. These dielectric materials insulate or protect the integrated 
passive elements and conductive interconnects so that they are critial for IPD performance, 
especially for high-frequency performance and reliability (Pieters P. et al., 2000; Li H. Y. et 
al., 2006). Since these materials cover all the elements, magnetic fields occuring in the 
passive circuits will penetrate the polymer dielectric material causing losses and reducing 
the Q-factor and self-resonant-frequency of the passive circuit. The dielctric materials have 
to be selected with low dielctric constant, low dielectric loss and good electrical performance. 
Some good polymer dielctric materials suitable for IPD and their propertis are listed in 
Table 2.8. BCB has good dielectric properties and mechanical chericteristics and verified 
realiability, and so it has been the most widely used insulation material for IPD or other 
passivation applications (Tilmans H. A C et al., 2003; Carchon G. J. et al., 2005). 
Based on the above-stated device achitecture, materials and fabrication technologies, many 
IPD devices have been developed and practically used due to their good RF performances, 
compact size and high manufacture tolerance at serval companies like IMEC (Carchon G. J. 
et al, 2005; Carchon G. et al, 2001; Tilmans H. A C et al, 2003), Sychip (Davis P. et al, 1998), 
Telephus (Jeong I-H. et al, 2002; Kim D. et al, 2003), Philips (Graauw A. et al, 2000; 
Pulsford N., 2002), TDK (CHEN R. et al, 2005), Fujitsu (Mi X. et al, 2007; Mi X. et al, 2008). 
IMEC IPD used borosilicate glass, TaN resistors, Ta20s capacitors and electropalated Cu for 
coils and interconnects. Telephus IPD based on a 25 m m thick oxide grown on low-cost 
silicon wafers, NiCr resistors, SiNx capasitors, BCB dielectric and electroplated Cu 
conductors. IPDs have been used for constructing compact passive circuits such as couplers 
(Carchon G. J. et al, 2001), and filters (Paulsen R. & Spencer M., 2008; Frye R. C. et al, 2008), 
diplexers (CHEN R. et al., 2005) and impedance matching circuits (Nishihara T. et al., 2008; 
Tilmans H. A C et al., 2003), for different wireless communication systems such as mobile 
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phones, Bluetooth, and wireless LAN equipped terminals. The IPD technologies are also 
powerful for realizing highly integrated RF Front-End-Modules (FEM) where IPD can be 
combined with active devices to make complete functional modules, like those 
encompassing a Tx/Rx switch, SAW filters, and/ or power amplifier (CHEN R. et aL, 2005; 
Jones R. E. etal, 2005). 





BCB 


AL-Polymer 


Polymide 


Epoxy 


Dielectric constant 


2.7 


2.6-2.7 


3.2-3.5 


4.2 


Dielectric loss 


0.0008 


0.003 


0.002 


0.02 


Water absorption (%) 


0.24 


0.1-0.3 


Up to 3 


>0.3 


Elongation at break (%) 


8 


20 


10-40 


6 


Young's modulus (Gpa) 


2.9 


1.3 


2-4 


4 


Tensil strength (Mpa) 


87 


90 


100-150 


100 


CTE (ppm/k) 


52 


60 


40 


69 


Photodefinition 


Negative/ 
Solvent 
Positive/ 
Aqueous 


Negative/ 
Solvent 


Various 


Negative/ 
Aqueous 


Cure temperature (°C) 


225-250 


180-250 


350-400 


190-200 



Table 2.8 Some good polymer dielctric materials suitable for IPDs and their properties 



2.4 Comparison Among Laminate, LTCC and Thin Film Based Approaches 

Capacitance values and the corresponding capacitor areas are compared in Fig. 2.5 between 
various dielectric materials typically used for integrated film capacitors in laminate, LTCC 
and thin-film based passive integration approaches respectively. Unloaded epoxy resin 
normally used in PCB having a relatively low dielectric constant (about 4) and minimum 
thickness of approximate 50um, offers a small capacitance density of 0.7 pF/mm 2 . Normal 
LTCC tape with a dielectric constant around 7~9 and a minimum thickness of 12.5 \i m can 
offers a capacitance density of about 6pF/mm 2 . If high-k LTCC tape with a dielectric 
constant of 80 and thickness of 12.5 /imis used, a capacitance density of 57 pF/mm 2 can be 
expected, which is still low from the viewpoint of module miniaturization. By introducing 
ferroelectric ceramic-filled-polymer materials such as CFP (ceramic-filled photo-dielectric), 
laminate-based embedded film capacitors can increase the capacitance density to several 
tens of pF/mm 2 . Furthermore, an embedded film capacitor with a capacitance density of 15 
nF/mm 2 using ferroelectric BaSrTiC>3 foil has been reported as a bypass capacitor (Tanaka H. 
et aL, 2008). Although laminate-based film capacitors can provide similar or bigger 
capacitance densities compared to LTCC by introducing ferroelectric materials, they exhibit 
a large temperature coefficient of capacitance (TCC). The reason is that the ferroelectric 
ceramics used in film capacitors, such as BaTiC>3, SrTiOs show large changes in their 
dielectric constant around the phase transition temperatures (Kawasaki M. et aL, 2004; 
Popielarz R. et aL, 2001; Kuo D. H. et aL, 2001; Lee S. et aL, 2006). Moreover, polymer 
materials such as epoxy usually have a large change in dielectric constant around the glass 
transition temperature (Tg). LTCC-based film capacitors have little temperature dependence 
and superior reliability because the LTCC materials having dielectric constants up to 100 are 
usually paraelectric material. 
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Fig. 2.5 Comparison of capacitance values and corresponding capacitor areas between 
various dielectric materials used for integrated film capacitors 

Since with thin-film-based passive integration technology the capacitors are formed on the 
substrate surface, ultra-thin high-k dielectric film with good film quality can also be 
deposited for capacitors so that a relatively high capacitance density can be achieved. A 0.1 
ii m SiNx film can offer a capacitance density over 600 pF/mm 2 . Higher capacitance 
densities are also possible at the expense of the breakdown voltage reduction by using an 
ultrathin film (less than 50 nm). Based on HiDTC (high-density-trench capacitor) 
architecture, a 35 nF/mm 2 MIM capacitor has been developed with an AI2O3 dielectric of 20 
nm. 

Embedded inductors in an organic subatrate offering an inductance of up to 30 nH have 
been reported (Govind V. et al., 2006). LTCC are usefule for integating inductors less than 
lOnH. For IPD (thin-film-based solution), inductance up to 30nH at a size of less than cpO.6 
mm has been reported (Mi X. et al., 2008). Mike Gaynor provided a good case study, in 
which performances of integrated inductors constructed by laminate, LTCC and Si-IPD 
respectively are compared in detail (Gaynor M., 2007). For the same inductance, laminate 
inductors need an area of 5 times that required by IPD. LTCC inductors, which have 
increasing thickness because more layers are used, have a steep area vs. inductance slope 
and a slightly increased area compared to IPD inductors. 

Since the laminate or LTCC-based methods build the passives into the substrate, the quality 
factor of the built-in inductor will be low and the inductor size will be large due to a 
relatively large dielectric constant and loss tangent of the substrate materials. The typical 
inductor diameters are in the order of 1mm. To obtain a large Q-f actor and a high self- 
resonance frequency (SRF) for RF applications, the traces of the coils have to be separated a 
lot and more layers have to be used. That is to say, low-k materials are preferable for 
inductor performance. Elsewhere, the typical capacitance density of built-in capacitors is a 
few pF/mm 2 at present, which is still low from the viewpoint of module miniaturization. It 
is usually difficult to introduce a very thin insulation layer into these two technologies, so 
high-k insulators are favorable for obtaining a large capacitance. However introducing low- 
k and high-k insulators into the same substrate will drastically increase the fabrication 
complexity and cost. 

IPDs are fabricated using photolithography and thin-film technology, enabling a fine 
structure and high integration density. The inductors and capacitors are formed on the 
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substrate's surface. Some low-k materials can be used easily for inductors so that a small 
inductor can provide a large inductance and high SRF compared to laminate- or LTCC- 
based technology (Mi X. et al., 2008). In general, IPD inductors can also provide the best Q- 
f actor for a given size, if low-loss substrates are used. 

The most important advantage of IPD is the high production precision. The inductor's 
tolerance is less than ±2% and the capacitor's tolerance is less than ±3% (Mi X. et al., 2008). 
This degree of production precision is not available in laminate- or LTCC-based 
technologies. The embedded inductors in organic or LTCC substrate usually have 
manufacture tolerance around ±10%. The embedded film capacitors usually shows 
manufacture tolerance around ±20%. Since resistors can be formed on the substrate surface 
and thus laser trimming can be introduced, IPD and LTCC solutions provide excellent 
resistor precision of ±1%. Embedded resistors in organic substrates usually show a high 
manufacture tolerance between ±5% and ±20%. 

The LTCC has a good thermal dissipation and is preferable for power modules when 
compared to laminate-based technology. IPD can also have good thermal dissipation 
capabilities, if their substrates are made of Si or ceramics providing high thermal 
conductivity. 



^"""--^Element 
Method"""-^ 


Inductor 


Capacitor 


Inner 
Wiring 


Cost/mm 2 


Laminate 
(PWB) 


• Low Q-factor 

• Low SRF 
(Due to high e) 

• Big and thick 


• Low density 
(<50pF/mm 2 ) 


O 


Low-moderate 
(Low density) 


LTCC 


IPD on 
Si/Glass 


• High Q (>40) 

• High SRF 
(>8GHz) 

• Small and thin 


• High density 
> 600pF/mm 2 


X 

Through 
-wafer 
via is 

possible 


Depending on 

wafer size 
(High density) 



Table 2.9 Performance comparison among laminate, LTCC and thin-film based technologies 



Laminate-based capacitors are now at the early development stage with many materials and 
processes in development. The yields and reliability of laminate-based capacitors also need 
to be evaluated. The high tolerance of embedded passive elements will limit them to coarse 
applications or digital applications. Thin-film-based passive integration technology provides 
the highest integration density with the best dimensional accuracy and smallest feature size, 
which makes it the best alternative for passive circuits in SIP solution at high frequencies. 
The drawback remains the higher cost compared to the laminate- and LTCC-based 
technologies. It is now generally accepted that laminate-based passive integration shows the 
lowest cost per unit area, but occupies the largest area; LTCC-based passive integration has 
a medium cost per unit area and can integrate more functionality in a smaller size than 
laminate-based; and thin-film based passive integration has the highest cost per unit area 
but the smallest size, thus offsetting the cost for the same functionality. Moreover, since 
thin-film-based passive integration is based on a wafer process, the cost per unit area 
strongly depends on the wafer size. If 8-inch wafers are used, the thin-film-based solution 
will cheaper than the LTCC-based one. A performance comparison of these three 
technologies is summarized in Table 2.9. The disadvantages of conventional thin-film-based 
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technology such as glass/ Si IPD compared to laminate- or LTCC-based technologies are that 
the inner wiring is not available and, while a through-wafer via is possible for a Si or glass 
substrate, it is expensive (Bhatt D. et al., 2007; Beyne E., 2008). Fujitsu demonstrated IPD-on- 
LTCC technology. IPD-on-LTCC technology combines the advantages of IPD and LTCC and 
provides a technical platform for future RF-modules, having all the technical elements 
necessary for module construction, including integrated passives, dense interconnection, 
and package substrate. Section 3 and 4 will explain the details of this technology. 

3. Design Consideration for High Q, High SRF (Self-Resonant Frequency) 

Inductors are one of the most important passive components in RF circuits. The quality 
factor and self-resonance frequency (SRF) of an integrated inductor are the most important 
characteristics for high-frequency applications, which decide the working frequency band 
and the insertion loss of the integrated passive circuits. For a conventional spiral coil 
inductor structure, the Q-factor is usually below 30, which is not enough for the RF front 
end and radio transceiver sections. How to construct an inductor having a high Q and high 
SRF and small size is the key point for integrated passive circuits. 




Y1=y11+y12 



Y2=y22+y12 



Fig. 3.1 Two-port lumped physical model for an on-chip inductor 

To understand the inductor well, an equivalent circuit model and a method of extracting the 
Q-factor, inductance and parasitic components have to be clarified first. A two-port lumped 
physical model for an on-chip inductor is shown in Fig. 3.1 (Niknejad A. M. &, Meyer R. G., 
1998). The physical model is a two-port n network of series and shunt components of 
inductors and capacitors, where Ls, Rs, Cs, represent the inductance, series resistance, and 
parasitic capacitance of the inductor, and Rp, Cp represent the substrate resistivity and 
parasitic capacitance in the substrate, respectively. 

The Y parameters can be obtained from the measured two-port S parameter. The Q-factor of 
the inductor can be extracted from two-port Y parameter as shown in equation (3.1). 



e = |lm(7 11 )/Re(7 1 J 



(3.1) 

According to the two-port lumped physical model, Ls, Rs, Cp, Rp can be extracted from the 
two-port Y parameter as shown in the following equations (3.2 to 3.5) respectively. 
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(3.4) 



1 



R =Re 
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The quality of an inductor is evaluated by its Q factor, which is generally defined as 

energy stored 



Q = 2k- 



energy loss in one oscillation cycle 



(3.5) 



(3.6) 



It is inevitable that some parasitic capacitances will occur in a real inductor. For an inductor, 
only the energy stored in the magnetic field is of interest. Any energy stored in the electric 
field due to the parasitic capacitances is counterproductive. Thus the Q-factor of an inductor 
should be given by equation (3.7) (Yue C. P. & Wong S. S., 1998) 



Q = 2tt 



peak magnetic energy - peak electric energy _ R 



energy loss in one oscillation cycle 



2KfL 



1 






(3.7) 



[> 



ih- 




Fig 3.2 One-port physical model of an inductor including parasitic effects 

For simplicity, an one-port physical model including parasitic effect as shown in Fig. 3.2, is 
used to derive the expression of the Q value. According to one-port physical model 
including parasitic effects, the energies stored in the magnetic and electric fields and lost can 
be expresses in eqation (3.8 to 3.10) respectively. 
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(3.8) 



(3.9) 



(3.10) 



Where R represents the series resistance of the inductor; C represents the total parasitic 
capacitance including that of the inductor and substrate; Rs represents the substrate 
resistivity and Vo denotes the peak voltage at the inductor port. The inductor Q-f actor can be 
obtained as shown in equation 3.11 by substituting equations 3.8 to 3.10 into 3.7. 



Q= coL R s 

R R s + [(coL/r) 2 +i]r 



i-^-^Lc 



(3.11) 



The Q-factor in the equation 3.11 is expressed as a product of three factors, where the first 
factor is called the ideal Q factor, the second factor is called the substrate loss factor, and the 
third factor is called the self-resonance factor. 

The inductance L is defined as L=cp/I, here 9 is the magnetic flux crossing the inductor coil 
and I is the current flowing through the coil. The multi-layered coil inductor produces a 
large inductance, L, as an entire inductor because the multi-layered coil shows mutual 
inductance due to mutual electromagnetic induction between the multiple coils connected in 
series and thus increase the magnetic flux crossing the inductor coil. For this reason, 
according to the multi-layered coil inductor, the total length of conductive wire necessary 
for achieving a given inductance L tends to be short. The shorter the total length of the 
conductive wire for constituting the multi-layered coil inductor, the smaller the resistance R 
in the multi-layered coil inductor tends to be. As can be seen in the above-mentioned first 
factor, achieving a predetermined inductance L at a small resistance R contributes to an 
increase in the Q-factor. The inductor coils have to be constructed with good conductivity. 
The width and height of the coil traces have to be designed carefully to ensure low RF 
resistance at operating frequencies. 

The second factor in equation 3.11 suggests that a substrate having high resistivity Rs 
should be used to lower the loss from the substrate and to increase the second factor so that 
it is 1. For this reason, ceramic, glass, or fused quartz are suitable for the substrate. 
The third factor of equation 3.11 suggests that the parasitic capacitance C should be lowered. 
As can be seen from the above-mentioned third factor, making the parasitic capacitance C 
zero brings this factor close to 1 and contributes to an increase in the Q-factor. Further, 
lowering of the parasitic capacitance is also favourable for achieving a good high-frequency 
performance. The self-resonant frequency (SRF) fo of an inductor can be determined when 
the third factor of equation 3.11 becomes zero. Using this self-resonance condition, the same 
result as equation 1.6 is then obtained. 
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1 1 



R 2 



In V LC L 2 



(3.12) 



Generally, the smaller the parasitic capacitance of the inductor, the greater is the inductor's 
SRF shift toward the high frequency side, making it easier to achieve a good high-frequency 
characteristic. For these reasons, we recommend using the two-layered coil in the air, as no 
material has a dielectric constant that is lower than air. 

As discussed above, the optimized structure of the IPD is illustrated in Fig. 3.3 (Mi X. et al., 
2007). The lower spiral coil is directly formed on the substrate and the upper coil is 
freestanding in the air. Air is used as the insulation layer between the two coils to minimize 
the parasitic capacitance in the coil inductor. The two spiral coils are connected in series by a 
metal via and the direction of the electric current flowing through the two coils is the same. 
The direction of the magnetic flux occurring in the two coils agrees, and the total magnetic 
flux crossing the two-layered coil increases. The two coils are arranged to overlap with each 
other to further maximize the mutual induction. There are no support poles under the upper 
coil, nor are there intersections between the wiring and the coils in the two-layered coil 
structure. It also helps to prevent an extra eddy current loss from occurring in these sections 
and maximizing the Q-factor of the coil inductor. The capacitor is of a metal-insulator-metal 
structure, as shown in Fig. 3.3 (c). A thick metal is used for the lower and upper electrodes 
of the capacitor to suppress the loss and parasitic inductance arising in the electrodes and 
thus to enlarge the Q-factor of the capacitor and its self-resonant-frequency. A 3D 
interconnection in the air is introduced for the upper electrode to help eliminate the parasitic 
capacitance that results from the wiring to the MIM capacitor. 




(b) Coil part 
Fig. 3.3 High-Q IPD configuration 



(c) Capacitor part 



276 



Advanced Microwave Circuits and Systems 



4. IPD on LTCC technology 

4.1 Concept 

We propose a new technology to combine the advantages of LTCC and IPD technology. 
High-Q passive circuits using a two-layered aerial spiral coil structure and 3D 
interconnection in the air are constructed directly on an LTCC wiring wafer. This technology 
is a promising means of miniaturizing the next generation of RF-modules 
A conceptual schematic diagram of the proposed IPD on the LTCC for the RF module 
applications is illustrated in Fig. 4.1. The above-mentioned high-Q IPD is directly formed on 
the LTCC wiring wafer. Functional devices such as the ICs are mounted above the IPD, 
while the LTCC wiring wafer has metal vias on the surface for electrical interconnection 
between the wiring wafer and the integrated passive circuit or the mounted function device 
chips. Pads are formed on the reverse side of the LTCC wafer to provide input and output 
paths to the motherboard. The inner wiring of the LTCC wafer can provide very dense 
interconnects between the passive circuit and the functional devices. Because the function 
device chips are installed above the integrated passives, the chip-mounting efficiency can 
approach 100%, which means a chip-sized module can be realized. 




Functional device chips 
Integrated passives* 

LTCC wiring wafer 

2-layered coil in the air Capacitor Pad Inner wiring 

Fig.4.1. Conceptual schematic diagram of the proposed IPD on LTCC for RF module 
applications 



4.2 Development 

The fabrication technology of the high-Q IPD on LTCC is shown in Fig. 4.2. The basic 
concept is to form a large-size LTCC wiring wafer, and then to form the IPD directly on the 
wafer surface. 

First, an LTCC wiring wafer is fabricated, and the surface of the wafer is subject to a 
smoothing process. The surface roughness needs to be reduced to ensure that the wafers can 
go through the following photolithography and thin-film formation processes. The 
capacitors, lower coils and interconnects are then formed by thin-film technology and 
electrical plating technology. Next, a sacrificial layer is formed, which has the same height as 
that of the lower metal structure. At the via positions, windows are opened in the sacrificial 
layer to facilitate an electrical connection between the upper and lower metal structure. On 
the sacrifice layer, a metal seed layer is formed for the following electrical plating process. 
After that, the upper coils and interconnects as well as the bumps for interconnection 
between the function device chips and IPD wafer are formed by electrical plating technology. 
The metal seed layer and the sacrificial layer are then removed to release the integrated 
passives. The upper and lower metal structures are made of copper and the bumps are gold- 
plated. Function device chips such as the IC can be mounted onto the bumps by flip-chip 
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bonding technology. If necessary, a sealing or under-filling process can be conducted. 
Finally, the module units are created by cutting the wafer. All of the fabrication processes 
are carried out at wafer level, which leads to high productivity. The fabricated high-Q IPD 
on LTCC wiring substrate is shown in Fig. 4.3. 



1. Formation of an LTCC wiring wafer 
and surface smoothing processing 



2. Formation of capacitor, 
lower coil and interconnect 



nnniLnAH 



3. Formation of sacrificial layer, 
upper coil and interconnect 



4. Formation of bumps for interconnection 
between function devices and IPD 



5. Removal of seed layer and sacrifice layer; 
Mounting function devices onto IPD wafer; 
Dicing module units from the wafer 



upper coil and interconnect | Function device chip 



Fig. 4.2. Fabrication technology of the high-Q IPD on LTCC 




Fig. 4.3. Fabricated high-Q IPD on LTCC wiring substrate 

We inspected the performance of the fabricated high-Q IPD on LTCC wiring wafer. Figure 
4.4. shows a performance comparison between a two-layer coil in the air and a one-layer coil 
in resin. The two coils have the same inductance of 12 nH, but differ in coil size. The two- 
layer coil is 350um in diameter, and the one-layer coil in resin is 400um in diameter. The 
two-layer coil can represent a 30% saving in area while providing the same inductance. The 
developed two-layered coils can achieve an inductance of up to 30nH at a size of less than 
cpO.6 mm. For a given size, the two-layer coil in the air improves the Q-f actor by 1.7 to 2 
times that of the conventional one-layer coil in the resin. Moreover, the SRF also increases 
from 7.5 GHz to 8.5 GHz. It indicates that the two-layered coil in the air is more suitable for 
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high-frequency applications exceeding 3GHz where hardly any surface-mounting devices 
(SMD) usually work well due to the low SRF. 
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Fig. 4.4. Performance comparison between a two-layer coil in the air and a one-layer coil 
embedded in resin 
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Fig. 4.5. Q-factor comparison between Fujitsu's 2-layered IPD and those made by other 
companies and SMD inductors on a similar size basis 

Q-factor comparison between Fujitsu's 2-layered aerial spiral coil and those made by other 
companies and SMD inductors are compared at 2 GHz in Fig. 4.5. In general, the Q-factor of 
an inductor strongly depends on inductor size. Fujitsu IPD inductors have an outer diameter 
smaller than 0.6 mm. Those points for the integrated inductors reported by other research 
organizations have a similar size to Fujitsu's IPD inductor. The SMD inductors compared in 
Fig. 4.5. have the a size of 0.6 mm X 0.3 mm. The conventional 1-layer integrated spiral coils 
in resin with a size less than 0.6 mm square can only offer a Q-factor of less than 30. These 
off-chip inductors (SMD) with the similar a size of 0.6 mm X 0.3 mm can offer a Q-factor 
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higher than 40 only when the inductance is less than 5 nH. When the inductance increases, 
the Q-f actor rapidly declines to less than 30. As a result, Fujitsu's 2-layered aerial spiral coil 
can provide a performance that is superior to its rivals of a similar size. 
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Fig. 4.6. Performance comparison between a capacitor using a 3D interconnect in the air and 
a capacitor embedded in resin 
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Fig. 4.7. Capacitor performances of Fujitsu's IPD (a) Dependence of capacitance on 
frequency (b) Relationship between capacitance and capacitor area 



The Q-factor comparison between the newly developed capacitor using 3D interconnection 
in the air and the conventional capacitor embedded in resin is shown in Fig. 4.6. The Q- 
factor is improved from 110 to 180 at 2 GHz. The other performances of Fujitsu's IPD 
capacitors are shown in Fig. 4.7. and Fig. 4.8. Figure 4.7. (a) shows the dependence of the 
capacitance on frequency and Fig. 4.7. (b) shows the relationship between the capacitance 
and the capacitor area. As shown in Fig.4.7. (a), the capacitance stays flat up to several GHz, 
indicating that the developed capacitor has small parasitic inductance and high self- 
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resonance frequency. The capacitance density of the developed integrated capacitors reaches 
200 pF/mm2, which makes it possible to reduce the size while covering almost all RF 
applications. Ultra-thin insulation film is favorable for achieving a large capacitance density, 
but has a risk in terms of breakdown voltage. The breakdown voltage characteristic depends 
strongly on the substrate roughness and quality of the dielectric film used for the capacitor. 
High-quality thin-film formation technology is the key to realizing high capacitance density. 
We also checked the breakdown voltage of the integrated capacitors and the result is shown 
in Fig. 4.7. The average breakdown voltage exceeds 200 V, which is enough for RF module 
applications. 
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Fig. 4.8. Break-down voltage of Fujitsu's IPD capacitors 
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Fig. 4.9. Production tolerance for two-layered coil in the air 
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Fig. 4.10. Production tolerance for capacitor using 3D interconnect in the air 

We inspected the production tolerance of the developed integrated passives. The inductance 
and Q-factor of 7.1 nH coils fabricated in different production batches were measured. The 
results are shown in Fig. 4.9. The deviation in inductance is less than ±2%. The deviation in 
the Q-factor is about ±5%. The capacitance deviation of 2 pF capacitors fabricated in 
different production batches was evaluated and the result is shown in Fig. 4.10. The 
deviation in capacitance is less than ±3%. The above-mentioned production tolerance 
includes the wafer deviation and batch deviation, which is not available in the case for its 
rivals, namely laminate-based and LTCC-based technologies. 

High-Q IPD on LTCC technology has been demonstrated for RF-module applications using 
the newly developed multistage plating technology based on a sacrifice layer. A two-layered 
aerial spiral coil structure and 3D interconnection in the air are used to increase the quality 
factor and to reduce the parasitic capacitance. This configuration enables us to achieve a Q- 
f actor of 40 to 6o at 2 GHz for the integrated spiral inductors of a size smaller than cpO.6 mm, 
while providing a high self-resonance frequency of over 8 GHz. The Q-factor of the 
capacitors has been improved from 110 to 180 at 2 GHz. Very high production precision has 
been achieved: less than ±2% for inductors and less than ±3% for capacitors. This technology 
combines the advantages of LTCC and IPD. The function device chips can be mounted 
above the IPD. The inner wiring built in the LTCC wafer provides dense interconnection. 
And the pads on the reverse side allow easy access to the motherboard. This technology 
combines the advantages of IPD and LTCC and provides a technical platform for future RF- 
modules, which has all the technical elements necessary for module construction, including 
integrated passives, dense interconnection, package substrate. These advantages are 
promising for the miniaturization of RF-modules and the realization of a chip-sized-module. 



5. Summary and Discussions 

In this chapter, we have concisely reviewed the recent developments in passive integration 
technologies and design considerations for system miniaturization and high-frequency 
applications. Over the past 10 years, passive integration technologies, laminate-, LTCC- and 
thin-film based technologies have gone through a significant evolution to meet the 
requirements of lower cost solutions, system miniaturization, and high levels of 
functionality integration, improved reliability, and high- volume applications. Some of them 
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have enabled miniaturized or modularized wireless telecommunication products to be 
manufactured. 

Developments in new materials and technologies for laminate-based technology have been 
significantly advanced. This makes possible the lowest cost integration of embedded 
resistors, capacitors, and inductors. Embedded discrete passives technology has been used 
for mass production. The materials and processes of laminate-based film capacitors are now 
immature and the yields and reliability also need to be evaluated. The large production 
tolerance due to instabilities in the materials and the fabrication processes remains the 
drawback. LTCC-based passive integration has high material reliability, good thermal 
dissipation and relatively high integration density compared to laminate-based technologies, 
but has the common drawback of a large production tolerance due to the screen-printed 
conductors and the shrinkage during the firing process. The high tolerance of embedded 
passive elements in organic or LTCC substrate limits their use to coarse applications or 
digital applications. The thin film based passive integration, usually is called as integrated 
passive device (IPD) provides the highest integration density with the best dimensional 
accuracy and smallest feature size, which makes it the most powerful technology for 
passives integration in SIP solution at high frequencies. When a large wafer size is used for 
IPD, the cost per unit area will be drastically reduced and can compete with laminate- and 
LTCC-based technologies at the same functionality. 

A small size, high Q-factor, high SRF, and large inductance are required for integrated 
inductors to meet the demands for high-frequency performances and low cost. Conventional 
spiral coils cannot meet these requirements at the same time. We have established process 
technology to produce IPD using 2-layered coil in the air and confirmed its good 
performance. 

• 2-layered coil in air : Q^40@2 GHz; Q^30@0.85 GHz with a coil size less than 0.6 mm 

• Capacitor: 200 pF/mm2 density and break-down voltage over 200 v. 

For integrated capacitors, the capacitance density should be increased by introducing a 
high-k thin film with good film quality. This will help increase the capabilities of integrating 
large capacitance or scaling-down the capacitor size. 

Current IPD technologies such as IPD on glass/ Si, have disadvantages compared to 
laminate- or LTCC-based technologies, namely the inner wiring is not available and, while a 
through-wafer via is possible for a Si or glass substrate, it is expensive. This will result in 
limitations for future system level integration including size, complexity and cost. We 
demonstrated IPD-on-LTCC technology, which combines the advantages of IPD and LTCC 
and provides a technical platform for future RF-modules, and which has all the technical 
elements necessary for module construction, including integrated passives, dense 
interconnection, and package substrate. These advantages are promising for the 
miniaturization of RF-modules and the realization of a chip-sized-module to meet the future 
market demand for higher levels of integration and miniaturization. 

In the future, system integration will become more complicated and involve more and more 
functions of the package, such as sensors, actuators, MEMS, or power supply components. 
For example, decoupling, filtering and switching are all electrical functions which cannot be 
effectively integrated on active silicon nowadays, but which are required for the generic 
circuit blocks of high-frequency radio front ends. Moreover, tunable capabilities are strongly 
expected to offer more flexible radio front-ends for future software-defined-radio or 
cognitive radio systems. MEMS devices have shown promise for realizing tuning functions. 
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Incorporating RF-MEMS components such as switches, variable capacitors and tunable 
filters, in RF-module platforms will drastically increase the functionality and will be the next 
challenging development. When constructing such complicated 3D built-up systems, system 
electro-magnetic field modeling will become more difficult and challenging. In addition, 
thermal and current as well as mechanical stress management will have to be taken into 
account from the beginning of the system concept. Setting up a well-established design 
methodology with capabilities to design and optimize extensive components including 
active, passive and MEMS devices is also important and is a future task. 
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1. On-Chip Inductors 

This section explains overview of the on-chip inductors. Demand for on-chip inductors has 
been increasing especially for CMOS RF circuits. An on-chip inductor is a key component 
because its performance directly affects the circuit performance and the chip cost. The on- 
chip inductors have been used, for example, as a matching network component, as baluns, 
and as an inductive load. The requirements for on-chip inductors are to have an appropriate 
inductance value, high self-resonance frequency, and high-quality factor Q, and to occupy a 
small layout area. In this section, several types of on-chip inductors are introduced. 

1.1 Classification of on-chip inductors 

A spiral inductor is one of the most common structures among on-chip inductors, and there 
are some variants of spiral inductor. Figure 1 shows spiral inductors commonly used as an 
on-chip inductor. Figure 1(a) is a single-ended type of spiral inductor, which has a spiral trace 
with an underpass. The spiral trace is made on top metal layer, and the underpass is made on 
lower metal layer. Spiral inductors are usually characterized by the diameter, the line width, 
the number of turns, and the line-to-line space. 

Symmetric inductors are often used for differential circuits, e.g., voltage controlled oscilla- 
tor, low noise amplifier, mixer, etc. Figures 1(b) and (c) show symmetric spiral inductors 
with /without a center tap. The center tap is used to obtain a connection to the center node of 
symmetric inductor. The symmetric inductor achieves chip area reduction rather than using 
two single-ended spiral inductors to realize a symmetric structure. The single-ended inductor 
usually has only one underpass while the symmetric one has some underpasses depending 
on the number of turns. The underpass has larger resistance caused by inter-layer vias, which 
degrades quality factor. 

Patterned ground shield (PSG) is sometimes employed to reduce substrate loss as shown in 
Fig. 2. As a drawback, capacitance between the spiral metal and the shield is increased, and 
self-resonance frequency is also decreased. 

Figure 3 shows a meander inductor and a solenoid inductor, which are sometimes employed. 
The meander inductor does not have underpasses while area efficiency is not good due to 
negative line-to-line mutual inductance. The solenoid inductor can be implemented vertically 
by using multiple metal layers. Area efficiency is high even though quality factor is not good 
due to multiple via connections. 
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(a) (b) (c) 

Fig. 1. On-chip spiral inductors, (a) single-ended (b) symmetric (c) symmetric with a center 
tap 




Fig. 2. Spiral inductor with patterned ground shield (PSG). 




(a) meander 
Fig. 3. On-chip inductors. 



(b) solenoid 
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2. Modeling of 2-Port and 3-Port Inductors 

This section explains how to derive inductance and quality factor from measured S- 
parameters or Y-parameters for various excitation modes. 

Definition of inductance and quality factor of on-chip inductors is not unique, and there are 
actually several definitions. The reason is that inductance and quality factor depend on excita- 
tion mode of input ports. In this section, an equivalent circuit model is shown, and derivation 
methods of the parameters in various excitation modes are explained. First, derivation for 
2-port inductors is explained. Next, generic 3-port characterization is explained, and then, 
experimental results using measurements are shown. 

2.1 Modeling of 2-port inductors 

Here, a traditional zr-type equivalent circuit is introduced for simple two-port inductors, and 
the derivation of inductance and quality factor is explained. 

Figure 4(a) shows a common equivalent circuit model for 2-port inductors, utilized for CMOS 
LSIs, and Fig. 4(b) shows a physical structure of the inductor. Each parameter in Fig. 4(a) is 
related to the structure 1 . Actually, the zr-type lumped equivalent circuit is usually utilized 
even if these RLC components are distributed. L s is inductance of the spiral wire, and R s 
means resistance of it. C s is line-to-line capacitance of the spiral wire. C oxn means capaci- 
tance between the wire and substrate. Cc,{ n and Rc,{ n mean capacitance and resistance in the Si 
substrate, respectively. 

The equivalent circuit in Fig. 4(a) can express characteristics of on-chip inductors with fre- 
quency dependence, and each part of the equivalent circuit can be derived from Y-parameters 
according to the definition of Y-parameter as shown in Fig. 5(a). In this case, Yyi and Y^\ are 
supposed to be equal to each other. 
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.Ls ivs 
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Rsn 



CSi2 





Si substrate 



(a) Equivalent circuit 



(b) Physical structure 



Fig. 4. An equivalent circuit model for a 2-port inductor. 



1 Unfortunately, the parameters are not exactly agreed with values calculated from the physical structure. 
R s sometimes becomes almost twice because of eddy current in Si substrate, which is not characterized 
by the equivalent circuit model shown in Fig. 4(a). 



294 



Advanced Microwave Circuits and Systems 



L s can be derived from Yyi- However, L s is usually not utilized to evaluate an on-chip inductor 
because it is not an effective value used in a circuit. Actually, the inductance of on-chip induc- 
tor becomes zero at high frequency due to parasitic capacitances. To express this frequency 
dependence, inductance defined by Y\\ is commonly employed. The reason is explained as 
followed. As explained, inductance and quality factor depend on each port impedance, and 
inductors are often used at a shunt part as shown in Fig. 6(a). In this case, input impedance of 
the inductor can be calculated by 1/Yn as shown in Fig. 5(b). 



r^r 



(a) 71 model 
Fig. 5. Y-parameter calculation. 
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Fig. 6. Inductor usage. 
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L s h un t and Q s h U nt are defined by the following equations. 

1 

^ shunt = ~ (1) 

CO 

Qshunt = / i \ ( 2 ) 



Re(Yn) (3) 

This definition (1)(3) is widely used because the definition does not depend on equivalent 

circuits and only Y n is required to calculate them. 

In case using the equivalent circuit in Fig. 4(a), Y\\ can be derived by the following equation. 

*ii = p ,- - T + J^ c s + jtoC oxl //(_— + ;o;C Sil J , (4) 

K S +J(VL S V K Sil / 

and it can be approximated at lower frequency as follows. 

1/Yn wRs+y^Ls (5) 

This means that L shunt and Q s h U nt are close to L s and coL s /R s at lower frequency, respectively, 
and they are decreased by the parasitic capacitances at higher frequency. 
On the other hand, on-chip inductors are often used in differential circuits as shown in 
Fig. 6(b). In this case, the inductor has different characteristics from the shunt case shown 
in Fig. 6(a), and the input impedance in differential mode becomes y +y ^ y _ y while the 
input impedance in single-ended mode is 1/Y\\. The detailed calculation is explained in 
Sect. 2.2. Thus, effective inductance L diff and effective quality factor Q diff in differential mode 
can be calculated by using the differential input impedance y +y l y _ y as follows. 



Im 



L diff 
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Im 



CO 
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Re 
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Re(Y 11 + Y 22 -Y 12 -Y 21 ) 



(8) 



For symmetric inductors, Y22 and Y21 are approximately equal to Yn and Y12, respectively, so 
the following approximated equations can also be utilized as shown in Fig. 5(c). 

Im 



L diff « - Y "- Y ^ (9) 

CO 

„ Im (Y„-Y 12 ) 
Qdiff ~ "Re(Y u -Y 12 ) (10) 
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In a similar way to Eq.(4), the following equation can also be derived from Fig. 4. Examples 
of calculation of the above parameters will be explained in Sect. 2.5. 

Y n +Y 12 -Y 11 -Y 11 



4 
1 



R s + jcvL s 



+ jcvC s 



.)}#{*c-#(£ 



+ <j jcvC oxl II I ^— + jcvCsn )\H\ j^Coxi// ( -^7 + juC Sil 



(12) 



2.2 Equivalent circuit model for 3-port inductors 

A symmetric inductor with a center tap has 3 input ports as shown in Fig. 1(c). The characteris- 
tics of symmetric inductor depend on excitation modes and load impedance of center- tap, i.e., 
single-ended mode, differential mode, common mode, center- tapped and non-center- tapped. 
Unfortunately, 2-port measurement of the 3-port inductors is insufficient to characterize the 
3-port ones in all operation modes. Common-mode impedance of center- tapped inductor has 
influence on circuit performance, especially about CMRR of differential amplifiers, pushing 
of differential oscillators, etc, so 3-port characterization is indispensable to simulate common- 
mode response in consideration of the center-tap impedance. The characteristics of symmetric 
inductor can be expressed in all operation modes by using the measured S parameters of the 
3-port inductor. In this section, derivation method using 3-port S-parameters is explained to 
characterize it with the center- tap impedance. 

2.3 Derivation using Y-parameters 

Inductance L and quality factor Q of 3-port and 2-port inductors can be calculated by us- 
ing measured Y parameters. The detailed procedure is explained as follows. First, input 
impedance is calculated for each excitation mode, i.e., single-ended, differential, common. In 
case of common mode, the impedance depends on the center-tap impedance Y3, so the input 
impedance is a function of the center- tap impedance Y3. Next, inductance L and quality factor 
Q are calculated from the input impedance as explained in Sect. 2.1. 

In case using 3-port measurements in differential mode, differential-mode impedance Z^iff 
can be derived as follows. 

An V12 n 3 N 

= Y21 ^22 Y23 I ■ I -V m /2 I (13) 




-cliff 



\*31 ^32 V33 

Vdiff _ 2(Y 23 + Y 13 




Jdiff ~ Y23(Vu " V12) - Yi 3 (*2i - Yii) (W) 

Note that this differential impedance Z^iff does not depend on the center-tap impedance Y3. 
Inductance L^ff and quality factor Qdiff are calculated with Z^ff by the following equations. 
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Fig. 7. Equations derived from Y parameter to evaluate L and Q of 2-port and 3-port inductors. 



In case using 3-port measurements in common mode, common-mode impedance Z cm can be 
derived as follows. 

/I cm /2\ /Y al Y 12 Y 13 \ /V cm \ 
ion/2 = Y 21 Y 22 Y 23 • V cm (17) 

V I 3 / \ Y 31 *32 W VVs/ 

Vcm 1 
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(18) 



V 3 " ^33 

where the center-tap impedance Y3 is given by I3/V3. Note that the common-mode impedance 
Z cm depends on the center-tap impedance Y3. Inductance L cm and quality factor Q cm in com- 
mon mode are calculated with Z cm by the following equations. 
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(19) 
(20) 
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Figure 7 summarizes calculation of L and Q from 2-port and 3-port Y-parameters. The 2- 
port symmetric inductor has two types of structures, center-tapped and non-center-tapped 
ones. It is impossible to characterize the center- tapped inductor only from measurement of 
non-center-tapped one. On the other hand, all characteristics can be extracted from the Y 
parameters of 3-port inductor due to its flexibility of center- tap impedance. Therefore, we 
need 3-port inductor to characterize all operation modes of symmetric inductors. 
The definition of quality factor in Eqs. (16) and (20) uses ratio of imaginary and real parts. 
The definition is very useful to evaluate inductors. On the other hand, it is not convenient 
to evaluate LC-resonators using inductors because the imaginary part in Eqs. (16) and (20) 
is decreased by parasitic capacitances, e.g., C s , C oxn , Cc,{ n . Quality factor of LC-resonator is 
higher than that defined by Eqs. (16) and (20). Thus, the following definition is utilized to 
evaluate quality factor of inductors used in LC-resonators. 






1 dZ 
Z dcv 



(21) 



where Z is input impedance. 



2.4 Derivation using S-parameters 

By the same way, inductance L and quality factor Q of 3-port and 2-port inductors can also be 
derived from S-parameters. As explained in Fig. 8, the input impedances for each excitation 
mode, e.g., Z^iff, Z cm , can be derived from S-parameters as well as Y-parameters, and L and 
Q can also be calculated from the input impedance in a similar way. 

2.5 Measurement and parameter extraction 

In this subsection, measurement and parameter extraction are demonstrated. Figure 9 shows 
photomicrograph of the measured symmetric inductors. The symmetrical spiral inductors are 
fabricated by using a 0.18 f/m CMOS process (5 aluminum layers). The configuration of the 
spiral inductor is 2.85 turns, line width of 20 jivcy, line space of 1.2 f/m, and outer diameter 
of 400 fim. The center tap of 3-port inductor is connected to port-3 pad. Two types of 2-port 
inductors are fabricated; non-center-tapped (center tap floating) and center-tapped (center tap 
GND) structures. 

The characteristics of inductors are measured by 4-port network analyzer (Agilent E8364B & 
N4421B) with on-wafer probes. An open dummy structure is used for de-embedding of probe 
pads. 

Several equivalent circuit models for symmetric inductor have been proposed Fujumoto et al. 
(2003); Kamgaing et al. (2002); Tatinian et al. (2001); Watson et al. (2004). This demonstration 
uses 3-port equivalent circuit model of symmetric inductor as shown in Fig. 10. This model 
uses compact model of the skin effect (R m , Lf and Rf) Kamgaing et al. (2002; 2004). Center tap 
is expressed by the series and shunt elements. 

Figure 11 shows frequency dependences of the inductance L and the quality factor Q of mea- 
sured 2-port and 3-port inductors and the equivalent circuit model for various excitation 
modes. L and Q of measured inductors can be calculated using Y parameters as shown in 
Fig. 7. Table 1 shows extracted model parameters of the 3-port equivalent circuit shown in 
Fig. 10. The parameters are extracted with numerical optimization. 

In Figs. 11 (a) and (b), self-resonance frequency and Q excited in differential mode improve 
rather than those excited in single-ended mode due to reduction of parasitic effects in sub- 
strate Danesh & Long (2002), which is considerable especially for CMOS LSIs. In common 
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Fig. 8. Equations derived from S parameter to evaluate L and Q of 2-port and 3-port inductors. 
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Fig. 9. Photomicrograph of the measured symmetric inductors, (a) 3-port inductor, (b) 2-port 
inductor (center tap floating), (c) 2-port inductor (center tap GND). (d) Open pad. The center 
tap of 3-port inductor is connected to port-3 pad. 
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Fig. 10. An equivalent circuit model for a 3-port symmetric inductor. 



L s [nH] 


£ s [0] 


L f [nH] 


R f [Q] 


£m[0] 


1.34 


1.87 


0.91 


2.66 


14.6 


Co [pF] 


L 3 [nH] 


R 3 [H] 


Cox [pF] 


C x3 [pF] 


0.08 


0.00 


0.25 


0.18 


0.19 


£ Si [Q] 


Rsi3 [H] 


C Si [pF] 


Csi3 [pF] 


k 


24.7 


3.37 


0.01 


0.07 


0.44 



Table 1. Extracted Model Parameters of 3-port Symmetric Inductor 



mode (center tap floating), L is negative value because inductor behaves as open Fujumoto 
et al. (2003) as shown in Fig. 11 (c). These characteristics extracted from 2-port and 3-port 
inductors agree with each other. In Fig. 11 (d), L and Q excited in common mode (center tap 
GND) are smaller because interconnections between input pads and center-tap are parallel 
electrically. The characteristics of the equivalent circuit model are well agreed with that of 
measured 3-port inductor in all operation modes. These results show measured parameter 
of 3-port inductor and its equivalent circuit model can express characteristics of symmetric 
inductor in all operation modes and connection of center tap. 
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(d) Common Mode (Center tap GND) 
Fig. 11. Frequency dependences of the inductance L and the quality factor Q in various exci- 
tation modes, (a) Single-ended mode, (b) Differential mode, (c) Common mode (center tap 
floating), (d) Common mode (center tap GND). 



302 



Advanced Microwave Circuits and Systems 



3. Modeling of Multi-Port Inductors 

Multi-port inductors, like 3-, 4-, 5-port, 2-port symmetric one with a center- tap, etc., are very 
useful to reduce circuit area?, ?. In this section, a generic method to characterize the multi-port 
inductors is presented??. 

As a conventional method, one of the methods to characterize the multi-port inductor is to 
extract each parameter of an equivalent circuit by the numerical optimization. However, the 
equivalent circuit has to be consisted of many circuit components characterizing self and mu- 
tual effects, and it is not easy to extract these parameters considering all the mutual effects. 
In this section, a method utilizing a matrix-decomposition technique is presented, and the 
method can extract each self and mutual parameters mathematically, which contributes to 
improve the extraction accuracy. The method can also be used for charactering a differential 
inductor with a center-tap, which is a kind of 3-port inductor. 

3.1 Derivation of matrix Y c 

This section describes a method to decompose self and mutual inductances of multi-port in- 
ductors. A 5-port inductor shown in Fig. 12 is utilized as an example while the method can be 
also applied to generic multi-port inductors. Figure 13 shows an equivalent circuit of the 5- 
port inductor, which consists of core, shunt, and lead parts Long & Copeland (1997); Niknejad 
& Meyer (1998). The core part expresses self and mutual inductances with parasitic resistance 
and capacitance, which are characterized by Z n in Fig. 13. The core part is also expressed by 
a matrix Y c . The shunt part characterizes parasitics among Inter Layer Dielectric (ILD) and 
Si substrate. It is expressed by a matrix Y su b- Ports 2, 3, and 4 have lead parts as shown in 
Fig. 12, which are modeled by Z s h ort and Y pen as shown in Fig. 13. On the other hand, a lead 
part of ports 1 and 5 is assumed to be a part of inductor as shown in Fig. 12. Y su fc consists of 
admittances Y su b w in Fig. 13. The lead part characterizes lead lines, and it is also expressed by 
matrix Y op en and Zg^ort- These matrices can be combined by the following equations. 



Jmeas x open 

-1 



r 1 



-short 



\-l 



^open; 



^sub/ 



(22) 
(23) 



where admittance matrix Y mea s is converted from measured S-parameter. To decompose each 
part of multi-port inductor in Fig. 13, first the matrix Y su b is calculated. The matrix Y su b can 
be expressed by admittances Y su b n as follows. 



V sub 



/^subl 
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^sub4 





V o 











^sub5/ 



(24) 



For the sum of the matrices Y c and Y su b, the following equation can be defined by vectors v 
and i as defined in Fig. 14. 



l h \ 
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Fig. 12. Structure of the 5-port inductor. 

1 2 



3 ' meas 4 




Y sub1 
Fig. 13. Equivalent circuit of the 5-port inductor. 



Y meas / consists of Y c and Y sv ^ n . The circuit part expressed by Y c does not have a current path 
to ground as shown in Fig. 13. When V\ = v-i = #3 = 04 = ^5 = v' , no current flows into Z n 
shown in Fig. 14, because Y c connects to only ports and not ground. This is described by the 
following equation. 

(v'\ 
v 1 

v 1 =0 (26) 

v' 
\v'J 
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%J'1 U 2$l'2 %|'3 ^W %|'5 




Fig. 14. Equivalent circuit of core. 



The following equation is derived from Eqs.(25)(26) 
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(27) 



Therefore, each Y su b n in Y su b can be calculated by the following equation. 



^ sub n 



/ ( ^meas'ni 



(28) 



3.2 Conversion of matrix Y c to Z core 

Figure 14 shows the core part of the entire equivalent circuit in Fig. 13, which is expressed 
by the matrix Y c . In this case, we need each parameter of Z n and M nm , so the matrix Y c is 
converted into a matrix Z core . When Y c is a n x n matrix, Z core isa(n — l)x(n — 1) matrix. 
The matrix Z core is defined by the following equations. 



(29) 
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/ Zi JC0M12 jcvMis jcvM 14: \ 

JCVM21 Z2 JCOM23 JCVM24 

jcvM 31 jcvM 32 Z 3 jcvM 3 4 

\jcoM41 jcoM.42 JC0M43 Z 4 ) 



(31) 



where vectors v, i, v z , and i z are defined as shown in Fig. 14. Each element of the matrix 

Zcore expresses self and mutual components directly. The matrix Y c has the same numerical 

information as Z core , which is explained later. The self and mutual inductances in Z core can 

be derived from Y c . 

In this case, rank of the matrix Z core is 4 for the 5-port inductor, and the matrix Y c consists of 

the same components as shown in Fig. 14. Thus, rank of Y c is also 4 although Y c is a 5 x 5 

matrix. The matrix Y c is not a regular matrix, and it does not have an inverse matrix. Here, 

converting matrices A and B are utilized, which are also not a regular matrix. 

The converting matrices A and B are derived by the following procedure. Vectors 

iandvareconvertedintovectorsi z andv z bythefollowingequations.v z = Av(32) 



(v z i\ 

V Z 2 
V Z 3 



v 2 

-1 



-Bi 

-v 2 \ 

-V3 

-v 4 
-v 5 J 




Av 






1 










1 


Vo 









(izi\ 


I 


lz2 




«z3 




VzJ 


\ 



h 

h + h 
h + h + h 
h + h + h + k 



0\ 





-V 



Bi 



Here, the follwing equation can be derived from Fig. 14. 
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According to Eq.(37), i\ + vi + i 3 + k is a l so expressed by — i$ as an example. 
Thus, matrix B has several solutions as follows. 
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Fig. 15. 7i- type equivalent circuit. 
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Eqs. (29)(32)(33) are substituted into Eq. (30), and the following equations are obtained. 

V3 = * = Zcore / = Z core B Z3 (39) 

W 

(40) 

Matrices A and B are not regular matrix. Matrix Z core is 4 x 4 matrix. Y c is shrunk to Z core by 
pseudo-inverse matrix A + . For example, A + can be defined as follows. 
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Finally, the following equations are derived. Z core is expressed by Eq. (44). The self and 
mutual inductances are calculated from S-parameter. 
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(43) 
(44) 



Next, each parameter of equivalent circuit is extracted. Figure 15 shows a zr-ladder equivalent 
circuit, which is transformed from the circuit model shown in Fig. 13. Z n and M nm can directly 
be obtained from Z core shown in Eq. (44). Y su b m is divided to Y sn as shown in Fig. 15 



* sub 71 




(m = 1) 

(2 < m < ft - 1) 

(m = ft) 



(45) 



L n , C n , and K n in Fig. 15 are fitted to Z n by a numerical optimization. C s { n , C sv ^ n , and K su b n 
in Fig. 15 are also fitted to Y sn . 
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3.3 Parameter extraction of multi-port inductor 

In this subsection, parameter extraction using measurement results is presented. Figure 16 
shows microphotograph of the 5-port inductors, which are fabricated by using a 180 nm Si 
CMOS process with 6 aluminum layers. The configuration of the 5-port inductor is symmetric, 
3 turns, width of 15 ^/m, line space of 1.2 ^m, and outer diameter of 250 /mi. 5-port S-parameter 
is obtained from two TEGs (Test Element Group) shown in Fig. 16 because common vector 
network analyzers have only four ports at most. Port 3 of inductor (a) is terminated by 50 Q 
resistor as indicated in Fig. 16. Port 4 of inductor (b) is also terminated by 50Q resistor. Y meas 
is obtained from measured S-parameters by the following equation. 



fan 0i2 &31 «14 015^ 

021 ^22 ^32 ^24 #25 

h\ hi h?> hi hb 

4 1 42 ^23 ^44 #45 

\a 51 52 b 53 54 55 / 



(46) 



where a^ and bjj are measured S-parameter elements of inductors (a) and (b), respectively. 
In this case, Y me as 34 and Y me as 43 cannot be obtained, so these components are substituted by 
Y m eas 32 and Y me as 23 , respectively. The matrix Z core is calculated from Y meas , Yopen, and Z short 
as explained in Sect. 3.1 and 3.2. 




Fig. 16. Microphotograph of the 5-port inductor. 

Measured results and equivalent circuit model are compared as follows. First, L n ' are ex- 
tracted from measured results by the following equations. To evaluate inductance and quality 
factor between port n and (n + 1)' , Y nn is utilzed. For example, Yn is derived from Z\ and Y Sl . 
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where Zi is derived from Z core in Eq. (44), and Y Sl is derived from Y su b in Eq. (28). 

On the other hand, L n ' mo d e i and Q L / are obtained from fitted parameters by a numerical 

optimization in Sect. 3.2, which are calculated as follows. 
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Fig. 17. Parameters of the 5-port inductor 
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Figures 17(a)(b)(c) show measured and modeled inductances, quality factors, and coupling 
coefficients of the 5-port inductor, respectively. The coupling coefficients of the 5-port inductor 
are calculated by Eq. (53). 



K -nn 



M n 



y L n L n 



(53) 



k nm is coupling coefficient between L n and L m . Coupling coefficients k nm have various values 
from -0.00 to 0.50 because line to line coupling intensity is different depending on topology of 
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each segment. In this experiment, coupling coefficient k^ is larger than the others because L2 
and L3 are arranged parallelly. Coupling coefficient ^44 is almost zero because L\ and L 4 are 
arranged orthogonally. k nm _ mo ^ e \ is obtained from average coupling coefficient, because ideal 
coupling coefficient is independent of frequency. 

3.4 Parameter extraction of 3-port symmetric inductor 

The 5-port modeling has been presented in Sect. 3.1-3.3, and in this subsection calculation and 
parameter extraction of a 3-port inductor, i.e., a 2-port inducotor with a center tap, shown 
in Fig. 18 are presented as a simple example. Note that the center tap is chosen as port 3 in 
Fig. 18. 




port3(Center-tap) 



portl 



port2 



Fig. 18. A symmetric inductor with a center- tap. 
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Fig. 19. An equivalent circuit of 3-port inductors (a) whole (b) core part. 
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Fig. 19(a) shows an equivalent circuit of 3-port inductors, and Fig. 19(b) shows core part of the 
equivalent circuit. In this case, Z core can be defined by the following equation. 



Z\ —JC0M12 

-JC0M21 Z2 

Each element of the matrix Z core expresses self and mutual components directly. 
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(54) 
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According to Eq.(28), Y su \j n can be calculated by the following equations. 

(56) 
(57) 
(58) 

The self and mutual inductances in Z core can be derived from Y c as follows. 

*c — Yimeas — *sub/ w") 



(60) 



(BY ' A+) =1 v 21 -y 21 -y 23 J ^ 
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(62) 

(63) 
(64) 

(65) 

Here, a zr-type equivalent circuit shown in Fig. 20 is utilized for the parameter extraction. Each 
parameter in Fig. 20, i.e., Z\, Z^, M.\i, V S ubi/ ^sub2/ ^sub3/ can ^ e calculated by Eqs.(56)(57)(58) 
(60)(62). 

To demomstrate this method, left-right asymmetry is evaluated for symmetric and asymmet- 
ric inductors as shown in Fig. 21. As I described, symmetric inductors are often used for dif- 
ferential topology of RF circuits, e.g., voltage controlled oscillator, low noise amplifier, mixer. 
Asymmetry of inductors often cause serious degradation in performances, e.g., IP2 of LNA. 
The symmetric inductor shown in Fig. 21(a) is ideally symmetric. The asymmetric inductor 
shown in Fig. 21(b) has the same spiral structure as Fig. 21(a), but it has an asymmetric shape 
of ground loop. 
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Left- and right-half inductances are compared, which are calculated by the following equation. 

Im [Z n ] 



L'Tl 



oo 



(« = 1,2) 



(66) 



Fig. 22 shows the results. The ideally symmetric inductor has only 1.5% of mismatch in in- 
ductance. On the other hand, the asymmetric inductor has 4.0% of mismatch as shown in 
Fig. 22(b). This can be utilized to characterize symmetric inductors in consideration of asym- 
metry. 
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Fig. 20. 7i- type equivalent circuit of the 3-port inductor. 
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Fig. 21. Microphotograph of the center-tapped inductors. 
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Fig. 22. Inductances of the center-tapped inductors. 
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1. Introduction 

MEMS technology (MicroElectroMechanical-System) has been successfully employed since 
a few decades in the sensors/ actuators field. Several products available on the market 
nowadays include MEMS-based accelerometers and gyroscopes, pressure sensors and 
micro-mirrors matrices. Beside such well-established exploitation of MEMS technology, its 
use within RF (Radio Frequency) blocks and systems/ sub-systems has been attracting, in 
recent years, the interest of the Scientific Community for the significant RF performances 
boosting that MEMS devices can enable. Several significant demonstrators of entirely 
MEMS-based lumped components, like variable capacitors (Hyung et al., 2008), 
inductors (Zine-El-Abidine et al., 2003) and micro-switches (Goldsmith et al., 1998), are 
reported in literature, exhibiting remarkable performance in terms of large tuning-range, 
very high Q-Factor and low-loss, if compared with the currently used components 
implemented in standard semiconductor technology (Etxeberria & Gracia, 2007, Rebeiz & 
Muldavin, 1999). Starting from the just mentioned basic lumped components, it is possible 
to synthesize entire functional sub-blocks for RF applications in MEMS technology. Also in 
this case, highly significant demonstrators are reported and discussed in literature 
concerning, for example, tuneable phase shifters (Topalli et al., 2008), switching 
matrices (Daneshmand & Mansour, 2007), reconfigurable impedance matching 
networks (Larcher et al., 2009) and power attenuators (Iannacci et al., 2009, a). In all the just 
listed cases, the good characteristics of RF-MEMS devices lead, on one side, to very high- 
performance networks and, on the other hand, to enabling a large reconfigurability of the 
entire RF/ Microwave systems employing MEMS sub-blocks. In particular, the latter feature 
addresses two important points, namely, the reduction of hardware redundancy, being for 
instance the same Power Amplifier within a mobile phone suitable both in transmission (Tx) 
and reception (Rx) (De Los Santos, 2002), and the usability of the same RF apparatus in 
compliance with different communication standards (like GSM, UMTS, WLAN and so on) 
(Varadan, 2003). Beside the exploitation of MEMS technology within RF transceivers, other 
potentially successful uses of Microsystems are in the Microwave field, concerning, e.g., 
very compact switching units, especially appealing to satellite applications for the very 
reduced weight (Chung et al., 2007), and phase shifters in order to electronically steer short 
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and mid-range radar systems for the homeland security and monitoring applications 
(Macieletal.,2007). 

Given all the examples reported above, it is straightforward that the employment of a 
proper strategy in aiming at the RF-MEMS devices/ networks optimum design is a key-issue 
in order to gain the best benefits, in terms of performance, that such technology enables to 
address. This is not an easy task as the behaviour of RF-MEMS trans versally crosses 
different physical domains, namely, electrical, mechanical and electromagnetic, leading to a 
large number of trade-offs between mechanical and electrical/ electromagnetic parameters, 
that typically cannot be managed within a unique commercial simulation tool. 
In this chapter, a complete approach for the fast simulation of single RF-MEMS devices as 
well as of complex networks is presented and discussed in details. The proposed method is 
based on a MEMS compact model library, previously developed by the author, within a 
commercial simulation environment for ICs (integrated circuits). Such software tool 
describes the electromechanical mixed-domain behaviour typical of MEMS devices. 
Moreover, through the chapter, the electromagnetic characteristics of RF-MEMS will be also 
addressed by means of extracted lumped element networks, enabling the whole 
electromechanical and electromagnetic design optimization of the RF-MEMS device or 
network of interest. In particular, significant examples about how to account for the possible 
non-idealities due to the employed technology as well as for post-processing steps, like the 
encapsulation of the MEMS within a package, will be reported. The optimization 
methodology, along with practical hints reported in this chapter, will help the RF-MEMS 
designer in the fast and proficient reaching of the optimum implementation that maximizes 
the performance of the device/ network he wants to realize within a certain technology. 

2. MEMS Compact Model Software Library 

The MEMS compact model library adopted in the next pages, for the simulation of 
RF-MEMS devices and networks, has been previously developed by the author within the 
Cadence™ IC framework by using the VerilogA© HDL-based (hardware description 
language) syntax (Jing et al., 2002). The library features basic components, that are described 
by suitable mathematical models, and that connect with the surrounding elements by means 
of a reduced number of nodes. This enables the composition of complex MEMS devices 
geometries at schematic-level, as it is usually done when dealing with standard electronic 
circuits. The most important components available in the library are the rigid plate 
electrostatic transducers (realizing suspended air-gaps) and the flexible straight beam 
defining the elastic suspensions. Beside such main elements, the library also includes 
anchoring points and mechanical stimuli (like forces and displacements) in order to apply 
the proper boundary conditions to the analyzed MEMS structure schematic. The air-gap and 
flexible beam models are described more in details in the following two subsections. 

2.1 Suspended Rigid Plate Electromechanical Transducer 

Being this element a rigid body, the mechanical model is rather simple as it is based on the 
forces/ torques balancing between the four plate vertexes, where the nodes are placed and 
where the plate is connected to other elements, and the centre of mass (Fedder, 2003). The 
model includes 6 DOFs (degrees of freedom) at each vertex, namely, 3 linear displacements 
and 3 rotation angles around the axes. Fig. 1 shows the schematic of the rigid plate in a 
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generic position in space where all the DOFs are highlighted for each of the 4 vertexes 
labelled as MY, NE, SE and SW (North-West, North-East, South-East and South-West, 
respectively). The forces/ torques applied to each node are transferred and summed into the 
centre of mass (CM in Fig. 1) according to the well-known equation of dynamics: 



F = mA 



(l) 



where F is the applied force, m the mass of the plate and A its acceleration in a certain 
direction. The force/ torque contributions are summed separately depending on the 
DOF/ DOFs involved. 



F z A 




Fig. 1. Schematic of the rigid suspended plate in a generic position with all the 24 DOFs 
highlighted (6 DOFs per each vertex, namely, 3 linear DOFs and 3 rotational DOFs). 

The rigid plate element also includes a contact model that manages the collapse onto the 
underneath electrode (pull-in) and the transduction between the electrical and mechanical 
domain, accounting for the capacitance and the electrostatic attractive force, between the 
suspended plate and the underneath electrode, when a biasing voltage is applied to them. 
Such magnitudes are calculated starting from well-known basic formulae, used in 
electrostatics, that have been extended to a double integral closed form, accounting for the 
most generic cases, when the plate assumes non-parallel positions with respect to the 
substrate. Given this consideration, the capacitance and electrostatic force are expressed as 
follows: 



c = L A\ 



dxdy 



a iiZ(x,y,0 x ,0 Y ,0 z ) 



(2) 
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where e is the permittivity of air, W and L are the plate dimensions, V is the voltage applied 
between the two plates and a is a coefficient that accounts for the curvature of the electric 
field lines, occurring when the plate is tilted (i.e. non-parallel to the substrate). Note that the 
punctual distance Z between the suspended plate and the underlying electrode depends on 
the coordinates of each point integrated over the plate area and on the three rotation angles 
Ox, 6y and dz. The electrostatic transduction model also accounts for the effects due to the 
presence of holes on the plate surface, needed in order to ease the sacrificial layer removal, 
and to the fringing effects due to the distortion of the electric field lines in the vicinity of 
plate and holes edges. Finally, the description of the plate dynamics is completed by a 
model accounting for the viscous damping effect due to the air friction. Such model is based 
on the squeeze-film damping theory, and takes into account the presence of holes on the 
plate area. All the just listed rigid plate model features are not described here but are 
available in details in (Iannacci, 2007), together with their validation against FEM (Finite 
Element Method) simulated results and experimental data. 

2.2 Flexible Straight Suspending Beam 

The flexible straight beam model is based on the theory of elasticity (Przemieniecki, 1968) 
and the deformable suspension is characterized by two nodes, one per each end, including 
6 DOFs, 3 linear and 3 angular deformations (or torques). Consequently, the beam has 
totally 12 DOFs as the schematic in Fig. 2 shows, and the whole static and dynamic 
behaviour is expressed by the following constitutive equation: 

F = KX + CX + MX (4) 

where F is the 12x1 vector of forces/ torques corresponding to the 12 DOFs reported in 
Fig. 2, K is the Stiffness Matrix, describing the elastic behaviour of each DOF, M is the Mass 
Matrix, accounting for the inertial behaviour of each DOF and C is the Damping Matrix, 
modelling the viscous damping effect. Moreover, it must be noticed that K, C, and M are 
multiplied by the 12x1 vector of linear/ angular displacements X, and by its first and second 
time derivatives, respectively, being the latter two the vectors of velocity and acceleration. It 
is straightforward that (4) is a generalization of (1) accounting for the whole behaviour of 
the flexible beam. The C matrix is obtained by applying the same squeeze-film damping 
model adopted in the rigid plate. Finally, the beam model is completed by the 
electromechanical transduction model that accounts for the capacitance and electrostatic 
attractive force between the suspended deformable beam and the substrate. It is similar to 
the one reported in Subsection 2.1, even though it has been modified in order to account for 
the deformability of the beam. More details about the beam model and its validation are 
available in (Iannacci, 2007). 
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Fig. 2. Schematic of the 12 DOFs flexible straight beam. The 6 DOFs (3 linear and 3 angular) 
at each of the ends A and B are visible. 



3. RF Modelling of a MEMS-based Variable Capacitor 

In this section the complete modelling approach involving the RF and electromechanical 
behaviour of MEMS devices is introduced and discussed. A lumped element network 
describing the intrinsic RF-MEMS device and all the surrounding parasitic effects will be 
extracted from S-parameter measured datasets. Moreover, the MEMS device mechanical 
properties and electromechanical experimental characteristics will be exploited in order to 
prove the correctness of the RF modelling previously performed. 

The specific analyzed RF-MEMS device is a variable capacitor (varactor) manufactured in 
the FBK RF-MEMS surface micromachining technology (Iannacci et al., 2009, a). An 
experimental 3D view obtained by means of an optical profiling system is reported in Fig. 3. 
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Fig. 3. 3D view of the studied RF-MEMS varactor obtained by means of an optical profiling 
system. The colour scale represents the vertical height of the sample. 
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The variable capacitance that loads the RF line (shunt-to-ground) is realized by a gold plate 
kept suspended over the underneath fixed electrode by four flexible straight beams. 
Depending on the DC bias applied between the two plates, the gold one gets closer to the 
substrate because of the electrostatic attraction, eventually collapsing onto it when the 
pull-in is reached, thus leading to the maximum capacitance value. 

3.1 Equivalent Lumped Element Network Extraction 

The lumped element network extraction, that is going to be discussed, starts from measured 
S-parameter datasets (2 ports) collected, on the same sample of Fig. 3, onto a probe station 
with GSG (ground-signal-ground) probes and an HP 871 9C VNA (vector network analyzer) 
in the frequency range 200 MHz - 13.5 GHz. The controlling DC voltage that biases the 
suspended MEMS plate is applied directly to the RF probes by means of two bias-Tees. The 
DUT (device under test) is biased at different (constant) voltage levels. The performed VNA 
calibration is a SOLT (short, open, load, thru) (Pozar, 2004) on a commercial impedance 
standard substrate (ISS), i.e. the reference planes are brought to the GSG tips of the two 
probes. Consequently, the collected S-parameter s include the behaviour of the intrinsic 
variable capacitor (i.e. the MEMS suspended plate) as well as the contribution due to the 
input/ output access CPWs (see Fig. 3) plus parasitic effects, i.e. no de-embedding has been 
performed. Given these assumptions, we have exploited a well-known technique, usually 
adopted in microwave transistor modelling (Dambrine et al., 1988) based on the extraction 
of lumped parasitic elements that are wrapped around the intrinsic device. Fig. 4 shows the 
schematic of the intrinsic MEMS variable capacitor impedance and of the wrapping lumped 
element network accounting for the surrounding parasitic effects. 




Fig. 4. Schematic of the lumped element network describing the RF behaviour of the device 
reported in Fig. 3. The network includes the intrinsic MEMS device and the parasitic effects. 



The intrinsic MEMS impedance is indicated with Zm, while Zse and Zsh model the 
impedance of the access CPWs at the ports PI and P2. Furthermore, Zvia models the 
impedance due to the parasitic effects introduced by the gold to multi-metal through vias 
(explained in details later) while Lc is a choke inductor (1 mH) necessary in the Spectre 
simulations to decouple the DC bias from the RF signal. The lumped elements composing 
Zm, Zse, Zsh and Zvia are shown in Fig. 5. 

The intrinsic MEMS variable capacitor is modelled as a shunt to ground capacitance 
(Cmems), in parallel with a resistor accounting for small dielectric losses (Rmems) and in 
series with an inductance (L M ems) accounting for the contribution of the four flexible beam 
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suspensions (reported in Fig. 5-a). The accessing CPWs are modelled according to a 
well-known lumped network scheme (Pozar, 2004) shown in Fig. 5-b. It relies on a series RL 
section, accounting for the resistive losses within the metal and the line inductance 
respectively, and a parallel RC shunt section to ground, modelling the losses within the 
substrate and the capacitive coupling between the signal and ground planes through the air 
and the substrate. 
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Fig. 5. Sub-networks composing the lumped element network of Fig. 4. a) Intrinsic MEMS 
variable capacitor; b) Input/ output CPW-like line (see Fig. 3); c) Through-oxide via model 
accounting for the technology non-idealities. 

Finally, the network of Fig. 5-c accounts for the parasitic effects due to a technology issue 
linked to the opening of vias through the oxide. Because of an inappropriate time end-point 
of the dry etching recipe performed on the batch, a very thin titanium oxide layer lays on the 
vias deteriorating the quality of the metal-to-metal transition (Iannacci et al., 2009, a). Such 
unwanted layer introduces additional losses and a series parasitic large capacitance that 
mainly affects the RF behaviour of the variable capacitor in the low-frequency range (as it 
will be discussed later in this section). Looking at Fig. 5-c, this non-ideality is modelled with 
a capacitance (C v i a ) in parallel with a resistor (R PP ), that models the losses in the low 
frequency range, plus a series resistance (R ps ) accounting for the losses through the whole 
frequency span. Once the whole topology of the lumped element network is fixed, the 
specific values of all its components are tuned by using the optimization software tool 
available within the Agilent ADS™ framework (Iannacci et al., 2007). Suitable targets 
aiming at the reduction of the difference between measured and modelled S-parameters are 
defined. The first optimization run is performed with the S-parameters measured at V 
bias. The optimized value of the intrinsic MEMS variable capacitor is compared with the 
analytical one to verify the consistency of the optimizer output. Other optimization runs are 
performed replacing the target of the first run with the S-parameters measured at applied 
voltage of 1.25 V, 2.5 V, 3.75 V and so on up to 25 V, i.e. beyond the pull-in voltage of the 
DUT of Fig. 3 that is around 15 V (see next subsection). The consistency of the extracted 
lumped element values is monitored step by step. To do this, the extracted intrinsic MEMS 
capacitance is cross-checked with the analytical value, computed for each voltage, from the 
vertical displacement known after the experimental measurements (see next subsection). All 
the element values of the network in Fig. 4, excluded Cmems and Rmems, do not show any 
significant change with the applied voltage. Once all the lumped element values are 
determined, they are kept fixed and only Cmems and Rmems are allowed to change. The 
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extracted values for all the fixed elements composing the network of Fig. 4-5 are reported in 
Table 1. 



Input/output CPW 


Via parasitic effects 


MEMS 


-K-cpw 


L>cpw 


*~gnd 


Rgnd 


^— via 


R PP 


R P s 


Lmems 


100 mQ 


122 pH 


30 fF 


840 GO 


134 pF 


2.82 Q 


700 mQ 


15 pH 



Table 1. Extracted value of the fixed lumped elements composing the sub-networks of Fig. 5. 

The four elements composing the CPW short lines show typical values for such a structure 
realized in a highly conductive metal onto a high-resistivity silicon substrate, as in the case 
of the DUT. Differently, the parasitic effects introduced by the non-ideal through-oxide vias 
are rather significant, being the resistive loss quite large (700 mQ and 2.82 Q) as well as the 
Cvia (134 pF). Finally, the series inductance Lmems included in the intrinsic RF-MEMS device 
sub-network (see Fig. 5-a) is 15 pH. The two missing lumped elements in Table 1 are Cmems 
and Rmems as they change depending on the controlling DC voltage applied to the MEMS 
device. Table 2 reports their extracted values for a few applied voltages in the RF-MEMS 
varactor not actuated state (minimum capacitance), while Table 3 reports six cases in which 
the varactor is actuated (maximum capacitance). 



V B = 0V 


V B = 3.75 V 


V B = 10 V 


V B = 11.25 V 


Rmems 


Cmems 


Rmems 


Cmems 


Rmems 


Cmems 


Rmems 


Cmems 


645 GQ 


160 fF 


956 GQ 


185 fF 


44.5 GQ 


190 fF 


111 GQ 


192 fF 



Table 2. Extracted Rmems and Cmems values (see Fig. 5-a) for different applied bias levels in 
the varactor not actuated state (low capacitance). 



V B = 25 V 


V B = 22.5 V 


V B = 20 V 


Rmems 


Cmems 


Rmems 


Cmems 


Rmems 


Cmems 


269 GQ 


862 fF 


228 GQ 


804 fF 


91 GQ 


755 fF 


V B = 17.5 V 


V B = 15 V 


V B = 12.5 V 


Rmems 


Cmems 


Rmems 


Cmems 


Rmems 


Cmems 


276 GQ 


683 fF 


268 GQ 


636 fF 


277 GQ 


551 fF 



Table 3. Extracted Rmems and Cmems values (see Fig. 5-a) for different applied bias levels in 
the varactor actuated state (high capacitance). 

Concerning the Cmems extracted values in the MEMS not actuated state there is a good 
agreement with the analytical ones. Indeed, by applying the well-known formula for a 
parallel plate capacitor, where the area of the DUT is 220x220 |um 2 and the distance between 
the electrodes is about 2.7 |im (see next subsection), the capacitance value is -160 fF as 
extracted with the method here discussed. Focusing now on the Cmems extracted in the 
actuated state (Table 3) it has to be highlighted that the maximum capacitance is always 
rather low compared to the nominal one. Indeed, when the MEMS suspended plate 
collapses onto the substrate there is a -400 nm thick oxide layer between it and the 
underlying electrode, leading to a maximum capacitance of about 4 pF. However, the 
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extracted values show a Cmax about 5 times smaller (862 fF) than the ideal one. Such 
reduction is mainly caused by two factors, namely, the surfaces roughness and the residual 
stress within the suspended gold (Iannacci et aL, 2009, b). The roughness of the surfaces 
coming into contact (in this case the gold plate and the underneath oxide) lead to the 
presence of air between the two faces also when the switch is actuated. This causes the Cmax 
to reduce as it is not anymore determined by the oxide layer only, but is given by the 
contribution of two series capacitors, one due to the oxide layer and the second one due to 
the residual air layer. Moreover, the mechanical stress that accumulates within the 
suspended gold during the release step (performed in plasma oxygen), usually is not 
uniform along the vertical dimension (stress gradient). This causes the central plate of Fig. 3 
to be not perfectly planar but rather arched, thus leading to a further reduction of the 
contact surface and, consequently, of the Cmax- The two just mentioned non-idealities are 
accounted for by including in the simulations and analytical calculations a constant 
equivalent air gap as Fig. 6 shows schematically. 




Fig. 6. Top image: Schematic cross-section of the actuated RF-MEMS varactor (see Fig. 3). 
Bottom-left image: Close up of one part of the actuated switch highlighting the surface 
roughness and the gold bowing induced by the stress gradient (both the effects are 
exaggerated). Bottom-right image: Equivalent air gap included in the simulations accounting 
for the just mentioned non-idealities. 

After inverting the formula for the oxide and air series capacitances and using the Cmax 
extracted value with a biasing level of 15 V (see Table 3), close to the plate release (pull-out), 
an equivalent air gap of 590 nm is extracted. The correctness of such value will be proven in 
the next subsection by means of electromechanical simulations. A final consideration has to 
be considered concerning the Rmems, reported in Tables 2 and 3, that in all the studied cases 
shows a very large value, that indicates negligible resistive losses of the intrinsic RF-MEMS 
varactor. Given this assumption, the Rmems can be fixed to a certain value (e.g. 100 GO) in all 
the cases reported in Table 2 and 3 without any accuracy loss of the proposed network. 
The network of Fig. 4 has been simulated within ADS with the extracted values reported in 
Tables 2 and 3, and the results are compared to the S-parameter measurements. The 
simulated and measured Sll and S21 parameters (reflection and transmission, respectively) 
are reported for an applied controlling voltage of 3.75 V (varactor not actuated) in Fig. 7 and 
for an applied bias of 25 V (varactor actuated) in Fig. 8, where the good superposition of the 
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curves is clearly visible. Concerning the not actuated state (Fig. 7), the influence of the 
parasitic effects introduced by the through-oxide vias affects both the Sll and S21 
parameters up to about 2 GHz, where the reflection presents a minimum around 1 GHz, 
while it should be monotone, and the transmission increases with the frequency. This 
behaviour confirms the presence of a large unwanted series capacitance on the RF signal 
path acting as a spurious DC signals block. On the other hand, in the actuated state (Fig. 8) 
the isolation (S21) is never better than about 7 dB due to the small value of Cmax compared 
to the nominal one and caused by the technology non-idealities already discussed. All the 
assumptions made up to now in the RF modelling are going to be verified by means of the 
electromechanical modelling. 
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Fig. 7. Comparison of the measured and extracted (see Fig. 4) Sll and S21 parameter in the 
MEMS varactor not actuated state. 




























i . ^ 























































CO 

•a 


























w 15 




































































— Me< 

-•-Ext] 


asurement 
acted network 
jsurement 
acted network 






















Me; 

-A- Ext 
















-24 









-3 „ 
00 

■4 '—' 



CO 



8 9 10 11 12 13 14 



Frequency [GHz] 

Fig. 8. Comparison of the measured and extracted (see Fig. 4) Sll and S21 parameter in the 
MEMS varactor actuated state. 
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3.2 Electromechanical Modelling and Verification 

The electromechanical properties of the RF-MEMS varactor discussed up to now are 
observed once again, starting from experimental data, on the basis of which simulations are 
tuned and effective values accounting for the non-idealities are extracted. Verification and 
validation of the method discussed in previous subsection, concerning the RF domain, are 
reached, as the effective values extracted from electromechanical simulations coincide with 
the same values adopted in the RF simulations. 

Fig. 9-top shows the Spectre schematic of the RF-MEMS varactor composed with the 
elementary MEMS models previously discussed in Section 2 for the simulation within 
Cadence. The central plate symbol is wired to four straight beams anchored at the opposite 
ends. The suspended plate is biased by means of a voltage source available within a 
Cadence library of standard components. Moreover, looking at Fig. 9-bottom, it is easy to 
identify the correspondence between the real MEMS device topology and the Spectre 
schematic. 




Fig. 9. Spectre schematic (top image) of the RF-MEMS varactor discussed here and 
assembled with the elementary components available in the software library discussed in 
Section 2. The correspondence between the schematic and the real device, reported in the 
top view measured with an optical profilometer (bottom image), is straightforward. 

The RF-MEMS varactor sample of Fig. 3 and Fig. 9-bottom is measured in static regime by 
means of the afore-mentioned optical profilometer. A triangular symmetric voltage ranging 
from -20 V up to 20 V (zero mean value) with a frequency of 20 Hz is applied to the DUT. By 
changing the phase of the stroboscopic illuminator with respect to the biasing signal, it is 
possible to observe the vertical displacement of the DUT for different bias levels (Novak et 
al., 2003). This enables the acquisition of the whole experimental pull-in/ pull-out 
characteristic. Subsequently, the schematic of Fig. 9-top is simulated within Spectre (DC 
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simulation) in order to obtain the same pull-in/ pull-out characteristic. A residual air gap of 
590 nm is set in the simulation when the plate collapses onto the substrate. Such value 
comes from the extracted Cmax discussed in previous subsection. Fig. 10 reports the 
measured and simulated pull-in/ pull-out characteristic of the RF-MEMS var actor, showing 
a very good agreement of the two curves. In particular, the measured pull-in voltage (-15 V) 
and pull-out voltage (~9 V) are predicted very accurately by the compact models in Spectre. 
The characteristics of Fig. 10 show the typical hysteresis of MEMS devices. 




10 12 14 16 18 20 



Applied bias [Volts] 

Fig. 10. Measured static pull-in/ pull-out characteristic compared to the one simulated with 
the schematic of Fig. 9-top within Cadence (DC simulation in Spectre). Arrows help in 
identifying the pull-in/ pull-out hysteresis. 

More in details, the good agreement of the measured and simulated pull-in voltage confirms 
both that the elastic constant k is modelled correctly in the Spectre simulation, and that the 
initial air gap g is properly set (Iannacci, 2007). After this consideration, the good 
superposition of the measured and simulated pull-out voltage (Vpo) finally confirms that the 
residual air gap t a i r , previously extracted from RF measurement, is correct since the Vpo 
depends on it as follows (Iannacci et al., 2009, b): 



v„ 



2kg(t ox + r ){t mr £ ox + t ox s mr ) 



As £ 



(5) 



where t a \r is the oxide layer thickness, A the electrodes area, e ox and e a ir the dielectric constant 
of the oxide and air, respectively. A further confirmation of the DUT non-idealities comes 
from the observation of Fig. 10. Starting from the pull-in voltage (~15 V) and rising up to 
20 V, the vertical quote of the switch is not constant as it would be expected, but tends to 
decrease of about 200 nm. Interpretation of such an awkward behaviour is straightforward, 
by knowing that the profiling system determines each point of the pull-in/ pull-out 
characteristic as the mean value of all the vertical quotes measured onto the plate surface. 
Because of the plate non-planarity schematically shown in Fig. 6, after the plate pulls-in, it 
tends to get more flat onto the underneath oxide as a result of the attractive force increase 
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due to the applied voltage rise. This also explains why the extracted Cmax values reported in 
Table 3 are larger for higher applied bias levels. 

In conclusion, a few more considerations are necessary to extend the applicability of the 
method discussed in previous pages. In the particular case discussed in this section, the 
electromechanical and electromagnetic simulation of the DUT was based upon an 
on-purpose software tool developed by the author (Iannacci et al., 2005). However, the same 
method that accounts for the RF-MEMS devices non-idealities here discussed, can be 
effectively exploited by relying on the use of commercial simulation tools (e.g. FEM-based 
electromechanical and electromagnetic tools like Ansys™, Coventor™, Ansoft HFSS™ and 
so on) as well as by simply performing analytical calculations, based on the constitutive 
equations describing the multi-physical behaviour of RF-MEMS. The benefits of the 
modelling method here discussed, when dealing with the RF-MEMS design optimization, 
are straightforward. First of all, in the early design stage, the designer has to deal with a 
large number of DOFs influencing the electromechanical and electromagnetic performances, 
hence leading to the identifications of several trade-offs. Availability of a fast analysis 
method, like the just presented one, enables the designer to quickly identify the main trends 
linked to the variation of the available DOFs, as well as the parameters that exhibit the most 
significant influence on the overall RF-MEMS device/ network performances. Moreover, 
starting from the availability of a few experimental datasets, the discussed analysis can be 
tailored to the effective parameters accounting for the non-idealities of the chosen 
technology, rather than the nominal ones. This means that the use of FEM tools, typically 
very accurate but time consuming, can be reserved to the final design stage, when the fine 
optima are sought, while the rough optimum design can be easily and quickly addressed by 
following the method discussed in this chapter. Since the presented procedure can be 
implemented and parameterized with small effort within any software tool for 
mathematical calculation (e.g. MATLAB™), it is going to be synthetically reviewed and 
schematized as subsequent steps in the next subsection. 

3.3 Summary of the Whole RF-MEMS Modelling Method 

Starting from a lumped element description of the DUT (in this case an RF-MEMS varactor), 
like the one proposed in Fig. 4-5, the capacitance of the intrinsic MEMS device is known. In 
the case here discussed the experimental data are S-parameter measurements. However, the 
MEMS capacitance can also be determined by means of C-V (Capacitance vs. Voltage) 
measurements in AC regime, by exploiting an LCR-meter. In this case the wrapping 
network described in Fig. 4 is not necessary, and can be drastically simplified, as at 
low-frequency most of the lumped components there included are negligible. First of all, 
starting from the measured/ extracted minimum capacitance Cmin corresponding to a V 
applied bias, the effective air gap gi can be extracted by inverting the well-known parallel 
plate capacitor formula, and the oxide capacitance can be considered negligible: 

S air A (to 

gl =-^~ (6) 
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Differently, given the maximum measured/ extracted capacitance in the pulled-in state 
(Cmax), the effective air gap (tairi) due to the surface roughness and gold bowing can be 
determined by inverting the formula of the oxide plus air series capacitance: 

s A s 

Let us now consider the cross-check of the extracted values by means of electromechanical 
measurements. Starting from the measured pull-in voltage Vpi and the maximum vertical 
displacement AZ, that in the case of Fig. 10 is the quote difference between V and ±16 V 
applied bias (when the plate collapses onto the lower oxide layer), the effective elastic 
constant (k e jf) accounting for the influence of residual stress on the flexible suspensions is: 

•" 8 (AZ+fJ' 

Also in this case the capacitance contribution of the oxide is neglected. Starting from the 
measured pull-out voltage Vpo and inverting its formula including the (8), the residual air 
gap tairi is extracted as follows: 
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Final verification of the derived effective parameters is performed by comparing their value 
extracted from electromagnetic/ AC measurements and electromechanical experimental 
data. In particular, it has to be verified that: 

g 1 =t ox +t air2 +AZ (10) 

d = *»2 (11) 

Now that the complete method has been described, next sections will be focused on the 
report of a few significant examples of its application to modelling problems referred to 
RF-MEMS devices and network. 

4. Mixed-Domain Simulation of a hybrid RF-MEMS/CMOS Voltage Controlled 
Oscillator (VCO) 

One important feature of the discussed MEMS simulation tool is that it enables the analysis 
of blocks composed by different technologies, namely, RF-MEMS and standard CMOS, 
within the same Cadence schematic. To this purpose, the example reported in this section 
concerns the simulation of a hybrid Voltage Controlled Oscillator (VCO) (Tiebout, 2005). 
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The oscillator is designed in standard CMOS technology and implemented with the 
design-kit released by AMS© (0.35 urn HBT BiCMOS S35 technology, website: 
www.austriamicrosystems.com). Whereas, the varactors of the LC-tank are implemented in 
MEMS technology with the compact models previously shown. The Cadence schematic of 
the VCO is shown in Fig. 11. 




■j m "JBhp- 



Fig. 11. Cadence schematic of the hybrid VCO composed by the CMOS oscillator in AMS 
technology and the RF-MEMS LC-tank. 

The two symbols representing the tuneable capacitors are realized with a suspended rigid 
plate and four straight beams connected to its corners. Each of them corresponds to the 
Cadence schematic of Fig. 9-top. The two inductors within the LC-tank in Fig. 11 are also 
included in the design-kit provided by AMS and mentioned above. Two RF-MEMS 
varactors are included in the symmetric LC-tank scheme, decoupling the controlling voltage 
from the oscillator RF output. For the same reason, a capacitor (1 pF) is placed between the 
controlling voltage generator and the voltage supply (Vdd = 3.3 V). Depending on the bias 
applied to the common node between the RF-MEMS varactors, their capacitance changes 
and consequently the oscillation frequency of the overall VCO. Transient analysis is 
performed in Spectre for different bias levels lower than the pull-in of the structure in Fig. 9 
top (i.e. 15.6 V). The VCO tuning characteristic (frequency vs. biasing voltage) is shown in 
Fig. 12. The capacitance of each RF-MEMS varactor and the corresponding VCO oscillation 
frequency are reported in Table 4. The just shown RF-MEMS/ CMOS VCO implementation 
represents a meaningful example about the utilization of the mixed-domain simulation 
environment here proposed and discussed (Iannacci, 2007). 
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Fig. 12. VCO oscillation frequency vs. bias applied to the RF-MEMS varactors (tuning 
characteristic). 



Bias level (V) 


Capacitance (fF) 


VCO Frequency (MHz) 





597 


2508 


1 


598 


2507 


3 


601 


2504 


6 


611 


2492 


12 


671 


2431 


15 


775 


2332 


15.5 


838 


2278 



Table 4. VCO oscillation frequency depending of the bias level applied to the RF-MEMS 
varactors of the LC-tank. 



5. Fast Simulation of a Reconfigurable RF-MEMS Power Attenuator 

In this section the discussed MEMS compact model library is exploited in order to simulate 
the RF/ electromechanical behaviour of a complex RF-MEMS network, namely, a multi-state 
reconfigurable RF/ Microwave broad-band power attenuator. The network topology and 
performance have been already presented by the author (Iannacci et AL, 2009, a). The 
network is based on two resistive branches composed of 6 different resistances each, 
connected in series. Depending on the state (actuated/ not-actuated) of 6 electrostatically 
controlled suspended gold membranes, it is possible to short selectively one or more 
resistances, thus modifying the power attenuation of the whole RF-MEMS network. 
Moreover, the two above mentioned branches can be selected/ deselected by two SPDT 
(single pole double throw) stages in order to include one single resistive load or both in 
parallel, doubling, in turn, the number of achievable attenuation levels. A microphoto graph 
of the whole fabricated network is reported in the top-left of Fig. 13, where the two resistive 
branches together with the SPDT sections are highlighted. Moreover, the top-right of Fig. 13 
shows a 3D close-up of one branch composed of 6 resistances and 6 suspended membranes, 
and a further close-up of one single electrostatically controlled MEMS shorting switch. Both 
these images are obtained with an optical profiling system based on interferometry. The 
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bottom part of Fig. 13 reports the schematic of the whole RF-MEMS network, composed 
with the compact models previously discussed, within Cadence for the Spectre simulations. 




Fig. 13. Microphotograph (top-left) of the RF-MEMS reconfigurable attenuator and 3D 
measured profile of one of the 6 resistive loads branch and of one MEMS suspended 
membrane (top-right). Spectre schematic (bottom-image) of the whole network composed 
with the compact models discussed above. The 6 resistive loads are labelled with the letters 
"a,b,c,d,e,f". The correspondence between the real network and the schematic is highlighted. 

The resistance value for each of the 6 loads, as it results from measurements, is reported in 
Table 5 (Iannacci et AL, 2009, a). The Spectre schematic is completed with extracted lumped 
element sections similar to the ones of Fig. 4 and 5 (too small to be distinguished in figure), 
accounting for the short CPW portions included in the network layout (see Fig. 13 top-left). 



a 


b 


c 


d 


e 


f 


9.3 Q 


18.6Q 


18.6 


93 


206 


206 O 



Table 5. Value of the 6 resistive loads included in each branch of the reconfigurable 
RF-MEMS attenuator of Fig. 13. 

Mixed S-parameter/ electromechanical simulations are performed in Spectre on the 
schematic of Fig. 13. In particular, Fig. 14 refers to the RF behaviour of the network when 
only one of the two branches is selected. Starting from the configuration introducing the 
maximum attenuation (i.e. none of the 6 membranes is actuated), the MEMS suspended 
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membranes are actuated (pull-in) in sequence (1, 2,... 6 actuated), showing that when a 
resistance is shorted the corresponding attenuation level decreases from DC up to 40 GHz. 
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Fig. 14. S21 parameter behaviour of the RF-MEMS multi-state attenuator simulated in 
Spectre. When a MEMS membrane pulls-in, thus shorting the corresponding resistive load, 
the attenuation level decreases and the shift of the transmission parameter is proportional to 
the resistance value (see Table 5). 

The same schematic has been simulated with both the resistive branches inserted 
(resistances in parallel). In this case the S-parameter simulation is performed at a single 
frequency (20 GHz) and the bias DC voltage, controlling each of the 6 shorting suspended 
membranes, is alternatively swept between and 20 V. Fig. 15 shows the results 
highlighting the pull-in voltage of the membranes that is around 13 V. 
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Fig. 15. S21 parameter behaviour simulated in Spectre at 20 GHz vs. the DC bias applied to 
the selecting suspended membranes. The attenuation shift depends on the resistance value. 
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The S21 parameter change depends on the value of the shorted resistive load. Moreover, it 
should be noted that the maximum attenuation level (i.e. none of the membranes actuated) 
is about 16.5 dB (as visible in Fig. 15 for applied voltage lower than the pull-in) while in 
Fig. 14 it is about 19 dB at 20 GHz. The reason for this difference is that the simulations 
reported in Fig. 15 refer to both the branches connected in parallel and, consequently, to a 
lower load resistance. 



6. Lumped-Element Network of In-Package Coplanar Wave-Guide Structures 

This last section is devoted to the description of the RF behaviour due to the package. 
Indeed, RF-MEMS devices (as well as MEMS in general) are very fragile against 
environmental factors (like moisture, dust particles, shocks and so on) due to their 
characteristics (Gilleo, 2005). Because of these motivations, RF-MEMS devices need to be 
encapsulated within a package that can just isolate them from the external environment, or 
even enhance their performance by ensuring specific working conditions. In the latter case, 
the vacuum condition within the packaged housing for a MEMS resonator increases 
dramatically its Q-F actor (Nguyen, 2004). In turn, application of a package to RF-MEMS 
devices introduces additional losses and impedance mismatch, due to the increased signal 
path and discontinuities, indeed affecting their performances. Given these considerations, 
the package design and fabrication has to be thought carefully in order to minimize its 
impact on the RF-MEMS devices/ networks performance. The author already presented an 
approach to the electromagnetic (EM) optimization of the package layout for RF-MEMS 
within a given technology, based on the implementation of a parameterized 3D model 
within a commercial FEM-based EM tool, and validated against experimental data 
(Iannacci et AL, 2008). In this section, the focus is going to be concentrated on the RF 
simulation of the package based on lumped element networks, thus pushing forward the 
methodology discussed in previous pages, aiming at a complete description of RF-MEMS 
devices/ networks. The structure to be analyzed is a standard CPW (Coplanar Wave-Guide) 
instead of complete RF-MEMS devices, as they are based on the CPW topology. To this 
purpose, a CPW has been simulated within the Ansoft HFSS™ EM tool in air at first, and 
then with the package model described in (Iannacci et AL, 2008). Both the CPW and package 
characteristics, as well as the wafer-to-wafer bonding technique, are based on the technology 
process available at the DIMES Research Centre (Technical University of Delft, the 
Netherlands) (Iannacci et AL, 2006). In particular, the package is based on vertical through 
wafer vias for the signal redistribution from the MEMS device wafer to the external world. 
Fig. 16 shows the HFSS 3D schematic of an uncapped CPW (left-image) and of the same 
CPW with the package (right-image), where vertical vias and top CPW are visible (the 
package substrate was hidden to allow the vias view). The CPW reported in Fig. 16 has been 
first simulated within HFSS without any package. The silicon substrate thickness is 500 |um 
and its resistivity is 2 KQ.cm. The CPW is 2 mm long, the signal line width, ground lines 
width and gap are 100 |um, 700 |um and 50 |um, respectively. Finally, the CPW is realized in a 
2 |um thick electrodeposited copper layer. Subsequently, the CPW with package 
(Fig. 16-right) is simulated and, being the model parameterized, a few features, like vertical 
vias diameter and lateral distance between the signal and ground vias, were changed. The 
package is also realized with a 500 jum thick and 2 KQ.cm silicon substrate and vertical 
through-wafer vias are opened with the deep reactive ion etching (DRIE) and filled 
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(electrodeposition) with copper. The top CPWs (see Fig. 16-right) are also made of copper. 
Their dimensions are the same of the uncapped CPW, apart from the length that is 500 |um, 
and have been also simulated in HFSS as standalone structures. A lumped element network 
describing the packaged transmission line is built and its components values are extracted 
with the ADS optimization tool as previously described in Subsection 3.1. 



RFIn 



Top CPW 




RFOut 



Fig. 16. HFSS schematic of an uncapped CPW (left-image) and of the same CPW with the 
package (right-image). The package substrate is removed to allow the view of vertical vias. 

The extracted network schematic is shown in Fig. 17 where the blocks labelled as "CPW" 
and "Top CPW" are items available within ADS in order to link the data, simulated in HFSS 
and provided in Touchstone format, of the CPW of Fig. 16-left and of the top CPW (see 
Fig. 16-right), respectively. All the other lumped elements are placed in the schematic 
according to the expected behaviour of each part of the package, i.e. vertical vias, solder 
bumps, discontinuity between the top CPWs and vertical vias and interaction of the package 
with the EM field above the capped CPW. 




Fig. 17. Schematic of the lumped-element network describing the packaged CPW previously 
shown in Fig. 16-right. 
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The ground-signal-ground vertical vias are modelled according to the scheme of a standard 
CPW (Pozar, 2004) and the corresponding elements within the schematic of Fig. 17 are 
labelled as: Rvia, Lvia, Rgvia and Cgvia- The transitions between the top CPW and the 
vertical vias are modelled as a resistance and inductance in parallel (Rtrs, Ltrs) as well as 
the solder bumps connecting vertical vias with the capped CPW (Rbmp, Lbmp). Additional 
losses and capacitive coupling to ground, induced by the presence of the package above the 
CPW, are modelled with Ccap and Rcap and, finally, the direct input/ output coupling 
through the cap is accounted for by Riocp and Ciocp. As initial case, a package with a 500 jum 
thick silicon substrate, vertical vias diameter of 50 jum and lateral pitch of 250 |um 
(considered between the centre of the signal and of the ground vias) is taken into account. 
Starting from the HFSS simulation of such structure, the lumped elements value is extracted 
within ADS and reported in Table 6, thus validating the topology reported in Fig. 17 in the 
frequency range from 1 GHz up to 15 GHz. 



Rvia 


Lvia 


Rgvia 


Cgvia 


Rtrs 


Ltrs 


110 mQ 


148 pH 


630 MQ 


62.6 £F 


331 mQ 


41 pH 


Rbmp 


Lbmp 


Ccap 


Rcap 


Riocp 


Ciocp 


9.07 Q 


55 pH 


IfF 


200 GO 


820 GO 


17.4 £F 



Table 6. Values extracted for the elements of the schematic reported in Fig. 17 for a 500 ^m 
thick silicon package, with vias diameter of 50 jum and lateral pitch of 250 jum. 

Fig. 18 reports the Sll and S21 parameters comparison between HFSS simulations of the 
packaged CPW and the network of Fig. 17 with the value reported in Table 6, showing a 
very good superposition of the curves. 
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Fig. 18. Comparison of the simulated (in HFSS) and extracted network (see Fig. 17 and 
Table 6) Sll and S21 parameters in the frequency range from 1 GHz up to 15 GHz. 



Subsequently, some critical technology degrees of freedom related to the package are 
alternatively modified in order to validate, on one side, the correctness of the topology 
reported in Fig. 17, and to analyze the influence of such variations on the network lumped 
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components. Starting from the lateral via pitch, the whole structure is simulated in HFSS 
with a value of 200 |um and 300 |im, respectively, smaller and larger compared to the initial 
case discussed above. The ADS optimization is repeated for these cases and the only 
parameters allowed to change are Rgvia and Cgvia. Their comparison concerning the three 
vias lateral pitch is reported in Table 7. 



200 jam vias pitch 


250 jum vias pitch 


300 jum vias pitch 


Rgvia 


990 MQ 


Rgvia 


630 MQ 


Rgvia 


960 MQ 


Cgvia 


101 fF 


Cgvia 


62.6 fF 


Cgvia 


35.7 fF 



Table 7. Values of the coupling capacitance and resistive loss between the signal and ground 
vias for different vias lateral pitches. The highlighted row corresponds to the most 
significant parameter exhibiting variations. 

As expected, the coupling capacitance between the signal and ground vias increases when 
the lateral distance is smaller and decreased for a larger pitch. On the other hand, the 
resistive losses are so small that their variations can be neglected, as already mentioned in 
Subsection 3.1. However, such elements are kept in the network in order to extend its 
suitability to lossy substrates. Comparison of the S-parameters behaviour of the HFSS 
simulations and the network of Fig. 17 with the values reported in Table 7 (not reported 
here for sake of brevity) shows a good agreement as reported in Fig. 18. Another modified 
DOF is the via diameter. Starting from the capped CPW with lateral via pitch of 200 jum and 
silicon substrate thickness of 500 |um, via diameter is increased to 70 ^m and 85 ^m. In this 
case all the via parameters (Rvia, Lvia, Rgvia and Cgvia) are allowed to change as well as the 
ones of the top CPW-to-via discontinuity (Rtrs, Ltrs) and via-to-solder bumps discontinuity 
(Rbmp, Lbmp). The extracted values are reported in Table 8. 



50 jam via diameter 


70 jum via diameter 


85 jam via diameter 


Rvia 


110 mO 


Rvia 


98 mQ 


Rvia 


56 mQ 


Lvia 


148 pH 


Lvia 


82 pH 


Lvia 


70 pH 


Rgvia 


630 MQ 


Rgvia 


188 GQ 


Rgvia 


448 GQ 


Cgvia 


62.6 fF 


Cgvia 


100 fF 


Cgvia 


120 fF 


Rtrs 


331 mQ 


Rtrs 


314 mQ 


Rtrs 


100 mQ 


Ltrs 


41 pH 


Ltrs 


10 pH 


Ltrs 


25 pH 


Rbmp 


9.07 Q 


Rbmp 


3.15 Q 


Rbmp 


2Q 


Lbmp 


55 pH 


Lbmp 


20 pH 


Lbmp 


20 pH 



Table 8. Values of the via parameters, top CPW-to-via and via-to-solder bumps transitions 
for vertical vias diameter of 50 nm, 70 |um and 85 |um. The highlighted rows correspond to 
the most significant parameters exhibiting variations. 



As final case, given the via diameter of 50 \xm and the lateral pitch of 200 \xm, the silicon 
package thickness is reduced to 400 jum and 300 jum. In this case all the via parameters (Rvia, 
Lvia, Rgvia and Cgvia) are allowed to change as well as the additional coupling to ground 
and input/ output elements (Ccap, Rcap, Riocp and Ciocp)- 
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500 jum cap thickness 


400 jam cap thickness 


300 jum cap thickness 


Rvia 


110 mQ 


Rvia 


62 mQ 


Rvia 


20 mQ 


Lvia 


148 pH 


Lvia 


54 pH 


Lvia 


51 pH 


Rgvia 


990 MQ 


Rgvia 


5GQ 


Rgvia 


4.8 GQ 


Cgvia 


101 fF 


Cgvia 


52 fF 


Cgvia 


41 fF 


CcAP 


IfF 


Ccap 


15 fF 


Ccap 


IfF 


Rcap 


200 GO 


Rcap 


225 GQ 


Rcap 


204 GQ 


RlOCP 


820 GO 


Riocp 


912 GO 


Riocp 


828 GQ 


Ciocp 


17.4 fF 


Ciocp 


2.3 fF 


Ciocp 


IfF 



Table 9. Values of the via parameters and additional coupling/ loss due to the cap for a 
package thickness of 500 |im, 400 |im and 300 |um. The highlighted rows correspond to the 
most significant parameters exhibiting variations. 

In conclusion, despite a few elements included in the network of Fig. 17 do not show 
significant changes, the most critical parameters (highlighted in Tables 7-9) change in 
compliance with physical consideration related to the package geometry variations in the 
FEM analyses. For example, the vias shunt (to ground) coupling capacitance decreases as 
the vias lateral pitch increases as well as when the cap thickness lowers. This proves the 
suitability of the chosen network (Fig. 17). Following the same approach, similar network 
topologies can be extracted referring to other frequency ranges, depending on the specific 
application the designer aims at. 



7. Conclusion 

In this chapter several aspects related to the mixed-domain electromechanical and 
electromagnetic simulation of RF-MEMS devices and network were reported. First of all, a fast 
simulation tool based on a lumped components MEMS model software library, previously 
developed by the author, was introduced and discussed. The elementary components, 
implemented in VerilogA programming language, within the Cadence IC development 
environment, are the flexible straight beam and the rigid suspended plate electromechanical 
transducer. Such elements, suitably connected together, allow the composition of complete RF- 
MEMS topologies and their fast simulation by means of the Spectre simulator. 
Subsequently, the exploitation of the just mentioned software tool was discussed referring to an 
RF-MEMS variable capacitor (varactor), manufactured in the FBK surface micromachining 
technology. In particular, the model library was used in order to model the electromechanical 
behaviour (static pull-in/ pull-out) of the mentioned varactor, also accounting for the most critical 
technology non-idealities, namely, residual stress within the electrodeposited gold and the 
surface roughness. 

A methodology has been then discussed in details concerning the RF modelling of the variable 
capacitor. It is based on the extraction of a lumped-element network, accounting for the 
behaviour of the intrinsic device (shunt-to-ground tuneable capacitance), plus all the parasitic 
effects surrounding it, e.g. inductance, losses and coupling due to the input/ output short CPW 
sections. Once the network arrangement is set, values of the lumped components are extracted 



336 Advanced Microwave Circuits and Systems 

by means of a commercial optimization tool, aiming at reproducing the S-parameters 
experimental characteristic of the tested device. The appropriateness of the defined network is 
validated both targeting several measured datasets, where only the intrinsic capacitance changes 
(collected for different applied bias levels), and comparing the corrective factors needed to 
account for the non-idealities in the electromechanical and electromagnetic modelling stages. 
Furthermore, the fast simulation tool use was demonstrated also in the analysis of a hybrid RF- 
MEMS/CMOS voltage controlled oscillator (VCO). 

Subsequently, the lumped element network approach was exploited also to simulate a complex 
RF-MEMS network, i.e. a reconfigurable RF/ Microwave power attenuator, composed by multi- 
state resistive branches. In order to complete the overview on possible applications of the 
discussed modelling methodology, a lumped element network was extracted for a packaged 
CPW, based on FEM simulations of such structure (with and without cap). 

By following the sequence suggested in this chapter, it is possible, stage after stage, to model all 
the critical aspects influencing the RF behaviour of the MEMS-based structures to be analyzed, 
like parasitic effects due to the device itself as well as introduced by the package, thus leading to 
a complete and accurate description of the real device that enables, at the same time, very fast 
simulations. 

Application of such an approach eases the design phase that could be significantly speeded up 
by the definition of parameterized models, accounting for the parasitic effects plus package 
within a given technology. The just mentioned parametric models can be straightforwardly set 
up with the notions presented in this chapter. Moreover, the availability of the MEMS software 
library, developed by the author, would help in pursuing a complete, fast and accurate 
preliminary design of new MEMS-based RF simple component or networks. However, the 
method can be exploited even without such tool, as the main formulae describing the 
electromechanical behaviour of MEMS devices, as well as the non-idealities arising from the 
specific adopted technology process, were shown in details. 

In conclusion, the material presented and discussed in this chapter might be of significant help 
for those who are involved in the design and performance optimization of RF-MEMS devices 
and networks. Indeed, the proposed methodology allows the inclusion of significant aspects of 
real devices, like technology non-idealities and RF parasitic effects, by keeping the simulation 
time and complexity very low. 

Such method is very effective in the initial design optimization, when several degrees of freedom 
have to be studied, highlighting the trade-offs linking them. However, the method cannot 
completely replace the use of more accurate FEM tools, but can, in turn, reserve their use to the 
final optima definition, thus optimizing the time necessary to reach the desired final design, 
starting from a rough idea about the initial topology that could better suit the application 
requirements. 
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1. Introduction 

A microwave reflectometer is an instrument to measure a complex ratio between reflected 
and incident waves at an input port of a uniform transmission line terminated in a Device 
Under Test (DUT). The conventional reflectometer is formed by a four-port network with 
two ports connected to a microwave source and DUT, and the remaining ports coupled to a 
heterodyne receiver which acts as a Complex Ratio Detector (CRT). By using the heterodyne 
receiver technique, the two microwave signals are converted in the linear manner to an 
Intermediate Frequency (IF) of hundreds of kHz where they are processed using digital 
means. The use of the heterodyne technique enables a very large dynamic range of 100 dB 
or more for this type of reflectometer. However, as the ratio of two original microwave 
signals has to be preserved at IF, a very advanced electronic circuitry is required to 
accomplish the linear conversion process. This complicated electronics leads to a large size 
of the conventional reflectometer and its high price tag. Many applications require compact- 
size and low-cost reflectometers. They can be built using N-port networks, with N being 
greater than 5, equipped only in scalar (power) detectors. This chapter describes the concept 
of a multi-port reflectometer which employs scalar instead of complex ratio detector to 
determine the complex reflection coefficient of DUT. It is shown that such a device requires 
a suitable calibration and mathematical transformations of the measured power at selected 
ports of the N-port to obtain the complex reflection coefficient of DUT. Because of this 
requirement, the multi-port reflectometer uses a computer to perform calibrations and 
measurements. The use of a computer accelerates the calibration and measurement 
procedure and at the same time it does not create a considerable overhead to the total cost of 
this measurement instrument. The challenge is to obtain a low-cost fully integrated N-port 
network operating over an ultra wide frequency band, which can be used to develop a fully 
operational reflectometer. This challenge is addressed in the present chapter. Practical 
configurations of this measurement instrument are described and the design of a compact 
fully integrated N-port network in microstrip-slot technique to build a reflectometer 
operating over an ultra wide microwave frequency band of 3.1 to 10.6 GHz is given. 
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2. Multi-Port Reflectometer Concept 

A multi-port reflectometer is a passive linear circuit with two input ports allocated for a 
power source and Device Under Test (DUT) and at least three output ports terminated in 
scalar power detectors to obtain the information about a complex reflection coefficient of 
DUT. A particular case of this device is a six-port reflectometer with four scalar detectors to 
determine in precise manner, the reflection coefficient of DUT. Having one more port with a 
power detector makes it less prone to power measurement errors than its five-port counter 
part. Being introduced in 1970s, a six-port, or in more general case, N-port reflectometer 
provides an alternative method to the conventional network analyser employing heterodyne 
receiver principle to measure impedance, phase or complex reflection coefficient of passive 
or active circuit (Hoer, 1975). For the six-port reflectometer, these parameters are obtained 
from the measured power at its four output ports. 

Accuracy of six-port measurements is a function of linearity of the power detectors and the 
properties of the six-port network (Hoer, 1975). Because the six-port reflectometer can 
provide phase information by making only power (scalar) measurements of four different 
linear combinations of the two electromagnetic waves (incident and reflected at DUT), the 
requirement for phase information at the output ports of six-port is avoided. The other 
advantage of this technique is the reduced frequency sensitivity (Engen, 1977). 
Consequently, the phase locked source is no longer necessary in the design. As a result, the 
concept of six-port reflectometer can easily be extended to millimetre frequencies (Engen, 
1977). The general block diagram of a six-port reflectometer is shown in Fig. 1. 



Source 



PorM 



Six-Port Network 



o 6 o 6 
p 3 p 4 p 5 p 6 



Port 2 



Fig. 1. General block diagram of a reflectometer employing six-port network. 



As shown in Fig. 1, the microwave source is connected to Port 1, while Port 2 acts as the 
measurement port for Device Under Test (DUT). Here, variable b represents an incident 
signal while variable a, indicates a reflected signal. The other four ports (Port 3 to 6) are 
connected to scalar power detectors. The power reading from these 4 ports can be written as 
in (1) - (4) from the assumption that the network is arbitrary but linear (Engen, 1969; Engen, 
1977): 



P 3 =\b 3 \ 2 =\Aa + Bb\ z 



P 4 

P5 

Pe 



--\b^\ 2 =\Ca + Db\ 2 
= \b 5 \ 2 =\Ea + Fb\ 2 
--\b 6 \ 2 =\Ga + Hb\ 7 



(1) 
(2) 
(3) 
(4) 
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Evaluating the right sides of the above expressions gives real values. Alternatively, these 
expressions can be presented in the complex form by removing the " magnitude of" 
symbols. But, in this case only the magnitudes and not the phases of the resulting bilinear 
function are found from the measurements. Constants fo to be are representing the signal 
voltages at the output ports. The unknown complex constants A, B, C...H in (5) - (8) can be 
obtained from the four sidearm power readings. The desired results are (Engen & Hoer, 
1972; Hoer & Engen, 1973; Hoer, 1975): 

H 2 =sf =3 aiPi (5) 

\b\ 2 =tf =3 fiiPi (6) 

\ab\cosy/ = T,6 =3 cjPj (7) 

|^|sin^ = E z 6 =3 s z -P z - (8) 

From these 4 unknowns, the general equation of reflection coefficient can be written as the 
ratio of reflected signal, a to incident signal, b (Engen & Hoer, 1972; Hoer & Engen, 1973; 
Hoer, 1975): 

r a ^i^jh 

h zf =3 APf 



3. Geometrical Interpretation of Reflection Coefficient and Design 
Considerations 

3.1 Geometrical Interpretation of Reflection Coefficient in Complex Plane 

As presented in equation (9), the unknown reflection coefficient of measured load (DUT) is 
related to the power measurements by a set of complex constant A- H. These eight complex 
constants (A - H) and/ or 12 real constants (C{, Si and /?,-) can be determined from a suitable 
calibration procedure by applying 5 to 6 standards (Somlo & Hunter, 1982; Hunter & Somlo, 
1985). 

The principle of operation of a six-port reflectometer can be gathered by considering a 
simplified case of this device. The following representation can serve this purpose (Engen, 
1977): 

P 3 =|A| 2 |^| 2 |r-^ 3 | 2 (10) 

p 4 Hc|>| 2 |r-<? 4 | 2 (ii) 

P 5 =|E| 2 ^| 2 |r-^| 2 (12) 

p 6 =\G\ 2 \b\ 2 \r- q6 \ 2 (13) 
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where ^3- c\e are as follows: 

B D F H 

13=— t> U=~^> <?5=--> <16=-^r ( 14 ) 



The above expressions (10) - (13) represent circles in the complex reflection coefficient plane 
which can be used as geometrical interpretation in determining the reflection coefficient. 
The circle centres are given by the unknowns c\s to qe, also branded as ^-points, while the 
circle radii are given by the | T-q x | where z=3, 4, 5, 6. 

The operation of the six-port reflectometer can also be described in terms of scattering 
parameters of a multi-port network. Complex constants A - H are first replaced by common 
complex constants ra; and m and then the incident signals at ports, bi, (z=3, 4, 5, 6) can be 
rewritten as the following equation in terms of the incident and emergent signals at Port 2 
(Somlo & Hunter, 1985): 

bj =mja + njb (15) 

Complex constants, rrii and m can then be expressed by the scattering parameters as follows 
(Somlo & Hunter, 1985): 

mi =s a - S JpL (16) 

ni=^~ (17) 

S21 

The general equation of circle centre is given by the negative ratio of m and m; which is 
analogous to the expression (14) (Somlo & Hunter, 1985): 

qi =-^ = ** (18) 

m s i2 s 21- s il s 22 

By assuming that approximately ideal components are used to construct the network, the 
parameter S22 is very close to zero. This simplifies the equation (18) to (Somlo & Hunter, 
1985): 

«=-;*%- ( 19 ) 

s i2 s 21 

According to Probert and Carrol in (Probert & Carroll, 1982), the characterisation can be 
made more general for the multi-port network case. With the above assumption and the use 
of known input voltage, V at Port 1, the incident signal bi (z=3....N) and reflection 
coefficient, T can be written as: 

bi=V (S il+ S 12 S i2 r) (20) 
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v o s 21 s i2 s i2 s 21 



(21) 



Since c\\ are given by (19), then the radius is | Y~c\\ | and thus the circle radius can be 
calculated as: 



radius - 



V S 2 lSj2 



(22) 



where z=3, 4, 5,. . .., N (N = number of port) and h is proportional to JPj . 

An important characteristic of the properly selected six-port network is insensitivity of a 
reference port to the reflected signal from the DUT at Port 2. This port is in general assigned 
the special function of the incident signal power measurement. Since this port gives a good 
indication of the source power, the output of power detector connected to this port can be 
used to stabilize the signal source against power fluctuations or maintain the power at some 
set level (Woods, 1990). The inclusion of this special port does not therefore compromise the 
overall design of the six-port measurement system. 

An alternative representation that can be used in the six-port analysis is through the use of 
the power ratio, /?; given by power at Port i to that at a reference port (Port 6 is selected in 
this analysis case) is (Somlo & Hunter, 1985): 



Pi 



-m 



r-% 



z = 3, 4, 5 



(23) 



In (23) constant n is related to the scattering parameters and a real constant, Kj by the 
following equation (Somlo & Hunter, 1985): 



--K, 



SilS22~ s i2 s 2l 



s 61 s 22" s 62 s 21 



(24) 



The ratio of /?; to constant n can be written as: 



,.._£L 



r- qi 



16 



(25) 



The reflection coefficient of DUT can be identified from the geometrical representation as 
the intersection of power circles. Fig. 2 illustrates this concept showing the intersection of 
the two circles that determine the reflection coefficient, T. The centres of the two circles are 
given by q$ and qs (Engen, 1977). 
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second intersection 



first intersection 

x Unit circle 

Fig. 2. Determination of the reflection coefficient, T from the intersection of two power 

circles. 



This case is found for the five-port network configuration which does not make use of circle 
with centre q±. The example presented in Fig. 2 shows that one intersection point falls within 
the region of reflection coefficient unit circle while the second point is outside it. In this case, 
the ambiguity in the proper choice of T is removed and a unique value is chosen on the basis 
that the reflection coefficient of a passive load is less than or equal to one. The passive load 
termination assumption has to be supported by the condition of a straight line connecting q?, 
and qs that does not intersect the unit circle (Engen, 1977). 

The close inspection of Fig. 2 indicates that solution offered by the five-port is prone to the 
power measurement errors. These power errors may result in a substantial error in the 
position of the reflection coefficient perpendicular to the line joining the circle centres of q$ 
and c\5 (Woods, 1990). As explained in (Engen, 1977), a one percent error in the experimental 
measurement of | T-q?, | and | Y-qs | can cause the uncertainty of 10 percent in the measured 
reflection coefficient result. 

The deficiency of the five-port reflectometer can be overcome by employing an extra power 
detector reading that is available in the six-port network. This is illustrated by introducing 
the third power circle, as shown in Fig. 3. 




<?3 

quasi triangle 
area 



Fig. 3. Circle intersection failure when three circles are used to determine reflection 
coefficient, T. 



Ultra Wideband Microwave Multi-Port Reflectometer in 

Microstrip-Slot Technology: Operation, Design and Applications 345 

From Fig. 3 it is apparent that the solutions for reflection coefficient are restricted more than 
in the case of five-port and a unique value can be determined without the assumption of the 
load being passive. This procedure can be interpreted as finding the intersection of three 
circles. Therefore, three circles solve the ambiguity when choosing between the two 
intersections given by two circles (Waterhouse, 1990). When the measured power values 
include errors, the three circles will not have a common point of intersection but will define 
a quasi-triangular area in the complex plane. Engen explained in (Engen, 1997) that this 
intersection failure is an indicator of the power meter error. Moreover, the measurement 
noise, nonlinearity in power measurement and imperfections in the calibration can also 
contribute to this phenomenon (Somlo & Hunter, 1985). Hence in practical cases, the multi- 
port measurement system being prone to power errors changes the ideal circles radii 
(Woods, 1990). A suitable configuration of multi-port has to be decided upon to counter this 
effect. The solution to this problem is related to the choice of locations of the ^-points which 
characterize the multi-port. As can be observed in Fig. 3, locations of the ^-points in the 
complex plane are important in keeping the area of the quasi-triangle to minimum. By 
making the proper choice of the ^/-points, the uncertainty of value for the T can be marked 
small (Somlo & Hunter, 1985). 

Engen proposed that for the six-port reflectometer the c\\ amplitudes should be in the range 
of 1.5 to 2.5 and their angular separation should be about 120°. The reasons for such 
conditions are explained in detail in the next section. When the multi-port with a larger 
number of ports is used more than three circles are available and the improved 
measurement accuracy is possible in situations where intersection failure occurs. The whole 
circle equation system can be solved simultaneously in a least-squares sense where 
statistical averaging or weighting can lead to the best solution (Engen, 1969; Engen, 1980). 
It is apparent that the use of additional detectors can significantly improve the device 
performance and make it less sensitive to power measurement errors. Following this general 
concept, the system can be extended to seven or more ports. With the possible exception of a 
seven port, however, the accuracy improvement does not ordinarily warrant additional 
complexity (Engen, 1977). 

3.2 Optimum Design Considerations 

It has already been shown that the operation of six-port reflectometer is governed by the 
constants A - H which determine the coupling of the waves to the detectors (Woods, 1990). 
A set of the design rules for the six-port network can thus be formulated by establishing 
preferred values of these constants. A practical network can then be designed which 
conforms to these preferred values. The main parameter to be considered is the accuracy of 
the complex reflection coefficient measurement. However, as the detectors output voltages 
are processed by Analogue to Digital Converters, the other important factor which also 
needs be taken into account is the required voltage meters dynamic range. 
The following are the considerations which lead to the guidelines for the six-port (or in a 
more general case, multi-port) reflectometer design. 

From the graphical interpretation of operation of six-port reflectometer, the optimum design 
is related to selection of locations of the ^-point circle centres, which correspond to the 
values of -B/A, -D/C, -F/E and -G/H in the complex plane. When the measurement accuracy 
of reflection coefficient is of concern, an optimum six-port reflectometer is the one that is 
least susceptible to detector power measurement errors. In the previous considerations, it 
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has been pointed out that for the optimum design the ^-points have to be separated evenly 
in phase and magnitudes. This six-port design strategy has been suggested by many 
researchers. 

Somlo and Hunter explained in (Somlo & Hunter, 1985) that for the case of passive 
terminations with | T | <1, the network has to be chosen in such a way that for the reference 
Port 6 | qe | has to be greater than 1. This geometrically means that qe is located outside the 
unit circle in the complex T plane. A similar choice they also suggested for the remaining q- 
points. This is to reduce the sensitivity of the power measurement to noise. If the opposite 
condition of | q\ | <1, z=3, 4, 5 is chosen, then there are values of T which make the numerator 
in equation (23) and /?; small. In particular, the value of Y = q\ sets /?; = 0, which is greatly 
influenced by noise. 

The restriction | c\% | >1 (z =3, 4, 5), also avoids the case qi = which has been argued against in 
detail by Engen in (Engen, 1977) on the basis of noise sensitivity when measuring a 
termination near a match, which is likely to be the one of the most important uses of the 
reflectometer. This condition can be explained using the example of having ^3=0, ^4=2 and 
q5=]2 (Engen, 1977). In such a case, P3 almost does not contribute to the determination of T 
when measuring | T | with small magnitude such as 0.01. As a result, the most inaccurate 
power measurement (worst signal to noise ratio, SNR) occurs as the power incident on a 
detector approaches zero. Based on this argument the q values should be such that \qi\ ^ 0. 
However in contrast to the discussed | qi | >1, Engen in (Engen, 1977; Engen, 1997) suggested 
the optimum value of | q\ | to be chosen around 0.5. Their argument is valid if the 
measurement region is within 0< | T \ < 0.3. 

The choice of | q\ | >1 (z'=3, 4, 5) postulated by Somlo and Hunter in (Somlo & Hunter, 1985), 
is also beneficial with regard to the voltage meters dynamic range. This range has to be not 
too large. If the conditions of | qe | »1 and | qi | >1, i= 3, 4, 5 are implemented, the 
approximated dynamic range required for the power meters can be calculated as given by 
(Somlo & Hunter, 1985): 



Dynamic range [dB] = 20 log 20 



W\ 



M 



dB (26) 



With the condition of | c\\ | >1 (z=3, 4, 5) and \qe\ > 1, one can pose the question whether the 
magnitudes of all the qt,s have to be equal. If it is the case, complex constants, q and s z are 
equal to zero. It is therefore essential that, geometrically, the q\ do not all lie on the circle 
with centre T = on the complex T plane (Somlo & Hunter, 1985). This means that | qi | (z'=3, 
4, 5) have to be less than \qe\ to meet the preferable design. 

In addition to the above argument, the magnitude of q should not be too near to unity 
because /?; could be small for the fully reflecting terminations (Somlo & Hunter, 1985). Small 
values of pi resulting from \qi\ — 1 decrease the measurement accuracy (Engen, 1977). 
The remaining condition concerns the upper bound for the distance of the ^-points with 
respect to the complex T plane origin. Since T is determined from its distances from ^3, q± 
and qs (Engen, 1977), it is proven that an ill conditioned situation will result if these 
distances become large in comparison with distances between q^ and q±, q^ and qs or q^ and qs 
(Engen, 1977). If the | qi \ are too large, it can be seen from equation (25) that a small change 
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to pi represents a large change in T. Choosing \c\i\, i=3, 4, 5 to be large also places high 
resolving demands on the power meters (Somlo & Hunter, 1985). 

Based on these argument, (Engen, 1977) postulated that magnitude of q\ should be in the 
range of v2 to 2. In turn, Yao in (Yao, 2008) made suggestion for using the range between 1 
and 3. Additionally, Bilik in (Bilik, 2002) postulated the choice of magnitude of ^-points 
approximately 2. It is worthwhile mentioning in the practical circuits these magnitudes of q- 
points fall to some extent short of the optimum design aims in (Engen, 1977). However, they 
are easier to achieve. Moreover, it appears that the theoretical loss in performance between 
such practical circuits and "ideal" ones may be small in comparison with the performance 
degradation which results from the use of non-ideal components (Engen, 1977). 
With respect to the ^-points spacing, the even spacing in the complex plane is postulated 
(Engen, 1977; Somlo & Hunter, 1985; Bilik, 2002). For the six-port reflectometer this 
requirement leads to 120° separation of ^-points. For the more general case of multi-port 
network with N>6, the ^-points are suggested to be separated by 360°/ (N-3) (Probert & 
Carroll, 1982). Because practical circuits are unable to keep constant angular separation of q- 
points, Yao in (Yao, 2008) added the tolerance conditions. For the case of N=6 he suggested 
the phase separation range should fall between 100° and 140° with the ± 20° from the 
optimum 120°. 

4. Integrated UWB Reflectometer 

4.1 Reflectometer Design 

The configuration of reflectometer chosen for practical development is shown in Fig. 4. 
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Fig. 4. Reflectometer configuration formed by five quadrature hybrids (Q) and one power 
divider (D). 
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The device is constructed using a seven-port network and includes five 3-dB couplers (Q) 
and one power divider (D). In this configuration, Port 1 is allocated for a microwave source 
while Device Under Test (DUT) is connected to Port 2. Five power detectors terminate Ports 
3-7. Part of the reflectometer within the broken line is given the special name of Complex 
Measuring Ratio Unit (CMRU) or Correlator. It plays a similar role to the Complex Ratio 
Detector in the conventional four-port reflectometer based on the heterodyne receiver 
technique. The two couplers (Q) outside the CMRU are used to redirect the signals, a and b 
to measure the complex reflection coefficient of DUT. Note that in a more basic design, a 
single coupler is sufficient to perform this function. However, the use of two couplers 
provides a better signal balance which is of importance to achieving a better quality 
measurement of the reflection coefficient. A scalar detector terminating Port 3 of the divider 
D, outside the CRMU monitors the signal source power level. 

The advantage of this seven-port configuration is that it allows for a real-time display of 
DUT complex reflection coefficient (Engen, 1977; Engen, 1977; Hoer & Roe, 1975; Hoer, 
1977). In this case, the detector at Port 3 can be used in a feedback loop to maintain a 
constant power level from the source. The chosen configuration meets the condition of 
| qs | >1 and | q\ \ < \ q?, | where z=4, 5, 6, 7 and represents an optimal reflectometer 
configuration, as pointed by (Probert & Carroll, 1982), as its q\ {i=^, 5, 6, 7) points are spread 
by 90° in the complex reflection coefficient plane. 

While undertaking a rough assessment of operation of the seven-port reflectometer of Fig. 4 
it is important to find out by how much it diverges from the one using ideal components. 
The following mathematical expressions can be applied in this evaluation process. 
Assuming an ideal operation of couplers and divider and the square-law operation of 
detectors (the measured voltages at detector outputs are proportional to power values at the 
detectors inputs) and by applying mathematical derivations similar to those in (Hoer, 1975), 
it can be shown that the reflection coefficient, T, of DUT for the configuration of Fig. 4 can be 
determined from (27): 

b P 3 

where Ti is the real component of complex reflection coefficient, Yi, the imaginary and P; 

= I ^ 1 2 ' ( z= 4, 5, 6, 7) are measured power at 4 ports. 

It is apparent that the above expression can be used to obtain a real-time display of the DUT 

reflection coefficient as the difference operation can be achieved using analogue means and 

real and imaginary parts can be displayed in the polar form on an oscilloscope. 

An equivalent representation of T can be obtained from knowing the scattering parameters 

of the seven-port constituting the reflectometer of Fig. 4. In this case, T can be determined 

using the following expression: 

|S 4 l| 2 -| S 5l| 2 H|S6l| 2 -| S 7l| 

r = ^ *—)■ '- (28) 

N 
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Assuming ideal operation of couplers, dividers and square-law operation of detectors, the 
DUT reflection coefficient can also be obtained by geometrical means from an intersection of 
four circles defined by (29): 



v 4 - W2 (r- q4 ) 



(29) 



where V; represent the voltages measured at ports 4 to 7. 

The four circles are defined here by the centres q\ and radii | T - qi | where z=4, 5, 6, 7. 
In order to design the individual couplers (Q) and divider (D) constituting the reflectometer, 
CST Microwave Studio (CST MS) is used. Rogers RO4003C featuring a relative dielectric 
constant of 3.38 and a loss tangent of 0.0027 is chosen as a microwave substrate to 
manufacture these components. It has 0.508 mm thickness and 17 um of conductive coating. 
The design of coupler and divider follows the initial guidelines explained in (Seman & 
Bialkowski, 2009) and (Seman et al., 2007), followed by the manual iterative process aided 
with CST MS. 

In the present case, a three section coupler with rectangular shaped microstrip-slot lines is 
chosen. The microstrip-slot technique is also applied to a divider. A special configuration of 
divider proposed here makes it compatible with the coupler. Their design is accomplished 
using CST MS. Layouts of the coupler and the divider are generated with the use of CST MS 
as shown in Fig. 5(a) and (b), respectively. 





Portl 



(a) (b) 

Fig. 5. The CST MS layout of (a) 3 dB microstrip-slot coupler (Q) and (b) in-phase power 
divider (D). 
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The designed coupler has the simulated characteristic of return loss at its ports better than 
20 dB whilst isolation between ports 1 and 4, and 2 and 3 is greater than 19 dB in the 3.1 to 
10.6 GHz frequency band. In the same band, the coupling between ports 1 and 3 and 2 and 4 
is 3 dB with a ±1 dB deviation. The phase difference between the primary and coupled ports 
is 90.5° ± 1.5°. The designed divider offers return losses greater than 12 dB at its input port 
and power division of -3 dB ± 1 dB between its output ports across the same band. The 
phase difference between the output ports is 0° ± 1° for 3 to 7 GHz and deteriorates to -1° to 
-3.5° for the frequency band between 7 and 11 GHz. These results indicate good 
performances of individual components. Therefore they can be integrated to form the 
reflectometer of Fig. 4. 

The task of forming a reflectometer is accomplished in two stages. First, a Complex 
Measuring Ratio Unit (CMRU) in Fig. 6(a) is assembled. Then, two additional couplers are 
added to finalize the reflectometer design. Layout of the designed reflectometer providing 
the details of input and output ports, match terminated ports and screw holes is shown in 
Fig. 6(b). 

Matched 

p 
Matched 

Load 



r 



p 7 



DUT 




(a) 



(Source) 

(b) 



Fig. 6. CST MS layout of the integrated CMRU (a) and reflectometer (b). 



4.2 Reflectometer Results 

Fig. 7 presents a photograph of the fabricated reflectometer with the attached SMAs 
connectors but excluding power detectors. The device is formed by the CMRU and two 
additional couplers for rerouting signals to perform reflection coefficient measurements. The 
reflectometer uses two double-sided Rogers RO4003 PCBs. 
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In the fabricated prototype, the two substrates are affixed using plastic screws with diameter 
3 mm to minimize air gaps between two dielectric layers. Sub-miniature A (SMA) 
connectors are included for detectors, a microwave source and DUT. They are also used for 
characterization of the seven-port using a Vector Network Analyser. The overall dimensions 
of this device excluding SMA connectors are 11.8 cm x 7 cm. These dimensions indicate the 
compact size of the developed reflectometer. 




Fig. 7. Photograph of the fabricated reflectometer. 



The CST MS simulated transmission coefficients at Port 4, 5, 6 and 7 referenced to Port 1 and 
2 for this device are shown in Fig. 8. 



CQ 

E 

i_ 
cc 

Q_ 

i 
C/3 



3456789 10 11 
Frequency, GHz 
Fig. 8. Simulated transmission coefficients of designed reflectometer using CST MS where 
z=4,5, 6, 7and;'=l,2. 
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As observed in Fig. 8, magnitudes of the simulated parameters S21 and S31 are -7.3 dB ± 1.3 
dB and -7.05 dB ± 1.35 dB for the frequency range of 3.5-9.8 GHz and 3.3-10.6 GHz, 
respectively. The simulated S-parameters (S,y) at Port 4 to 7 with the reference to Port 1 and 2 
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show good performance of the seven-port network between 4 and 10 GHz. The worst case is 

for the parameter S72 which starts to deteriorate above 10 GHz. 

Fig. 9 shows the measured results corresponding to the simulated ones of Fig. 8. 
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Fig. 9. Measured transmission coefficients of the fabricated reflectometer where z=4, 5, 6, 7 
and ;'=1, 2. 

There is similarity between the results shown in Fig. 8 and those of Fig. 9. However, the 
measured results exhibit larger ripples (±2 dB) between 3 and 9.5 GHz. 



Fig. 10 presents the simulated and measured return loss characteristics at Port 1 and the 
simulated and measured transmission coefficients between port 1 and Port 8 and 9. 
Similarly, Fig. 11 presents the simulated and measured return loss at Port 2 and the 
simulated and measured transmission coefficients between Port 2 and selected ports of the 
seven-port reflectometer. Comparisons between the simulated and measured characteristics 
presented in Fig. 10 and 11 indicate a relatively good agreement. 




9 



10 



11 



4 5 6 7 8 

Frequency, GHz 

Fig. 10. Simulated and measured reflection coefficient at Port 1, and simulated and 

measured transmission coefficients between Port 1 to Port 8 and 9 of the reflectometer. 
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Fig. 11. Simulated and measured reflection coefficient at Port 2, and simulated and 
measured transmission coefficients between Port 2 and Port 3, 8 and 9. 
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The simulated or measured S-parameters can be used to assess the performance of the 
designed seven-port in terms of its ^-points (z= 4, 5, 6, 7), which can be calculated using 
expression (18). For the ideal case, the chosen configuration of seven-port reflectometer 
offers the location of c\% at 2, j2, -2 and -j2. The location of these points with respect to the 
origin of the complex plane of 2 and the angular separation of 90° indicate the optimal 
design of this reflectometer. 
Fig. 12 shows the simulated and measured locations of the ^-points (z= 4, 5, 6, 7). 
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Fig. 12. Polar plot of the simulated (s) and measured (m) c\i - points (i=4, 5, 6, 7). 
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The simulated magnitudes of q 4 , qs, qe and ^ 7 are 2.3 ± 0.9, 1.9 ± 0.8, 2.1 ± 0.6 and 2.5 ± 0.9, 
while the measured ones are 2 ± 1, 1.6 ± 0.6, 2.1 ±1.1 and 2.3 ± 1.1 in the frequency band 
between 3 and 11 GHz. Therefore there is a reasonable agreement between the two sets. 
As observed from the polar plot in Fig. 12, the circle centres of q\ for this reflectometer 
deviate from the ideal separations of 90° (0°, 90°, 180° and 270°). The actual phase separation 
is given by jt/2+00+kAf, where k and 0o are constants and Af is the shift from the mid- 
frequency (Yao & Yeo, 2008). The measured phases of q^, qs, qe and q7 are 180° ± 10°, 0° ± 20°, 
-90° ± 18° and 89° ± 19°, respectively from 3 to 10.6 GHz. 

The measured phase characteristics q\ (z=5, 6, 7) can be referenced against q± by the following 
equation of (30): 



phase {cjAi) = phase (q t ) - phase (q^) 



i= 5, 6, 7 



(30) 



The measured phase (cjAi) deviation compared to the ideal case is ± 20° for frequencies from 3 

to 9.9 GHz. 

Although Fig. 12 shows a good behaviour of ^-point characteristics, better results could be 

obtained if the factors k, 0o and 4fwere included in the design specifications. In the present 

case, the design of seven-port reflectometer was accomplished by just integrating 

individually designed Q and D components. 

There is one remaining criterion of performance of the designed seven-port reflectometer 

and it concerns the magnitude of reference point q$. The simulated and measured results for 

| qs | are shown in Fig. 13. They are dissimilar. However in the both cases the | q$ | values are 

greater than 4.4. These results indicate that the reflectometer fulfils the optimum design 

specification of | q\ \ < \ q?> \ . 
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Fig. 13. Simulated and measured magnitude of ^3. 
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5. Calibration Procedure 

Following its successful design and development, the reflectometer is calibrated prior to 
performing measurements. A suitable calibration procedure to the reflectometer offers high 
measurement accuracy that can be obtained with the error correction techniques. There are 
various methods for calibrating multi-port reflectometers. The differences between these 
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methods include the number of standards, restrictions on the type of standards and the 
amount of computational effort needed to find the calibration constants (Hunter & Somlo, 
1985). In (Hoer, 1975), Hoer suggested to calibrate a six-port network for the net power 
measurement. In this case, Port 2 (measurement port) is terminated with a power standard. 
The known power standard can be expressed as: 

Pstd=Zf =3 uiPi (31) 

Then, the procedure is repeated with connecting three or more different offset shorts to 
replace power standard. The sliding short or variable lossless reactance also can be used. 
Therefore, the real net power at Port 2 is zero. 

= Zf =3 uiPi (32) 

The net power into unknown impedance can be measured with the known m real constants. 
Pi is also observed for two or more positions of a low reflection termination. This is an 
addition to the Pi for the three or more different positions of an offset or sliding short. After 
performing this set of measurements, all constants state which one requires to calculate 
reflection coefficient are determined (Hoer, 1975). 

Calibration algorithms proposed in (Li & Bosisio, 1982) and (Riblet & Hanson, 1982) assume 
the use of ideal lossless standards having | T | =1. This notion was criticized by Hunter and 
Somlo which claimed that this would lead to measurement inaccuracies since practical 
standards are never lossless (Somlo & Hunter, 1982; Hunter & Somlo, 1985). Therefore, the 
information on the used non-ideal standards is important when high reflectometer accuracy 
is required. This information has to be used in the calibration algorithm. To perform the 
calibration process, Hunter and Somlo presented an explicit non-iterative calibration 
method requiring five standards. They suggested that one of the standards should be near 
match. This is to ensure the improvement of the performance of the calibrated reflectometer 
near the centre of the Smith chart (Somlo, 1983). The other four standards are short circuits 
offset by approximately 90° (Hunter & Somlo, 1985). These standards are convenient 
because of their ready availability. Also their use is beneficial in that their distribution is 
likely to avoid the accuracy degradation which can occur when measuring in areas of the 
Smith chart remote from a calibrating standard (Hunter & Somlo, 1985). 
An alternative full calibration algorithm can be also obtained using 6 calibration standards 
(Somlo & Hunter, 1982). The proposed standards used in the procedure are four phased 
short-circuits (Ti, Y2, T$, T4), a matched load (T5) and an intermediate termination 
(0.3< \Te |<0.7). It is based on the general reflection coefficient six-port equation (9) and is 
separated into two equations of real, r and imaginary, x part as (Somlo & Hunter, 1982): 

- - l = 3 (33) 



nf =3 m 



(34) 
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The constants are normalized by setting fa equal to 1. The other 11 real constants can be 
determined from the calibration (Somlo & Hunter, 1982). Then, equation (33) and (34) can be 
rewritten as: 



Zf =3 CiPi-rZ 5 i=3 m=rP 6 
Zf =3 SiPi-xT. 5 i=3 m=xP 6 



(35) 
(36) 



These two equations are used to determine 11 real constants in the calibration procedure. 
The matrix to calculate the constants is given by (37) (Somlo & Hunter, 1982): 
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(37) 



where Pa is a measured power at zth port when tth calibrating termination is connected to 
the measuring port. 

From the above described alternative calibration techniques, it is apparent that the use of 
three broadband fixed standards such as open, short and match required in the conventional 
heterodyne based reflectometer is insufficient to calibrate a six-port reflectometer. To 
complete the calibration, at least two extra loads are required. To achieve the greatest 
possible spacing for the best calibration accuracy, it is beneficial to phase the offset shorts by 
90° (Hunter & Somlo, 1985). Woods stated in (Woods, 1990) that to apply this ideal condition 
at many frequency points would require repeated tuning of standards. It may be time 
consuming and would rely on the expert operator (Woods, 1990). Because of these reasons, 
it may be appropriate to ease the ideal condition on 90° phasing of the sliding loads in 
favour of least adjustments to the standards (Woods, 1990). Assuming the standards are 
phased by at least 45° to obtain sufficient calibration accuracy, fixed positions of the short 
could be employed over a bandwidth of approximately 5:1 (Riblet & Hanson, 1982). 
To calibrate the developed reflectometer, the method using six calibration standards, as 
proposed by Hunter and Somlo in (Somlo & Hunter, 1982), is chosen. This method offers a 
straight forward solution for the reflectometer constants and employs simple equations, 
which lead to the easy practical implementation of the calibration algorithm 
In the chosen calibration procedure, three coaxial standard loads (matched load, open and 
short circuit), two phased-short circuits and an intermediate termination with magnitude of 
approximately 0.5 are used. For the last standard, a 3 dB coaxial attenuator open-circuited at 
its end is utilized. The information about the electrical characteristics of these standards in 
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the frequency band of 3 to 11 GHz is obtained from measurements performed with the 
conventional Vector Network Analyser (HP8510C). This information is used for the values r 
and x in equations (33) and (34). Knowing r and x, the calibration constants C{, s\ and /?,- are 
determined from solving the matrix equation similar to the one in (37). 

The operation of the developed seven-port reflectometer is assessed by assuming an ideal 
operation of power detectors. To achieve this task in practice, the power values required in 
(33) and (34) are obtained from the measured S-parameters of the seven-port reflectometer 
with DUT present at Port 2. Therefore, P; = | Sn | 2 for z=4, 5, 6, 7, where Sn is the 
transmission coefficient between port 1 and port i when port 2 is terminated with DUT. 
The validity of the calibration method and measurement accuracy is verified by comparing 
the characteristics of three open-circuited coaxial attenuators of 3, 6 and 10 dB (Fig. 14) as 
measured by the seven-port reflectometer with those obtained using the conventional VNA 
(HP8510C). For the reflectometer, the complex reflection coefficient values are determined 
using equation (9). 




Fig. 14. Photograph of the 3, 6 and 10 dB coaxial attenuators. 



The two sets of measured results for the magnitudes and phases of reflection coefficient are 
presented in Fig. 15 and Fig. 16. 




6 7 

Frequency, GHZ 



Fig. 15. Measured magnitude of reflection coefficient for three coaxial attenuators: 3, 6 and 
10 dB obtained using the developed reflectometer (R) and VNA HP8510C (VNA). 



As observed in Fig. 15, HP8510C provides the measured | T | of 0.51 ± 0.02 for 3 dB, 0.25 ± 
0.03 for 6 dB and 0.1 ± 0.05 for the 10 dB attenuator across the investigated frequency band. 
The calibrated seven-port reflectometer gives comparable results for | T | which are 0.51 ± 
0.02 for 3 dB, 0.22 ± 0.03 for 6 dB, and 0.1 ± 0.01 for the 10 dB attenuator. 
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6 7 
Frequency, GHz 

Fig. 16. Comparison of measured phase characteristic reflection coefficients of three coaxial 
attenuators of 3, 6 and 10 dB obtained using the developed reflectometer (R) and VNA 
HP8510C (VNA). 

The best agreement occurs for the 3 dB attenuator, which was used in the calibration 
procedure. This agreement indicates validity of the calibration procedure as well as a very 
high measurement repeatability of the two instruments. The worst agreement between the 
reflectometer and the VNA measured results looks to be for the 6 dB attenuator, which is 
observed for the frequency range between 8 and 11 GHz. In all of the remaining cases the 
agreement is quite good. The observed discrepancies are due to the limited range of off-set 
shorts. 

Because the attenuators have the same length, it is expected that they should have similar 
phase characteristics of reflection coefficient. This is confirmed by the phase results obtained 
by the reflectometer and the VNA, as shown in Fig. 16. An excellent agreement for the 
phase characteristic of 3 dB attenuator obtained with the reflectometer and the VNA again 
confirms excellent repeatability of the two instruments. For the remaining 6 and 10 dB 
attenuators there are slight differences of about ±10° between the results obtained with the 
reflectometer and the VNA for some limited frequency ranges. Otherwise the overall 
agreement is very good indicating that the designed seven-port reflectometer operates quite 
well across the entire ultra wide frequency band of 3 to 11 GHz. Its special attributes are 
that it is very compact in size and low-cost to manufacture. 



6. Applications 

The designed seven-port reflectometer can be used in many applications requiring the 
measurement of a complex reflection coefficient. There is already an extensive literature on 
applications of multi-port reflectometers with the main focus on six-ports. 
Initially, the six-port reflectometer was developed for metrological purposes (Bilik, 2002). 
The metrological applications benefit from the high stability of six-port reflectometer 
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compared to other systems. Because of this reason, National Institute of Standards and 
Technology (NIST), USA has been using this type instrument from the 1970s (Engen, 1992), 
(Bilik, 2002). 

Nowadays, six-port techniques find many more applications. For example, there are a 
number of works proposing six-port networks as communication receivers (Hentschel, 2005; 
Li et al., 1995; Visan et al., 2000). In this case, input to the six-port consists of two RF (radio 
frequency) of signals, one being a reference and the other one, an actual received signal. 
Different phase shifts and attenuations are used between the couplers, dividers or hybrids 
forming the six-port so that by the vector addition the two RF input signals generate 
different phases at four output ports of the six-port. The signal levels of the four baseband 
output signals are then detected using Schottky diode detectors. By applying an appropriate 
baseband signal processing algorithm, the magnitude and phase of the unknown received 
signal can thus be determined for a given modulation and coding scheme (Li et al., 1995; 
Visan et al., 2000). The six-port technique can also be applied to the transmitter with an 
appropriate modulation. Therefore, the six-port technique can be used to build a microwave 
transceiver. A particular use is foreseen in digital communication systems employing 
quadrature phase shift keying (QPSK), quadrature amplitude modulation (QAM) or code 
division multiple access (CDMA) (Xu et al, 2005). 

Six-port techniques can be also used to build microwave locating systems, as explained in 
(Hunter & Somlo, 1985). This application requires and extra step to convert the frequency 
domain results to time- or space-domain. The required task can be accomplished using an 
Inverse Fast Fourier Transform (IFFT) to the data measured in the frequency-domain. The 
procedure leads to so-called step frequency pulse synthesis technique illustrated in Fig. 17. 
As seen in Fig. 17, a constant magnitude signal spanned from 3.5 to 9 GHz is equivalent to a 
sub-nanosecond pulse in the time domain. 
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Fig. 17. Illustration of synthesized pulse technique: frequency and time domain pulse 
representation. 



The locating reflectometer can be used to investigate waveguide discontinuities, as shown in 
(Hunter & Somlo, 1985), as well as to build a UWB radar system to measure distances in free 
space (Noon & Bialkowski, 1993) or perform internal imaging of objects (Bialkowski et al., 
2006). The image of a scattering object in time/ space domain can be constructed from the 
scattering signal measured at different viewing angles (Lu & Chu, 1999). Such monostatic 
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radar systems (Edde, 1995) can be realized by connecting a UWB antenna to the port 
allocated for DUT in the developed seven-port reflectometer. The potential of using a 
reflectometer in a microwave imaging system is illustrated in Fig. 18. 

In the presented setup, a UWB microwave source is connected to Port 1 while an antenna is 
connected to Port 2. 

In the system illustrated in Fig. 18, the antenna transmits a step-frequency synthesized pulse 
signal to the object. The reflected signal from the object is received by the same antenna. The 
measured powers by scalar power detectors at Port 3-7 are converted to digital form by a 
precision Analog to Digital Converter (ADC). A PC included in this system provides control 
of the source, the reflectometer and ADC. Also it is used for data collection and post- 
processing. A UWB microwave system similar to the one shown in Fig. 18 aiming for an 
early detection of breast cancer is under development at the University of Queensland (Khor 
et al, 2007). 

Source 

> ©*— 

Object Antenna 





Computer 

Fig. 18. Configuration of a microwave imaging system using a seven-port reflectometer. 



7. Conclusion 



This chapter has described a multi-port reflectometer which employs scalar instead of 
complex ratio detection techniques to determine the complex reflection coefficient of a given 
Device Under Test. The operation and optimum design principles of this type of microwave 
measurement instrument have been explained. Following that, the design of a seven-port 
reflectometer in microstrip-slot multilayer technology formed by five couplers and one in- 
phase power divider operating over an ultra wide frequency band of 3.1 to 10.6 GHz has 
been presented. It has been shown that the seven-port network forming this reflectometer 
fulfils optimum design requirements. The calibration procedure involving the use of six 
calibration standards of match load, open, short, two phased-shorts and an intermediate 
termination have been described for this reflectometer. The performance of the developed 
reflectometer has been evaluated for 3 different attenuators. The obtained results have 
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shown that the designed device can be confidently used for UWB measurements. Possible 
applications of the developed device in communications, microwave imaging and 
metrology field have been pointed out and briefly explained. 
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1. Introduction 

Medicine has the essential profit from microwave technique such as not only a development 
of new devices but also an improvement of existing devices. Generally, we want to Look and 
See using microwaves in the medical diagnostics and imaging and to Heat and Destroy in the 
medical therapy But also the non-thermal effects of electromagnetic fields have a serious part 
in studying the biological effects of electromagnetic fields. 
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Fig. 1. Therapeutic Application of Microwave Technique: Microwave Hyperthermia 



A knowledge of the dielectric parameters of materials is important for microwave or radio en- 
gineers involved in the analysis and synthesis of devices. Relative permittivity, loss factor and 
conductivity are the input parameters for electromagnetic field modelling and simulations. 
Although for many materials these parameters can be found in the tables, their experimental 
determination is very often necessary. 



1.1 Applications of Microwaves in Medicine 

The dielectric properties of biological tissues are the determining factors for the dissipation 
of electromagnetic energy in the human body and they are therefore the basic parameters 
for hyperthermia cancer treatment (Fig. 1). The measurement of the dielectric parameters of 
biological tissues is also a promising method in medical diagnostics and imaging. Knowl- 
edge of the complex permittivity 1 in an area under treatment, i.e. knowledge of the complex 
permittivity of healthy and tumor tissue, is extremely important for example in diagnosing 
tumor cell-nests in the human body or in the design of thermo-therapeutic applicators which 
transform electromagnetic energy into thermal energy in pathological tissue (Vrba, 2003). 



1 Complex permittivity is also known as a dielectric constant in literature. 
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Let's summarize the basic characteristics of microwaves, their advantages and limitations, and 
applications in the medicine: 

General characteristic: 

• from 100 MHz to 30 GHz frequency range 

• diagnostic applications: a tumor detection based on differences in the tissue electrical 
properties 

• therapeutic applications: a treatment based on the local heating or the regional (whole- 
body) heating - hyperthermia integrated with MRI, prostate hyperplasia, heart and 
other tissue ablation, angioplasty 

• other applications: radiometry, telemetry, motion detection 

Advantages of microwaves: 

• offer a wide frequency range 

• an ability to focus the energy 

• a variety of simulation tools (methods for field solving 2 ) 

• a relatively low cost of microwave components and devices 

• a low if any health risk 

Limitations of microwaves: 

• a spatial resolution 

• penetration depth of electromagnetic waves 

• electromagnetic interferences 

Summary of the human characteristics from microwave view point: 

• differences in tissue properties (normal /tumor tissue, low /high water content) 

• scattering of complex patterns of fields in the body 

• individual anatomical differences 

1.2 Complex permittivity 

The complex permittivity is a quantity which desribes the electrical properties of materials. In 
case of non-conductors, dielectrics, the complex permittivity describes an interaction between 
the dielectric and the applied external electric field. 

Polarization 

The interaction of an electric field with a biological tissue has the origin in the response of 
the charge particles to the applied field. The displacement of these charge particles from 
their equilibrium positions gives rise to induced dipoles which respond to the applied field. 
Such induced polarization arises mainly from the displacement of electrons around nuclei 
(electronic polarization) or due to the relative displacement of atomic nuclei because of the 



2 FEM - Finite Element Method is utilized mostly in frequency domain, body parts are represented by 
surfaces and volumes are divided into tetrahedrons. FDTD - Finite Difference in Time Domain utilized 
voxel representation of body tissues. 
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unequal distribution of charge in molecule formation (atomic polarization). In addition to 
induced dipoles some dielectrics, known as polar dielectrics, contain permanent dipoles due 
to the asymmetric charge distribution of unlike charge partners in a molecule which tend to 
reorientation under the influence of a changing electric field, thus giving rise to orientation 
polarization. Finally, another source of polarization arises from charge build-up in interfaces 



dipole orientation 




electronic 



f(Hz) 



Fig. 2. Polarization effects at a broad frequency range 



between components in heterogeneous systems, termed interfacial, space charge or Maxwell- 
Wagner polarization. The Maxwell- Wagner polarization and orientation polarization due to 
an alternating electric field together with d.c. conductivity are the basic of thermal effect of 
microwaves (Kittel, 1966). 
Permittivity is known from the physics or theory of electromagnetic field as 



£q£c 



(1) 



where £q is f ree space permittivity and e c is complex relative permittivity (dielectrics are very 
often lossy). Complex relative permittivity can be given in turn as 



e c = e r — je r tan 5 



(2) 



where £ r is a real part of complex relative permittivity 3 and tan 8 is the loss factor. For purely 
conductive losses 

tan 5 = — ^— (3) 



CO£Q£ r 



applies, where a is the medium conductivity. 



Derivation of Complex Permittivity 

It would be helpful if, through some elementary analysis, the complex nature of permittivity is 
demonstrated without having to assume this premise from the start. Amper's circuital law in 
its elementary form contains all the necessary components needed for this analysis. Maxwell 
modified Ampere's law by including a displacement current density term for sinusoidal elec- 
tric field variations 

rotH = J + jcvD (4) 



3 The real part of complex relative permittivity is very often called only relative permittivity. One must 
carefully consider where it is possible (for example for the simplification of terms) to reduce complex 
relative permittivity to only relative permittivity. 
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where H is magnetic field strength, J is current density, D is electric flux density and t is time. 
The conduction current density is a function of the electric field vector (Ohm's law) 



] = aE 

where a is medium conductivity Using material formula D = eE and e = £Q£ r is 



rotH = crE + jcveQe r E = jcveqE I e r + 



JCV£ 



■ jcve E (e r -i 



a 



\ 



CV£ J 



Complex relative permittivity is finally expressed 



-je r = e r -j 



CV£q 



(5) 



(6) 



(7) 



1.3 Complex permittivity determinaton 

A more or less extensive tabulation of the dielectric properties of materials selected to illustrate 
the theoretical deliberations provided by the authors is common to all papers in the field 
of complex permittivity measurement. Nowadays, papers are instigated for example by the 
need for such information for electromagnetic dosimetry. To date there is no consensus on the 
dielectric data (Gabriel, 1996). 

Systems using complex permittivity measurement exist, and some are even commercially 
available (e.g. the Agilent Technologies 85070 analyzer) but the Czech Technical University 
in Prague is not equipped with this type of material measurement system. Our work is moti- 
vated by the need for cheap 4 but accurate determination of the complex permittivity with the 
measurement technique which is also easy to manufacture and therefore would be interesting 
for many researchers. 
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Fig. 3. This illustrates the principle of the reflection method - a medical diagnostics and imag- 
ing concept using microwaves. The different equivalent penetration depths of microwaves at 
different frequencies enable us to diagnose the tissues (layers) in the area under treatment. 



2. Materials and Methods 

There are several methods for measuring the complex permittivity - the resonance method, 
measurement in free space and the transmission line method (Fig. 4). If we want to use 
a broadband measurement method that is non-destructive and non-invasive, we should 
choose a reflection method on an open-ended coaxial line-a method based on the reflection 
coefficient measurement of an open-ended coaxial line attached to the sample of the measured 
dielectric. 



1 The cost of mentioned Agilent system is $5000 approximately, http://www.agilent.com. 
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Fig. 4. Complex permittivity determination in a broad frequency band 
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2.1 Reflection Coefficient 

Reflection coefficient relates the tangential components of the incident and the reflected elec- 
tric fields and is a frequency dependent and complex quantity 5 



where E r is the reflected wave and E z - is the incident wave (Novotny, 2005). 



(8) 



r(-) 




frequency 
Fig. 5. Frequency behavior of the reflection coefficient 
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In case of interface between two materials with different impedances, the reflection coefficient 
is defined 

-- Zl " Z ° (9) 



Zi+Z, 



o 



5 It is important to note the reflection coefficient is a voltage quantity and it is related to a power quantity 
with the term Yp ^Y 2 . It is possible to find the reflection coefficient as R, Y or Su in technical literature. 



370 



Advanced Microwave Circuits and Systems 



where Zq and X\ are impedances of materials-in described measurement technique the 
impedance of coaxial line is Zq = 50 Q and the impedance of a MUT sample is Zi (gener- 
ally complex impedance). 

2.2 Relation between Reflection and Permittivity 

The reflection method entails the measurement of the reflection coefficient on the interface 
between two materials, on the open end of the coaxial line (as a detector) and the material 
being tested (MUT, Fig. 6). It is a well-known method for determining dielectric parameters 
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Fig. 6. Dielectric measurement from the viewpoint of electromagnetic field theory and wave 
propagation on the interface between the coaxial probe and the MUT 



(Stuchly et al., 1982). This method is based on the fact that the reflection coefficient of an open- 
ended coaxial line depends on the dielectric parameters of the MUT that is attached to it. To 
calculate the complex permittivity from the measured reflection coefficient, it is useful to use 
an equivalent circuit of an open-ended coaxial line. Fig. 6 shows the complex permittivity 
measurement from the point of view of electromagnetic field theory and the propagation of 
the electromagnetic wave on the interface between two materials with different impedances 
(Novotny, 2001). The probe translates changes in the permittivity of a MUT into changes in 
the input reflection coefficient of the probe. 



r(-) 




relative permittivity 
Fig. 7. Reflection coefficient versus relative permittivity 



M-) 



The reflection coefficient is varying a lot for the small values of relative permittivity (approx- 
imately less then 20, Fig. 7). Complex permittivity measurement is more sensitive and hence 
precise. Conversely, for high values of relative permittivity (for example between 70 and 90) 
there is a little change of the reflection coefficient and the measurement has more uncertainties. 
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The interface between the measurement probe and a MUT sample represents an impedance 
jump because of biological tissues have extremely high permittivity values. At low frequen- 
cies their permittivity can be more than 100 and the value of the loss factor more than 0.1. An 
accurate evaluation is very difficult because the reflection coefficient is close to 1 (Fig. 5). This 
means that only a very small part of the incident energy penetrates into the sample. 
The surface of the sample of MUT must be in perfect contact with the probe. The thickness of 
a measured sample must be at least twice an equivalent penetration depth of the electromag- 
netic wave d. This ensures that the waves reflected from the far MUT interface are attenuated 
by approximately -35 dB, which assures that their effect on the measured reflection coefficient 
is insignificant. 

1 - (10) 



toper to y ii£oe r tan 8 

The dependence of equivalent penetration depth d on dielectric parameters e r and tan 5 and 
also frequency / denotes Eq. 10. Typical values of d for distilled water and biological muscle 
tissue at different frequencies are summarized in Tab. 1. 



Materials 


/ (MHz) 


2d (mm) 




434 


71.2 


distilled water 


915 


34.0 




2450 


12.8 




434 


25.9 


muscle tissue 


915 


24.2 




2450 


15.6 



Table 1. Equivalent penetration depth of the electromagnetic wave into different materials: 
distilled water and muscle tissue 



2.3 Coaxial Probes 

When a wave has only transverse field components for both the electric and magnetic field 
and no longitudinal components (E z = and H z = 0), the wave is transverse electromagnetic 
(TEM). Transverse electromagnetic waves are very much appreciated in practice because they 

b, 

outer diameter 



inner diameter 



H- field 

Fig. 8. Coaxial transmission line. 




E - field 



372 



Advanced Microwave Circuits and Systems 



have only four components, with no longitudinal components. On the other hand, uniform 
plane waves also characterize a very simple structure. As an example, the very well known 
coaxial cable has a TEM wave as the main propagating mode (Fig. 8). The surface of constant 
phase is indeed a plane, perpendicular to the direction of propagation, hence the wave is 
planar. The field, however, is not constant over the plane because it varies between the two 
conductors according to a 1/r law. Hence, the TEM wave in a coaxial cable is a nonuniform 
plane wave. 

N&SMA Connector Type Probe 

N type coaxial connectors are medium size units which have constant 50 Q impedance and 
provide radio frequency performance up to 11 GHz. SMA (SubMiniature, version A) connec- 
tors are coaxial RF connectors developed as a minimal connector interface for coaxial cable 
with a screw type coupling mechanism. The connector has a 50 Q impedance. It offers excel- 
lent electrical performance from DC to 18 GHz. 




to sample of MUT 

measurement 
plane 



Fig. 9. Measurement coaxial probe: description and dimensions - inner/outer diameter: 
N connector type probe 3/7 mm, SMA connector type probe 1.3/4 mm 



We have adapted the standard N and SMA connectors for this measurement method from 
which the parts for connecting to a panel were removed (Fig. 9). The measurement probe 
can be described by the equivalent circuit consisting of fringing capacitance between inner 
and outer conductor out of the coaxial structure and radiating conductance which represents 
propagation losses (Fig. 10). The capacitance and conductance are frequency and permittivity 
dependent and are also dependent on the dimensions (inner and outer diameters) of the probe. 



I 



Fig. 10. An equivalent circuit of the open end of coaxial line: admittance of the probe Y has 
two components - fringing capacitance C and radiating conductance G 



A measurement probe can be described as an antenna with the input admittance (Y = G-\- ]B, 
where G is conductance and B is susceptance) expressed as 



Y = G (e c ,co) + jcoC (e c ,(v) 



(11) 
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where Cq and Gq are constants if the antenna radiates in free space (e c = 1). 
If we change the free space surrounding the medium for a lossy biological tissue medium, 
the dependence of this antenna admittance on the properties of surrounding medium can be 
derived using Deschamps' theorem (Deschamps, 1962). Admittance changes - Y (in Eq. 12) is 
now an admittance of the antenna immersed in a medium of permittivity e c (Fig. 11) 

Y(e C/ c;) = V^o(l/"V^) ( 12 ) 

This means that the admittance of medium of permittivity e c at angular frequency co is the 
same as the admittance measured in the free space at frequency ^Jt^ c -times higher furthermore 
multiplied by yfz~ c . 



Fig. 11. Illustration to the principle of Deschamps 7 Theorem: a coaxial probe radiates into free 
space and then into the lossy medium 



The capacitance Q can be considered to be a constant (in free space). The radiation into the 
dielectric surrounding the antenna can be calculated when the dielectric is air (Liu, 1986). 
Expanding the Bessel function into a Maclaurin series yields 

Go = A f° lh(kasin©)- /„ (kb sin®)] 2 -^- (13) 

Inl Jn/2 sin© 



*E Jn/2 



y 



where Jq(x) is the Bessel function and G z are parameters dependent on the antenna dimen- 
sions (radius a and b) and wavelength. An investigation of coefficients G z showed that G « G\ 
for the N and SMA connector type probes. Therefore the radiation effect of coaxial probe, 
which is represented as radiation conductance in the probe's equivalent circuit, can be ap- 
proximate as varing with frequency / 4 

^{f 4 ) = - 3 {« 2 - b2 )^f 4 ~f 4 < 15 ) 

Let us apply Deschamps' theorem - Eq. 12 to Eq. 11 

Y = G + jcvC <& Y (<v,e c ) = V^G (v 7 ^) 4 + yJTcjwCQyJTc (16) 

The input admittance of the coaxial transmission line as the antenna in a lossy dielectric is 
then _ 

Y=<Je 5 c G +jtve c C (17) 

where, with respect to the measurement, Y is the measured admittance of the probe, Cq and 
Gq are constants given by the equivalent circuit of the probe in free space (Fig. 10). 
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Admittance Y is related to the measured reflection coefficient S\\ 

l + £>li 

where Yq = 1/(50) Q = 0.02 S is the characteristic admittance of the probe. 
The usable frequency range of the Eq. 17 results from the theory of wave propagation on the 
microwave transmission line. The incident wave is in TEM mode. The equivalent circuit of 
the probe consisting of the fringing capacitor is useful for a low frequency range. The higher 
order modes excited at the discontinuity can be various TMqh modes. The equivalent circuit 
of the probe consisting of fringing capacitance and radiating conductance is useful in the fre- 
quency range above approximately 1 GHz. The range of the operation can be better defined 
and extended by a field analysis summing a series of TM modes needed to meet boundary 
conditions at the probe face. TMqi is the lowest circular symmetric mode which sharply in- 
creases the loss by radiation. Measurement probes are under investigation in the frequency 
range from 300 kHz (TEM, fringing field) to 3 GHz (TMqi, also radiating conductance). 
The equivalent circuit has an imperfectly defined range of frequency and permittivity in which 
a specified uncertainty can be achieved. Equivalent circuits of the probe never take account 
of the finite MUT sample and finite ground plane flange which give rise to resonances in the 
response. 

The method of solving the complex Eq. 17 consists of splitting it into real and imaginary parts, 
thereby obtaining a set of two real nonlinear equations for the two real unknowns, which are 
either Cq and Gq (when calibrating the probe) or the real and imaginary part of the complex 
permittivity e c of the MUT. To break this down into stages: 

• splitting of Eq. 17 into real and imaginary parts 

• to obtain Cq and Gq, admittance Y for a material with a known complex permittivity 
e c (e.g. distilled water) is measured and the set of two equations is solved for the un- 
knowns Cq and Gq 

• to measure of complex permittivity, the admittance Y of a MUT is measured and the set 
of the two equations in solved for the unknown real and imaginary parts of the e c 

2.4 Modeling and Simulations 

An evaluation of this measurement method involves numerical calculation and modeling 
(Fig. 13). A numerical simulation based on a Finite Integration Technique (FIT, (CST, 2009)) is 
used to calculate the reflection coefficient on the interface between the probe and the sample 
of a MUT (Hudlicka, 2006). The system that we modeled consists of two parts, i.e. the sensor 
and the sample of MUT. The modeling is focused on a model with distilled water - the Debye 
model of distilled water is implemented (Eq. 19). This model was also used for the evaluation 
of measurement uncertainty. 

Choice of Reference Liquid 

The material model of distilled water was recognized by Debye in 1926 and describes the 
complex permittivity of distilled water as a function of frequency. 

£c = £ ;-; £ '; = £oo + !^ d9) 
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where £00 is optical permittivity at high field frequencies, e s is static permittivity at low field 
frequencies and t is electrical relaxation time (a measure of molecules and dipoles mobility). 
The values of these parameters for distilled water are: £00= 4.6, e s = 78.3 and r = 8.07 ps. 
The condition that a reference material should have similar dielectric properties as the MUT- 
LZbiological tissue, could not be totally fulfilled because of the very high values of the real 
part of complex permittivity of biological tissues and their lossy character. 




f(Hz) 



Fig. 12. Dielectric behavior of distilled water and human blood 



Fig. 12 shows dielectric properties of the distilled water and the human blood. Distilled water 
has high values of the real part of complex permittivity and very low values of the imaginary 
part. Therefore the distilled water is useful reference liquid mainly for the determination of 
the real part of complex permittvity but neither this condition cannot be satisfied in the whole 
expected frequency range. Another used reference liquids are alcohols for the dielectric mea- 
surements. Unfortunately, an alcohol as a hygroscopic liquid is a time unsteady caliber. Ad- 
ditionaly, the dielectric parameters are known from the tables for only 100 % virgin alcohols. 
Their use in the calibration makes measurements not very precise. 

De-embedding the Measurement System 

EM field simulation provides information about the reflection coefficient T at a reference plane 
of the excitation port but in order to calculate complex permittivity, the measurement tech- 
nique needs to obtain the reflection coefficient (T x = Sn) on the interface between the probe 
and the MUT sample (Fig. 13). In addition, the measurement probe represents an inhomoge- 



r 



measurement 
system 



[S„] 



r. 

r 




Fig. 13. A model of a reflection coefficient measurement: one-port network (reflection mea- 
surement) and the de-embedding of the measurement system 



neous transmission line. It is not possible to shift simply the reference plane because of the 
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different dielectric materials (air and teflon) inside the N connector. It is therefore necessary to 
perform a de-embedding procedure for the measurement system in order to obtain the correct 
phase information of the reflection coefficient. Fig. 14 shows the comparison of original data 
from the numerical modelling and also the measurement with the de-embedded data in the 
Smith chart. The difference is obvious. 



Comparison 




Swp Min 
0GHz 



Fig. 14. Comparison of original and de-embedded data: values valid for the agar phantom 
material 



2.5 Measurement System 

A typical measurement system using the reflection method on an open-ended coaxial line 
consists of the network analyzer, the coaxial probe and software. Our measurements (Zajicek, 
2009) were done with the aid of an Agilent 6052 network analyzer in the 300 kHz to 3 GHz 
frequency range. The coaxial probe is placed in contact with a MUT (Fig. 15). Complex per- 
mittivity measurement is very fast and proceeds through the three stages. First the calibration 
of vector network analyzer (VNA) is performed. Then the calibration is carried out using a ref- 
erence material (with the known dielectric constant e c ). And, finally, the reflection coefficient 
of MUT is measured. The complex permittivity of MUT is evaluated with the aid of a PC (in 
our case using MatLab). 



2.6 Calibration Kit for Vector Measurement 

A calibration kit is a set of physical devices called standards. Each standard has a precisely 
known or predictable magnitude and phase response as a function of frequency. To be able to 
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Fig. 15. Measurement system: vector network analyzer, measurement probe and calibration 
standards for vector measurement 



use a particular calibration kit, the known characteristics from each standard in the kit must be 
entered into the network analyzer memory. The electrical properties of calibration standards 

calibration 
plane 

i r 




network 
analyzer 

Fig. 16. Specifying the calibration standards 



are determined using the modeling in AWR Micro Wave Office software. If the actual response 
of each calibration standard is known (from electromagnetic field solver), then it is possible 
to determine the value of element in its equivalent circuit (Fig. 16) by tuning this element in 
order to achieve right (actual) response (Zajicek, 2009). 




Fig. 17. Measurement kit: a panel N connector, a measurement probe and open and short 
calibration standards 



The measurement system is a one-port network so the measurement is reduced to measur- 
ing the input reflection coefficient Sn alone. The OSL (Open, Short and Load) calibration 
method is performed on the interface between the probe and the MUT sample (reference 
plane). A coaxial calibration kit was mechanically developed by adapting the panel N and 
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g»9** 



Fig. 18. Measurement kit: a panel SMA connector, a measurement probe, open, short and 
matched (50 Q) load calibration standards 



SMA connectors in the same way as the measurement probe (Fig. 17 and Fig. 18). The short 
standard is made by the connector which is shorted in the measurement plane by a metal 
plate. The coaxial open standard is created by two connectors (second one represents the air 
cavity) and the load standard is a commonly used 50 Q termination. 

3. Step-by-Step Measurement Procedure 

The measurement stages for the MUT are: 

• to calibrate the network analyzer 

• to measure Sn for a substance with a known e c (distilled water), to compute Y using 
Eq. 18 and, solving Eq. 17 as outlined above, to determine the constants Cq and Gq 

• to measure Sn for any desired MUT, to compute Y (Eq. 18) and to solve Eq. 17 for the 
unknown real and imaginary part of complex permittivity e c . Since the equations are 
of 5th order in terms of e C/ care must be taken to select the physically correct solution 
(positive real part and negative imaginary part of the e c ) 

• if needed, to derive any quantities of interest, such as relative permittivity e r , loss factor 
tan 5 or conductivity a from the e c 

4. Uncertainty Analysis 

The result of dielectric measurement is only an approximation or estimate of the value of 
the complex permittivity and thus the result is only complete when it is accompanied by 
a quantitative statement of its uncertainty. 

If the measurement device taken to include measurement standards and reference materials 
is tested through a comparison with a known reference standard and the uncertainties asso- 
ciated with the standard are assumed to be negligible relatively to the required uncertainty 
of the test, the comparison is viewed as determining the error of the device. The reference 
standard is the Debye model of distilled water and the standard and combined standard 
uncertainty of the complex permittivity determination of distilled water is evaluated in the 
following section. 

Sources of an uncertainty are distinguished from the view point of measurement technique. 
The measurement technique is based on the measurement of the reflection coefficient with 
the aid of a vector network analyzer. Generally, the calibration of network analyzer and the 
calibration of measurement probe by means of reference liquid is considered. Last but not 
least, the condition as a location of coaxial cable which connects the network analyzer with 
the probe is assumed as a possible contribution to the uncertainty. 
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This uncertainty evaluation is also the verification of self-consistency of the developed relation 
between the measured reflection coefficient and the calculated complex permittivity (Eq. 17). 
Uncertainty evaluation is based on the relevant information available from previous mea- 
surement data and experience and knowledge of the behavior and property of the distilled 
water, and the measurement instruments used (referred to as Type B uncertainty evaluation). 
Sources of uncertainties and related standard and combined standard uncertainties (Tab. 2 
and 3) are evaluated with the aid of guidelines (NIST, 1999). 



source of uncertainty 


/ (MHz) 


standard uncertainty (%) 




30 


0.26 


repeated observations 


434 


0.29 




915 


0.34 




30 


4.93 


random effects 


434 


2.16 




915 


3.67 




30 


1.01 


systematic effects 


434 


0.58 




915 


4.50 




30 


5.12 


combined standard uncertainty 


434 


2.29 




915 


5.90 



Table 2. The uncertainty budget, N-type probe: sources of measurement uncertainty are eval- 
uated at important frequencies from a medical point of view 



source of uncertainty / (MHz) standard uncertainty (%) 

434 033 

915 29 

repeated observations onn 

loUU \J.ly 

2450 0.37 



random effects 



434 3.06 

915 2.93 

1800 2.81 

2450 2.14 



systematic effects 



434 0.58 

915 0.67 

3.69 
2450 20.9 



combined standard uncertainty 



434 3.19 

915 3.07 

1800 4.72 

2450 21.3 



Table 3. The uncertainty budget, SMA-type probe: sources of measurement uncertainty are 
evaluated at important frequencies from a medical point of view 
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The applied recommendations given in (NIST, 1999) and mentioned also above are following: 

• Repeatability 

The measurement procedure was performed twenty times over a short period of time 
(minutes) in a single location with the one-off application of measuring instruments in 
order to observe the same results. 

• Random Effects 

The measurement procedure was performed ten times over a long period of time (days 
and months) at a single location with the different application of measuring instruments 
in order to observe different results. The conditions are generally changed by locating 
the coaxial cable in a different position between the measurement probe and the net- 
work analyzer. The calibration of the network analyzer was performed before each 
measurement as well as the calibration of the measurement probe by means of distilled 
water. 

It is important to note that complex permittivity is a variable quantity - it changes with fre- 
quency, temperature, mixture, pressure and the molecular structure of the MUT. Frequency 
has a significant influence on changes in the complex permittivity of biological substances. 
This is the reason for evaluating the uncertainties separately at each frequency of interest for 
microwave applications. 

5. Results 

The relative permittivity of lossy materials is a heavily frequency-dependent quantity. Be- 
cause of the decreasing ability of particles to follow rapid changes of electrical field, the rela- 
tive permittivity decreases with increasing frequency. The frequencies in the following tables 
have been selected because of their interest from an industrial, scientific and medical point of 
view. 

5.1 Home-made phantom material 

Human tissues can be classified into those with high water content such as muscle, brain, 
and the internal organs and those with low water content such as fat and bone. The present 
biological tissue-equivalent phantom 6 simulates the characteristics of the high-water-content 
tissues. 



ingredients 


weight (g) 


de-ionized water 

agar gelatine 

solidum chloride (NaCl) 

sodium azide (NaN3) 

TX-151 

polyethylene powder 


3375 
104.6 
37.60 
2.000 
84.40 
337.5 



Table 4. The composition of the agar phantom - ingredients for developing a biological muscle 
tissue-equivalent 



6 This phantom material was manufactured by Tomas Df Izdal at the Department of Radiation Oncology, 
Erasmus MC - Daniel den Hoed Cancer Center, Rotterdam. 
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The tissue-equivalent phantom can be made of agar, deionized water, polyethylene powder, 
sodium chloride (NaCl), TX-151, and sodium azide (NaN3) (Tab. 4). The polyethylene pow- 
der is used to adjust the relative permittivity while the conductivity is mainly adjusted by the 
sodium chloride concentration. Since the agar solution and the polyethylene powder cannot 
be mixed directly, TX-151 is used to increase the viscosity. Sodium azide is added as a preser- 
vative. The advantages of this particular phantom are the ease of use of the original materials 
and the possibility of manual processing with no need for special production equipment. It 
is also easy to machine and to cut into arbitrary shapes. The phantom maintains its shape 
and is mechanically strong. By manipulating the agar, a certain amount of adjustment of the 
mechanical strength is possible. Hence, this phantom is useful for splitting the phantoms. 



/ (MHz) 


M-) 


tan^(-) 


a (S/m) 


434 


60.9 


0.86 


1.26 


915 


58.6 


0.54 


1.60 


1800 


53.1 


0.47 


2.50 


2450 


48.5 


0.48 


3.14 



Table 5. Dielectric parameters of a home-made muscle tissue phantom 



The electrical parameters of the muscle tissue equivalent are described in Tab. 5. Different 
values of these biological parameters may be required for experimental work. For this reason, 
it is desirable that the electrical characteristics of the phantom be adjustable within a certain 
range. In this phantom, the electrical characteristics can be adjusted to a certain extent by 
modifying the composition shown in Tab. 4. Hence, phantoms are fabricated with varying 
amounts of polyethylene powder and sodium chloride in order to adjust their permittivity 
characteristics. To facilitate mixing the polyethylene powder into the agar solution in order 
to enable the smooth fabrication of the phantom, the amount of TX-151 is dependent on the 
amount of polyethylene powder. The conductivity is affected by both the polyethylene and 
sodium chloride whereas the relative permittivity is mainly determined by the polyethylene. 
Hence, the composition of the phantom with a desired characteristic can be determined first 
by deriving the amount of polyethylene needed for the desired relative permittivity and then 
adjusting the conductivity by means of sodium chloride. More details can be found in (Koichi, 
2001). 

5.2 Commercially available phantom material 

This phantom is a tissue-equivalent material, in this case an equivalent of biological muscle 
tissue. An agar phantom (agar gelatine) is the most commonly used phantom in the testing of 
thermotherapy applicators, and the use of the phantoms is significant in the measurement of 
impedance matching and Specific Absorption Rate (SAR). 
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/ (MHz) 


M-) 


tan^(-) 


a (S/m) 


434 


57.5 (56.9) 


0.31 (0.59) 


0.45 (0.81) 


915 


55.9 (54.9) 


0.29 (0.34) 


0.85 (0.95) 


1800 


52.7 53.5) 


0.27 (0.25) 


1.42 (1.34) 


2450 


51.1 (53.5) 


0.23 (0.24) 


1.63 (1.74) 



Table 6. The dielectric parameters of the agar phantom: values of a commercially available 
phantom DUBLAGA (Zajicek, 2008) and for comparison the values in brackets for muscle 
tissue (Gabriel, 1999) 



The agar phantom is a relatively good equivalent of biological muscle tissue. There is good 
agreement in the relative permittivity but in the loss factor or conductivity the difference is 
mainly revealed at lower frequencies (Tab. 6). It appears that the agar has lower water content 
and is not as lossy as the muscle tissue. If the agar phantom is used, the age of the phantom 
must be considered. 

5.3 Saline phantom 

Another type of phantom is a saline liquid (3g of NaCl in 11 of distilled water), simulating 
biological tissue. A hyperthermia system with the liquid phantom can be used for the eval- 
uation of microwave applicators. This phantom offers 3-D electromagnetic field distribution 
measurements e.g. the distribution of SAR can be easily calculated with the aid of dipole 
antennas. 



/ (MHz) 


M-) 


tan^(-) 


a (S/m) 


434 


84.9 


0.21 


0.57 


915 


74.4 


0.31 


1.18 


1800 


66.4 


0.36 


2.38 


2450 


60.2 


0.41 


3.38 



Table 7. Dielectric parameters of saline phantom used in 3-D electomagnetic field distribution 
measurements 



5.4 Melanoma tumor 

Another dielectric measurement was performed on an experimental animal with an implanted 
malignant melanoma. The task was to describe the dielectric properties of the tumor after mi- 
crowave hyperthermia. In the case of the design of a planar applicator for this experiment 



Tissue (measurement) e r (-) tan£ (-) cr (S/m) 
tumor (non-invasive) 5L2 0.174 L21 

tumor (invasive) 53.0 0.145 1.05 

skin (ex-vivo) 11.1 0.035 0.053 

Table 8. Analysis of the dielectric parameters of a melanoma implanted in a mouse 



where the dimensions of both animal and tumor are small and care must be taken regard- 
ing the effective depth of tissue heating, the dielectric parameters are very important. Tab. 



Broadband Complex Permittivity Determination for Biomedical Applications 



383 



to microwave generatoi 
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Fig. 19. Microwave hyperthermia: experimental therapy on a laboratory mouse, measurement 
of the dielectric parameters of an implanted tumor 



8 summarizes results measured at a frequency / = 2.45 GHz. The tumor dimensions were 
30x18 mm. Hyperthermia was applied for a period of 15 minutes with a continual power of 
30 W and the achieved temperature in the tumor was 45 °C. 

5.5 Biological tissue 

Fig. 20 summarizes the values measured on the author's arm and values modeled using 
a four-layered model of biological tissue. The simulation and the measurement values are 
based on a model and in vivo sample respectively, these being inhomogeneous (layered). Mi- 
crowave applicators are usually designed and tested on the agar phantom described in the 
section below as a homogeneous equivalent of biological muscle tissue. This disparity may 
affect the impedance matching of microwave applicators. If the complex permittivity of the 
layered treated area is considered in the design of applicators, a more realistic impedance 
matching could be achieved. 

6. Limitations 

Complex relative permittivity is used in calculations of electromagnetic field distribution and 
is inversely related to the square root in these calculations. This means that the measurement 
uncertainties from Tab. 2 and 3 are further suppressed. No evaluation of the measurement 
uncertainties in the case of determining the imaginary part of complex permittivity is pre- 
sented. For distilled water, this imaginary part has extremely low values (lower than 1) and 
any evaluation is difficult - there is a high level of uncertainty when is only a small difference 
between the measured and Debye values. 

7. Conclusion 

The complex permittivity determination based on reflection coefficient measurement is suit- 
able for the determination of the dielectric parameters of materials in wide bands. This 
method was described from the viewpoint of electromagnetic field theory and the coaxial 
probes were described with the equivalent circuit as an antenna in a lossy medium respecting 
radiation effects at higher frequencies. Some materials were measured and where possible 
the comparison between measurement (modeling) and values from tables was carried out. 
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Fig. 20. Complex permittivity measured on author's arm and its comparison with the simula- 
tion 



Where the evaluation is required to be complete, the uncertainty of measurement has to be 
specified. The results obtained indicate that the accuracy may be sufficient for most practical 
applications (2.3-6 % depending on working frequency). 

Future perspective of studied method for determining the complex permittivity is in an in- 
vestigation of layered tissues. Experimental measurement on the layered tissue showed that 
method yields reasonable approximation of complex permittivity. It could be quatified which 
range of tissue thisknesses can be considered as sufficient. This would require e.g. statistical 
analysis of the distribution of the tissue thickness and how they affect the final outcome of the 
measurement. 
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1. INTRODUCTION 



In Material Science, characterization of materials is a significant activity. Chemical 
composition and structural features decides the properties of material. The properties of 
material also depend on the degree of molecular order. 

The basics of molecular interaction are the hydrogen bonding. Hydrogen bonds occur 
between hydrogen containing dipoles and an electronegative element. Electro-negativity 
provides us a relative activity of atom in molecule to attract bonding electrons. In the 
present work interaction of Hydroxyl -OH group in Ethanol and Methanol at 15°C, 25°C 
,35°C and 45°C is studied. In the present work interaction of Ayurvedic Medicines (Arishta 
group) such as Ashokarishta, Punarnvarishta and Dashmularishta from Arishta group are 
taken with Ethanol and Methanol. 

Time Domain Spectroscopy (TDS) technique gives information in a wide frequency range 
from 10 MHz to 20 GHz. In the present work, reflected part of the pulse is used to obtain 
dielectric relaxation data. Prof. Cole developed this technique. It is very useful, economic 
and fast as compared to other techniques. It requires very small amount of sample and in 
single measurement we get permittivity and dielectric loss over wide range of frequency. 
The Hewlett Packard HP 54750 sampling oscilloscope with HP 54754A TDR plug in module 
has been used. The TDR setup consists of step generator, sampling head, sample cell and 
broadband storage oscilloscope. A fast rising step pulse from generator propagates through 
coaxial transmission line and reaches dielectric sample placed in sample cell connected as 
open-ended load. It is partly transmitted and partly reflected at air dielectric interface. Both 
reflected as well as transmitted step from sample contains information about dielectric 
behavior of sample. In the present work reflected step with and without sample is recorded 
in the oscilloscope. This time domain data is transformed into frequency domain data using 
Fourier transformation. Frequency domain data is used to obtain complex reflection 
coefficient p * (CO) over frequency range of 10 MHz to 20 GHz. Complex reflection 
coefficient gives permittivity and dielectric loss in selected frequency range. But normally 
there occurs error in this data at higher frequency due to fringing field, multiple reflections 
or due to quarter wave resonance in case of high lossy liquids. The complex reflection data 
is called 'RAW data. An error in 'RAW' data is corrected by bilinear calibration process. 
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The corrected data is called 'COR' data. The dielectric parameters of the Ayurvedic 
Medicines are obtained by fitting 'COR' data to Harviliak Negami equation- 

**(*>) = *. + r e °~ e " V (1) 

If we put CC =0, p =1 then equation represents simple Debye model. A Least Square Fit 
method is used to obtain dielectric parameters. 

The dielectric relaxation time ( T ) of biological material is related to nature of 
intermolecular bonding, size of molecule, mobility of molecules in solutions, molecular 
volume, viscosity and temperatures similarly, the permittivity ( £ ) is related to square of 
molecular dipole moment, and the value of permittivity( 8 ) is related to size of molecule in 
solution and temperatures. Thus information at molecular level can be gained from a study 
of dielectric behavior. To understand structural change in system Excess Permittivity ( £ E ), 
Excess inverse relaxation time (1/ T ) E and Bruggeman factor (fs) are obtained. 
Thermodynamic parameters i.e. activation energy in KJ/mole, change in enthalpy (AH) 

and change in entropy (AS) are calculated using Eyring's equation to understand 
molecular dynamic of the system. 

2. AYURVEDA 

Ayurveda 1 is a holistic healing science, which comprises of two words, Ayu and Veda. Ayu 
means life and Veda means knowledge or science. So the literal meaning of the word 
Ayurveda is the science of life. One of the basic principles of Ayurveda, the recognition of 
the inner reflecting the outer. 

By using ayurvedic and herbal medicines you ensure physical and mental health without 
side effects. The natural ingredients of herbs help bring "arogya" to human body and mind. 
("Arogya" means free from diseases). The chemicals used in preparing allopathy medicines 
have impact on mind as well. One should have allopathy medicine only when it is very 
necessary. According to the original texts, the goal of Ayurveda is prevention as well as 
promotion of the body's own capacity for maintenance and balance. Ayurvedic treatment is 
non-invasive and non-toxic, so it can be used safely as an alternative therapy or alongside 
conventional therapies. Ayurvedic physicians claim that their methods can also help stress- 
related, metabolic, and chronic conditions. Ayurveda has been used to treat a acne, allergies, 
asthma, anxiety, arthritis, chronic fatigue syndrome, colds, colitis, constipation, depression, 
diabetes, flu, heart disease, hypertension, immune problems, inflammation, insomnia, 
nervous disorders, obesity, skin problems, and ulcers. 

3. DIELECTRIC STUDY IN MEDICINE 

The recent application of dielectric studies on biological molecules has shown the possibility 
of treating malignant diseases by studying the responses of diseased cells of the body to the 
radiation used and then localizing the heat in the area of interest. The energy necessary for 
hyperthermia of a 20 mm diameter tumor by 5°C in one minute, if energy is efficiently 
transmitted to the tumor. Neoplastic tissue has a higher dielectric loss factor than healthy 
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tissue because of its higher water content. For example, skin carcinoma contains 81.6% as 

compared with 60.9% in normal epidermis; hepatoma contains 81.9% as compared with 

71.4% in liver. These differences are sufficient to enable us to discriminate between different 

types of carcinoma by diagnostic radio - frequency imaging. 

The information such as molecular flexibility or rigidity, shape and size etc. obtained using 

dielectric relaxation as the probe which serves the basis for determining its carcinogenic or 

anti-carcinogenic action, is of vital importance for investigation of cancer. 

The values of dielectric constant and dielectric relaxation time for mouth cancer patient's 

saliva are (^ = 81 .68, r = 13.29 ps ) larger than normal person's saliva 

(e =76.57, t = 11.38 ps)-Now a days, popularity of Ayurvedic Medicines becomes 

worldwide. Ayurvedic Medicines used in Gyneac problems in human body are considered 
in the present work. 

Dielectric spectroscopy is a branch of spectroscopy where one gets information about 
structural changes and molecular interactions through dielectric relaxation data. In the 
present work interaction of Ayurvedic Medicine such as Ashokarishta, Punarnvarishta, and 
Dashmulrishta from Arishta group are taken with Ethanol and Methanol 

4. DIELECTIRC RELAXATION SPECTROSCOPY 

Dielectric Relaxation Spectroscopy (DRS) probes the interaction of a macroscopic sample 
with a time-dependent electric field 2 . The resulting polarization either expressed by the 
frequency-dependent complex permittivity and conductivity or as an impedance spectrum, 
characterizes amplitude and timescale (via the relaxation time) of the charge-density 
fluctuations within the sample. Such fluctuations generally arise from the reorientation of 
the permanent dipole moments of individual molecules or from the rotation of dipolar 
movements in flexible molecules, like polymers. Other possible mechanisms include the 
transport of ions or the appearance of interfacial charges in heterogeneous systems. The 
timescale of these fluctuations depends on the sample and on the relevant relaxation 
mechanism. Relaxation times range from several picoseconds in low-viscosity liquids to 
hours in glasses, probably marking DRS as the technique with the most extensive coverage 
of dynamical processes. The corresponding measurement frequencies range from 10 4 Hz to 
10 12 Hz, which requires a series instruments for complete coverage. However, it is generally 
sufficient to concentrate on a smaller frequency range adapted to the sample properties. In 
contrast to conventional spectroscopic methods, like NMR or vibration spectroscopy, DRS is 
especially sensitive to intermolecular interactions. DRS is able to monitor cooperative 
processes and thus provides a link between molecular spectroscopy, which monitors the 
properties of the individual constituents, and techniques characterizing the bulk properties 
of the sample, especially the viscoelastic and archeological behavior. The decomposition of 
the dielectric spectrum into its individual relaxation processes informs on the relative 
amplitudes and characteristic times of the underlying molecular motions. Dielectric 
relaxation studies on binary mixture are important for understanding the hydrogen bonding 
and intermolecular interaction in the mixture. The dielectric relaxation study of solute - 
solvent mixture of microwave frequency gives information about molecular interaction in 
the system, formation of monomers and multimers. Dielectric Spectroscopy is being 
successfully used to determine the time of relaxation of electrolytes in solution. 
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DRS is widely applied in the characterization of ion-conducting solids, polymers and 
mesophases. But it is also of large potential interest for the investigations of liquid and 
colloidal systems. Additionally, the effects studied by DRS are of increasing importance for 
technical applications like dielectric heating or remote sensing. 

5. DIELECTRIC POLARIZATION 

When a dielectric is placed between charged plates, the polarization of the medium 
produces an electric field opposing the field of the charges on the plate. The dielectric 
constant k is defined to reflect the amount of reduction of effective electric field . The 
permittivity is a characteristic of space, and the relative permittivity or "dielectric constant" 
is a way to characterize the reduction in effective field. Because of the polarization 1 of the 
dielectric. The capacitance of the parallel plate arrangement is increased by factor k. 
According to spatial arrangement of charges in a molecule the molecules are classified as 
polar and non-polar 6 . A polar molecule has permanent dipole moment. The dipole moment 
depends on the size and symmetry of the molecule. Although the total number of positive 
and negative charges is equal to the distribution of two kinds of charges is different. Non- 
polar dielectric consists of molecules with positive and negative charges such that their 
effective center of charge distribution coincides. Thus dipole moment of non-polar dielectric 
material is zero in absence of electric field. 

If a distance '&' separates the charge +q and -q, it forms a dipole moment given by - qd. In a 
molecule 'q' is of the order of electronic charge, lO 10 e.s.u., while the 'd' is of the order of 10 8 
e.s.u. Therefore unit of dipole moment is 10 18 e.s.u., and is called a 'Debye', abbreviated as 
'D'. In the case of non-polar molecules, the centers of positive and negative charges coincide 
with the centers of symmetry of the molecule, therefore they have zero dipole moment, e.g. 
Benzene, Methane. Polar molecules always have a permanent dipole moment, even in the 
absence of an external electric field. 

When the electric field is applied to dielectric, the molecular charges get displaced. The total 
charge passing through unit area within the dielectric, perpendicular to the direction of 
applied field is called polarization. The polarizations are of three types, Electronic 
Polarization (P e ), Atomic Polarization (P a ), Orientation Polarization (P Q ). 
Orientation polarization is property of the polar molecules. It is due to rotation of 
permanent dipoles of dielectric medium. The molecular dipoles orient in the direction of the 
applied field. It is function of molecule size, viscosity, temperature, and frequency of 
applied field. Orientation polarization takes a time of the order of lO 12 to lO 10 sec, 
corresponding to period of microwave frequency region. The total polarization is, 

Pt = Pe+Pa+Po (2) 

Thus the polar materials have greater permittivity than the non-polar, because of additional 
polarization due to orientation The insulator whose behavior gets modified in the electric 
field are called as dielectric. Dielectric materials are bad conductors of electricity. When 
these materials are placed in dielectric field, displacement of positive and negative charges 
in molecule takes place. When the change in the behavior of dielectric is independent of the 
direction of the applied field, the dielectric is called Isotropic. On the other hand if the 
change in behavior of dielectric depends on the direction of applied field the dielectric is 
called anisotropic. The positive and negative charge distribution separated by some distance 
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can be treated as dipole. Applied electric field forces this molecular dipole to align in the 
direction of field. This alignment of molecular dipoles in the direction of the field is called 
polarization dielectric constant . It is a measure of ability of material to get polarized in the 
direction of applied electric fields. Hence dielectric material store applied electrical energy 
in the form of polarization. 

6. STATIC AND DYNAMIC PERMITTIVITY 

The theories of dielectric relaxation can be broadly divided into two parts as theories of 
static permittivity and theories of dynamic permittivity. The polar dielectric materials 
having a permanent dipole moment, when placed in steady electric field so that all types of 
polarization can maintain equilibrium with it, the permittivity of material under these 
conditions is called as static permittivity (s ), when dielectric material is placed in electric 
field varying with frequency, then permittivity of material changes with change in 
frequency of applied field. This is so because with increasing frequency molecular dipoles 
cannot orient faster to come up with applied field. Thus permittivity of material falls off 
with frequency of applied field, the frequency dependent permittivity of material is called as 
dynamic permittivity The different theories of static and dynamic permittivity like Clausius 
Mossotti Equation, Debye Theory of Static Permittivity, Onsager Theory of Static 
Permittivity, Frohlich's theory are used as well as, the Debye Model ,the Cole-Cole 
Model, the Davidson-Cole Relaxation Model, the Havriliak-Negami Model are used. 
Dielectric relaxation occurs when; the externally applied alternating field polarizes a 
dielectric material. The decay in polarization is observed on removal of the field. The decay 
in polarization occurs due to orientation of electric dipoles in an electric field. This depends 
on the internal structure of a molecule and on molecular arrangement. The orientation 
polarization decays exponentially with time; the characteristic time of this exponential 
decay is called relaxation time. It is defined as the time in which this polarization reduces to 
(1/t ) th times the original value. Dielectric relaxation is the cause of anomalous dispersion in 
which permittivity decreases with increasing frequency. 

Under the influence of an ac electric field, the polar molecules of a material orient 
themselves and attain an equilibrium distribution in molecular orientation. When the polar 
molecules are of large size or frequency of ac field is very high or the viscosity of the 
medium is very large, the orientation of molecules is not fast enough for the attainment of 
equilibrium with the applied field. The polarization then acquires a component out of phase 
with the field and the displacement current acquires a conductance component in phase 
with field, resulting in thermal dissipation of energy. The permittivity thus acquires a 
complex characteristic. 

In such cases it is used to relate the displacement D = s* E . The complex permittivity s can 
be written as e'— ie", where S is real part proportional to stored energy and s" is 
imaginary part and it is dielectric loss. 

7. TDR TECHNIQUE 

Time Domain Spectroscopy has become a widespread method of investigation for variety of 
substances. Dielectric study provides information about charge distribution in a molecular 
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system. The recently developed Time Domain Reflectometry has proved to be very effective 
and efficient for determination of dielectric constant and loss in the frequency range of 10 
MHz to 10 GHz. Time Domain Reflectometry (TDR) method is the most suitable method for 
determination of frequency dependent dielectric parameters of material. This method was 
first introduced by Hugo - Fellner -Feldegg 5 (et al in 1969) and developed by many workers 
in field of dielectric spectrometry.. TDR technique is being adopted to measure static 
conductivity of electrolytic solution. 

In TDR method, a fast rising step pulse is allowed to incident on sample under 
investigation. The reflected pulse from sample contains the information regarding dielectric 
behavior of sample. The Fourier transformation of step pulse gives us frequency 
components contained in step pulse. Thus incident step pulse is treated as mixture of waves 
with different frequencies. The lower limit of frequency spectrum contained in step pulse 
depends on time window used, while upper limit depends on rise time of pulse. Frequency 
dependent permittivity parameters of sample can be determined from its response to 
incident step pulse. 

In order to obtain frequency dependent dielectric parameters one needs a step generator, a 
sampling oscilloscope, a sample holder and mathematical expression with computer 
software. The step generator must be capable of generating step pulse with rise time 
adequate enough to give the highest frequency components of interest with considerable 
magnitude. The broadband oscilloscope is required to handle broad frequency spectrum 
contained in step pulse with sufficient accuracy. A transmission line is needed to carry 
signal from step generator to sample holder. The transmission line as well as sample holder 
must be capable of holding high frequency signals. 

For faithful transmission characteristics impedance of components must be matched. Any 
impedance mismatching in this signal path carries multiple reflection, which can disturb 
signal of our interest. Practically multiple reflection of signals, when it passes from one 
component to other cannot be avoided totally, but can be minimized to acceptable level by 
making same precautions. The time domain data is converted into frequency domain data 
using Fourier transformation. 

Experimental setup consists of sampling oscilloscope HP 54750A, TDR module HP 54754A, 
a transmission line and sample cell. The HP 54750A-sampling oscilloscope is very precise 
instrument for digital data acquisition of instantaneous signals. The working of instrument 
depends on front panel keys as well as menus invoked after pressing any front panel key. 
The menus of function are displayed along the right side of display screen. These menus are 
called soft key menus. Soft key menus list functions other than those accessed directly by 
the front panel keys. To activate a function on soft key menu can be accessed by pressing 
unlabeled key immediately next to the annotation on the screen. The unlabeled keys next to 
the annotation on display are called soft keys. Front panel of the instrument includes a 
display area and several functional areas, which includes control, storage, autoscale, entry 
devices, setup, and system. Control section includes three keys clear display, run and stop 
signal. These keys are used to clear screen, start data acquisition and stop data acquisition 
respectively. Storage section includes four keys disk, waveform, setup and print. Disk key is 
used to access information from 1.44 MB Floppy Disk Drive. We can store the waveforms on 
disk or load waveform from disk. Waveform key is used to store current waveform in 
memory of oscilloscope. Four waveforms can be stored at a time in oscilloscope memory. 
Setup is used for setting waveform. Print key is used to print current waveform or 
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waveform in memory. Autoscale section contains only single key Autoscale. This Autoscale 
key causes the instrument to quickly analyze the signal. Then, it sets up vertical, horizontal 
and triggers to best display that signal. Entry devices are the keypad, the arrow keys and the 
knob. Entry devices can change the numeric settings of some soft-keys, such as trigger level, 
or to select an item from the list of choices. The setup section includes seven keys. Time 
base, Trigger, Acquisition, Display, marker, Define meas. and Math. With time base key we 
can change horizontal position of waveform and also the time window. Trigger can be used 
to change trigger level of signal. Acquisition key is used to set number of data acquisition 
points and also number of times the averaging is done. Marker key can be used for setting 
markers on waveform during measurement of specific parameters. One can also put meas. 
(measurement marker lines) during measurement. Math function key is used to perform 
few mathematical operations such as addition and subtraction of two waveforms or even 
Fourier transform of waveform. 

The HP 54754A TDR plug in module is capable of performing both, single ended TDR 
measurements as well as differential TDR measurements. These measurements include 
characterizing micro strip lines, PC board traces and coaxial cables. The plug in module 
takes up two, out of four mainframe slots. In single ended TDR measurement, a positive 
going step (a fast rising step voltage pulse of 200 mv with 39 ps rise time) is launched on one 
of the channels while the other channel is terminated using short. In differential TDR 
measurement, a positive going step is launched on channel 1 and an effective negative going 
is launched on channel 2. The response controls are provided which shows the single ended 
or differential mode response of a TDR system. A fast rising step voltage pulse of about 200 
mV amplitude and 43.8486 ns rise time with repetition frequency of 12.4 GHz is generated 
and is propagated through a coaxial transmission line. The sample is placed at the end of the 
coaxial transmission line in a standard Military application (SMA) coaxial cell. The SMA cell 
used for this work had 3.5 mm outer diameter and 1.52 mm effective pin length. The step 
pulse generated by tunnel diode and the pulse which is reflected from the sample cell were 
sampled by a sampling oscilloscope in the time window of 1.3 ns. The reflected pulse 
without sample Ri(t) and with sample R x (t) averaged 64 times and digitized with 1024 
points in oscilloscope memory and transferred to PC through a 1.44 floppy diskette drive. 
The temperature controller system with water bath and a thermostat has been used to 
maintain the constant temperature within the accuracy limit of ±1 °C. The sample cell is 
surrounded by a heat-insulating container through which the water of constant temperature 
using temperature controller system is circulated. The temperature at the cell is checked 
using the thermometer. The combination of Ayurvedic Medicines with Ethanol and 
Methanol are taken at different temperatures such as 15°C, 25°C, 35°C and 45°C. No work 
has been reported on this systems using Time Domain Reflectometry (TDR) technique. All 
the above systems are studied by preparing 11 concentrations by volume fraction 'X' of 

solutions such as 0%, 10%, 20%, 100% with the two pure liquids. Temperature 

dependent variations in dielectric parameters and thermodynamic parameters for four 
different temperatures are reported. 
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8. DIELECTRIC RELAXATION BEHAVIOUR OF AYURVEDIC MEDICINES 

The dielectric relaxation study at microwave frequency gives information about solute - 
solvent interaction and liquid structure of mixture. By using Time Domain Reflectometry 
technique different types of liquids such as pharmacologically important drugs, n nitrites, 
glucose water mixtures, Binary mixtures, Biological samples (Methanol - algae), amides, 
Alcohols, electrolytes, liquid crystals were studied. Ayurvedic medicines from 'Arishta' 
group are selected to observe velatine structural changes as well as changes in interaction of 
these molecules with ethanol and methanol. Static permittivity, relaxation time, Bruggeman 
factor, Activation energy, enthalpy, entropy are reported for various systems and for 
different temperatures. The preparation of Ayurvedic medicine is always complex in nature, 
as it contains alcohol, sugar, variety of medicinal herbs, their leaves, flowers, fruits, peels, 
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roots, sap (gum), resins. It also contains shells, conches cowries coral and pearls found in the 
sea and metals like gold, silver, lead, mercury, copper or iron.. 

'Arishta' is prepared with the help of extract of medicinal material or juice and it is mixed 
with jaggery, sugar, honey, or other sweeteners. According to Ayurvedic science it is 
fermented, brewed for a period for 2-3 months. The process (Kinwa) of fermentation occurs 
at certain temperature near about 30°C to 35°C After formation of 'Arishta' percentage of 
alcohol is there e.g. Ashokarishta contains 7.4% of alcohol, Dashmularishta contains 8.8% of 
alcohol, Punarnarishta contain 6.4% of alcohol etc. The Sanskrit name of medicinal plants 
and metals has been used to indicate the standard names of 'Arishta' group. Eg. 
Ashokarishta contain 'Ashoka' as medicinal plant as well as another 14 different plants are 
used in a minor portion. 

Dashmularishta contain 10 different roots hence the name Dashmularishta. Basically 
Dashmularishta is used to increase the immune system of human being. Punarnvarishta 
contain 'Punarna' as a medicinal plant. It is used to improve the working of heart, liver, 
pancreas, kidney etc. These Ayurvedic Medicines also consist of water, carbohydrates, 
protein, fats, alkaloid and alcohol molecules. The functional groups commonly present in 
these molecules are hydroxyl (-OH), aldehyde (-CHO), carbonyl (>C=0), Caboxylic (- 
COOH), amine (-NH-), methane (C-H) and cyanide (C-N). 

Hydrogen bonding is the basics of all molecular interactions. The distinguishing feature of 
hydrogen bonding is the involvement of a specific H atom of a proton donar group with a 
localized site of high electron density in the same or another molecule. Another important 
feature of hydrogen bonding and of other weak attractive interactions in solution is that, at 
ordinary temperature, only a fraction of the molecules are generally associated. At 
equilibrium while a certain number of new complexes are continually formed, an equal 
number of complexes are continually broken due to the kinetic energy of motion of the 
interacting molecules. Basically hydrogen bonding occurs between a proton donar and 
proton accepter group. The hydroxyl ( -OH), carboxyl (-COOH), amine (-NH-) and 
cyanide (C-N) are proton donar as well as proton accepter group. Hydrogen bonds occur 
between hydrogen containing dipoles and an electromagnetic element. The carboxyl group 
and oxygen atom have more electronegativity. Electronegativity provides us a relative 
ability of atom or functional group in molecule to attract bonding electrons. 
The enthalpy of hydrogen bonds generally falls in the range of 1 to 10 Kcal/mole. Oxygen is 
a good proton accepter whether it is attached to phosphorous, to sulphur, to carbon or to 
nitrogen. The anions of electronegative atom from strong hydrogen bonds. Time Domain 
Reflectometry (TDR) is an effective approach to understand molecular interactions in liquid. 
Time Domain Reflectometry in reflection made is used as technique. It is very interesting to 
correlate dielectric parameters to molecular dynamics in aqueous solutions, hydrogen 
bonding change in size of molecular entities as well as their speed of rotation, in presence of 
different types of solutes was carried out by many research groups in the field of dielectric 
spectroscopy. 

9. DATA ANALYSIS 

The time dependent data were processed to obtain complex reflection coefficient p*(to) over 
the frequency range from 10 MHz to 20 GHz. Using Fourier Transformation as, 
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p*(a>) = (c/jcod)* tp(co)/ q(co)] (3) 

Where p(co) and q(co) are Fourier transforms of [Ri(t)- R x (t)] and [Ri(t) + R x (t)] respectively, c 
is velocity of light, ca is angular frequency, j = V-l , d is effective pin length and the 
complex permittivity spectra c*(co) were obtained from reflection coefficient p*(oo) spectra by 
applying a bilinear calibration method 8 . The example of p*(oe>) and s*(oe>) spectra are shown in 
Fig. 3 and 4 respectively. 
The experimental value of e*are fitted with the Debye equation, 



8*= £„ + 



( g Q-«0 

(l + j&r) 



(4) 



With 8 and x as fitting parameters. In Eq. 4, e is the static permittivity, x is the relaxation 
time and Soo is the permittivity at high frequency. The value of s^ is taken to be 3.0 for all the 
system studied, as for the frequency range considered here, the 8* is not sensitive with 
respect to e^. A non-linear Least-Squares fit method used to determine the values of 
dielectric parameters. 
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Fig. 3 p*(co) spectra for 80% Ashokarishta + 20% Ethanol at 15°C 
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Fig. 4. s*(cq) spectra for 80% Ashokarishta + 20% Ethanol at 15°C 
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10. AYURVEDIC MEDICINE ASHOKARISHTA'AND ETHANOL 

The Frequency dependent complex permittivity spectra s*(oe>)=s'(oo)-js"(oo), in frequency 
range of 10 MHz to 20 GHz, for mixture of Ashokarishta and Ethanol is presented in this 
section. 

Ashokarishta (Shri. Baidyanath pharmaceutical ltd., Kolkata) and Ethanol (Changshu yang 
Yuan Chemical, China) were obtained commercially and used without further purification. 
The solutions were prepared at different volume percentage of Ashokarishta in Ethanol in 
steps of 10% vol., within 0.01% error limit. The experiment is performed for 11 
concentrations, at 15°C, 25°C, 35°C and 45°C temperatures. The relative change in dielectric 
parameters with increasing concentrations of solute and temperature are presented in this 
section. The bilinear calibration method is used to obtain complex permittivity e*(oo) from 
complex reflextion coefficient p*(oo). Reflection coefficient spectra p*(oo) for pure Ethanol is 
used to correct p*(oo) of entire concentrations range at each temperature. The corrected data 
for each mixture is fitted to Debye equation to obtain static permittivity (s ) and relaxation 
time (t). As the frequency range of dielectric investigation in present work is from 10 MHz 
to 20 GHz, the value of (e ) obtained is just fitting parameter. This value does not 
correspond to real value of permittivity which one gets after completion of dispersion 
processes related to vibration and electronic motions in liquid. It is found reasonably 
satisfactory procedure to keep value (s^) fix. In the present work value of (s^) is kept fix to 3.00. 
The corrected spectra s*(co)=s , (co)-J8 ,, (co) for mixtures of Ashokarishta - Ethanol system for 
different concentrations at 35°C is shown in fig. 5. Gradual decrease in permittivity and 
dielectric loss with increasing volume fraction of Ethanol can be observed from this fig. The 
fall in permittivity starts at low frequency for Ashokarishta rich region but this point shifts 
to higher frequency in Ethanol rich region. This indicates small change in alignment of 
molecular dipoles with addition of Ethanol in Ashokarishta. The Cole- Cole plot for 
Ashokarishta and Ethanol system at 35°C is shown in fig. 6. The Cole Cole plot follows the 
Debye semicircle, which indicates that relaxation process in Ashokarishta-Ethanol system 
can be explained with single relaxation time. 

10.1 Static Permittivity and Relaxation Time 

The Values of static permittivity (e ) and relaxation time (x) of Ashokarishta - Ethanol 
system for 11 different concentrations at four temperatures are listed in table 1. The 
Variation in static permittivity (e ) with increasing volume fraction of Ethanol is shown in 
fig 7. Static permittivity of mixture decreases linearly with increasing volume fraction of 
Ethanol. Decrease in permittivity with increasing temperature is also observed for all 
concentrations. This fall in permittivity with increasing amount of solute indicates linear 
increase in effective dipole moment of the system. 

The variation in relaxation time (x) with increasing volume fraction of Ethanol is shown in 
fig. 8. Relaxation time increases with increasing volume of Ethanol in solution. Raise in 
relaxation time (x) is slow up to 50% Ashokarishta - Ethanol solution. With increase in 
volume fraction of Ethanol above 50%, relaxation time rises fast. Gradual decrease in 
relaxation time with increasing temperature is also observed for all concentrations. Fast 
increase in relaxation time in Ethanol rich region shows that there is significant change in 
size of molecular structures in this region. The slow increase in relaxation time indicates 
decrease in density of larger molecular structures in solutions. This increase in relaxation 
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time indicates increase in amount of hydrogen bonding between solute and solvent 
molecules, which leads to smaller molecular structures rotating fast. 

10.2 Excess permittivity (e E ) and excess inverse relaxation time (1/x) E 

The structural changes in binary mixture can explored by determining excess properties. 
The plot of excess permittivity (e E ) and excess inverse relaxation time (l/x) E with change in 
volume, fraction of Ethanol is shown in fig 9 & 10. The values of excess permittivity are 
positive for all concentrations and at all temperature. The positive values of excess 
permittivity in mixture indicate increase in effective dipole moments, in proportion to their 
volume fraction, in pure liquids. This increase in effective dipole moment can be attributed 
to formation of new smaller structures, may be due to hydrogen bonding, with dipole 
moment more than addition of dipole moments of constituting molecules. The decrease in 
relaxation time from value of pure ethanol to 100% Ashokarishta can be explained with 
breaking of hydrogen bonds in mixture. Further increase in volume fraction of Ashokarishta 
increases density of comparatively smaller molecules, which leads to decrease in relaxation 
time. It must be noted that this decrease in relaxation time is rapid which shows formation 
of smaller structures. 

The excess inverse relaxation time (l/x) E reveals speed of rotation of molecular structure. 
The value of (l/x) E gives us frequency at which dielectric loss is maximum. Positive value of 
(1/t) e shows increase in frequency at which peak value of dielectric loss occurs. 

10.3 Bruggeman Factor 

The experimental values together with ideal and theoretical values of Bruggeman of (fe), 
plotted against change in volume fraction of Ethanol are shown in fig.ll. The values of 
Bruggeman factor (fe) of Ashokarishta-Ethanol system for 11 different concentrations at 
four- temperature are listed in table 2. The Bruggeman mixture formulae state linear 
relationship between (fe) and volume fraction of solvent by assuming that there is no 
interaction between solute and solvent. Modified Bruggeman mixture formula can be used 
if two components in binary mixture interact. The experimental value of ((b) for 
Ashokarishta - Ethanol are fitted to modified Bruggeman mixture formula. When value of 
numerical fitting parameter "a" is unity, modified Bruggeman mixture formula reduces to 
original Bruggeman mixture formula. Decrease in value of "a" below unity shows increase 
in effective volume fraction of solvent in mixture. The small values of "a" indicates 
significant expansion in effective volume of solvent as well as weak interaction between 
solute and solvent. Furthermore values of "a" changes remarkably with change in 
temperature, which shows temperature dependent nature of molecular interactions. 

10.4 Thermodynamic Parameters 

The variation of conductivity for Ashokarishta with volume fraction of ethanol is shown in 
Fig. 12. The values of molar enthalpy of activation (AH) in KJ/Mole, and Entropy (AS) in 
J/°Kmole, obtained from Ey ring's equation are given in table no. 3. 
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Fig.5. Corrected data for Ashokarishta + Ethanol mixture at 35°C 



The values of (AH) and (AS) decreases with increases in a volume fraction of Ashokarishta in 
Ethanol. The value of activation enthalpy gives an idea about nature of compactness in 
molecules of liquid. The smaller value of (AH) shows weaker hydrogen bonding in solute 
and solvent with decrease in Ashokarishta concentration in mixture. The plot of change in 
enthalpy and entropy in variation with volume fraction of Ethanol is shown in Fig. 13 and 
Fig. 14. The variation in free energy of activation with volume fraction of Ethanol in solution 
is shown in Fig. 15. Arrhenius plot i.e. plot of log (xT) verses 1000/ T for Ashokarishta - 
Ethanol system is shown in the Fig. 16. The nature of plot is almost linear. 
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Fig. 6. Cole -Cole plot for Ashokarishta + Ethanol 
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Vol. fraction of 
Ethanol 


Static Dielectric constant (eo) 


Relaxation Time (x) 


15 0C 


25 0C 


350C 


450C 


150C 


250C 


350C 


450C 


0.0 


68.02 


65.74 


61.18 


57.14 


38.18 


32.18 


27.58 


25.99 


0.1 


65.37 


62.28 


60.82 


58.01 


43.51 


35.62 


31.33 


26.33 


0.2 


61.26 


58.22 


56.74 


55.47 


49.08 


41.66 


35.18 


31.28 


0.3 


56.45 


54.6 


53.2 


51.31 


53.35 


47.54 


42.49 


31.86 


0.4 


51.91 


50.77 


48.95 


47.21 


58.66 


52.98 


44.45 


36.63 


0.5 


47.96 


46.47 


44.54 


42.82 


64.47 


63.67 


48.17 


37.58 


0.6 


43.15 


41.53 


39.29 


37.75 


73.01 


71.45 


53.05 


46.08 


0.7 


38.48 


39.16 


35.66 


34.84 


83.65 


72.55 


63.97 


57.59 


0.8 


33.75 


32.45 


30.98 


30.39 


98.19 


90.30 


72.10 


66.52 


0.9 


27.42 


27.03 


25.61 


23.63 


149.68 


140.89 


121.41 


90.52 


1.0 


28.12 


26.24 


24.94 


22.30 


194.45 


150.75 


125.91 


108.48 



Table 1. Dielectric parameters for Ashokarishta at different temperatures 
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Fig. 7. Variation of permittivity (en) with vol. fraction of Ethanol at various temperatures for 
Ashokarishta. 
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Fig. 8. Variation of relaxation time (x) with vol. fraction of Ethanol at various temperature 
for Ashokarishta. 
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Fig. 9. Variation of excess permittivity (s E ) with volume fraction of Ethanol in Ashokarishta 
at various temperatures 
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Fig. 10. Variation of excess inverse relaxation time (l/x) E with volume fraction of Ethanol at 
various temperatures for Ashokarishta. 
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Vol.fraction 
of Ethanol 


Ideal 
value for 

F b 


15°C,a=0.933 


25°C,a=1.0068 


35°C,a=0.943 


45°C,a=1.090 


Expt. 
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Expt. 


Theor 


Expt. 


Theor 


Expt. 
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0.929 
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1.019 
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0.2 


0.8 
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0.798 
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0.809 


0.961 


0.785 


0.3 


0.7 


0.755 


0.714 


0.763 


0.698 


0.817 


0.711 


0.863 


0.681 


0.4 


0.6 


0.652 


0.616 


0.676 


0.598 


0.713 


0.613 


0.762 


0.578 


0.5 


0.5 
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0.516 


0.574 


0.498 


0.601 


0.514 


0.648 


0.477 


0.6 


0.4 


0.438 


0.416 


0.451 


0.398 


0.459 


0.413 


0.509 


0.378 


0.7 


0.3 


0.313 


0.314 


0.388 


0.299 
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0.311 
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0.281 
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0.0 
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0.000 


0.000 


0.000 


0.000 


0.000 


0.000 


0.000 



Table 2. Bruggeman factor for Ashokarishta-Ethanol mixture 
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Fig. 11. Variation of Bruggeman factor (Fb) with vol.fraction of Ethanol in Ashokarishta at 
various temperatures 
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Fig. 12. Variation of conductivity for Ashokarishta with vol.fraction of Ethanol at various 
temperatures. 
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Vol. frac. of Ethanol 


Entropy (AS) J/OKmole 


Enthalpy (AH) KJ/Kmole 


0.0 


-0.019 


7.49478 


0.1 


-0.0116 


9.942 


0.2 


-0.0157 


9.07856 


0.3 


-0.0135 


10.0227 


0.4 


-0.00534 


12.64 


0.5 


-0.00917 


11.809 


0.6 


-0.0156 


10.195 


0.7 


-0.0274 


6.9836 


0.8 


-0.0251 


8.08786 


0.9 


-0.0224 


9.9656 


1.0 


-0.016 


12.2479 



Table 3. Activation Enthalpy and Entropy of Ashokarishta -Ethanol 
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Fig. 13. Variation of Enthalpy for Ashokarishta + Ethanol 
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Fig. 14. Variation of Entropy for Ashokarishta + Ethanol 
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Fig. 15. Variation of free energy of activation for Ashokarishta + Ethanol 
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Fig.16. Arrhenius plot of Ashokarishta + Ethanol mixture 



11. RESULTS AND DISCUSSION 



The temperature dependent dielectric Relaxation as well as frequency dependent dielectric 
Relaxation has been used to investigate the information of dielectric properties of biological 
materials. The study of dielectric properties of these materials are of great assistance in 
exploring the molecular structure and dynamics of condensed matter. We can investigate 
the information such as molecular flexibility or rigidity, shape and size etc. 
When a molecular system is placed in an electric field, there is always the tendency for the 
electrically charged species to move along the appropriate direction, causing the atom to 
develop an induced dipole moment. Permittivity of material reflects materials ability to get 
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polarized with applied electric field. The amount of polarization depends on factors such as 
size of molecule, effective dipole moment and temperature. In microwave region major 
contribution to total polarization is orientation polarization. As frequency of applied field 
increases, it is expected that permittivity should decrease, since molecular orientation 
cannot cope up with speed with which applied field changes. Hence increase in frequency 
of applied field decreases alignment of molecular dipoles, which ultimately decrease 
permittivity. It is very interesting to observe frequency of point from which fall in 
permittivity begins. This point indicates the beginning of dispersion process. The shift in 
this point with change in temperature for biological sample gives us an idea about change in 
induced polarization. Relaxation time of biological material can be related to the size of 
molecule and mobility of molecules in liquid. 

If relaxation time decreases it is correlated that due to decrease in size of molecules as well 
as to increase in mobility of molecules in liquid. If polar solute molecules are spherical and 
large by comparison with the solvent molecules then the orientation relaxation of the solute 
molecules can usefully be described using Debye' s model. In this model the dipolar solute 
molecules are considered as spheres whose rotation is opposed by the viscosity of the 
surrounding solvent medium. 
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Abstract 

The use of sensor transponder systems in medicine opens valuable possibilities in therapy and 
diagnostics. This chapter is about physical effects by the use of sensor transponder technology 
for medicine applications, especially for deeply implanted passive powered sensor transpon- 
ders. This chapter will inform about present and future applications. The influence of human 
body on the energy transmission in a sensor transponder system is shown. The dielectrical 
properties of human tissue are discussed. A way how to estimate losses in an analytical way 
and with the use of a 3D FTDT method is presented. Finally, a design example of an energy 
transmission for a sensor transponder is shown with a calculation of the optimal frequency 
and experimental results. 

1. Introduction 

The treatment of cardiovascular diseases can be significantly improved by continuous moni- 
toring of parameters such as blood pressure, temperature, etc. Miniaturized sensor transpon- 
ders, implanted into the human body, can improve a therapy considerably. These transpon- 
ders can be located in different places in the body, monitoring the performance of the heart 
circulation system. Such transponders make a cabling of the whole body unnecessary. Espe- 
cially so-called passive transponder systems are of interest, because such implants normally 
stay inside the body for a long period. Thus, a supply by a local battery is not possible. In 
such systems, the transponder is contactlessly supplied by a field from the reading device lo- 
cated outside the body. The maximum possible distance between the reading device and the 
implanted transponder is of high interest, e.g. to make such a system suitable for corpulent 
patients. Because of that, it is essential to estimate the power loss caused by the heat capac- 
ity produced in human tissue. Moreover, human tissue has frequency depending properties. 
One of the most important tasks is to find the best carrier frequency for the wireless energy 
transmission. Figure 1 shows an example of a model for an implanted sensor transponder 
near to the heart and a corresponding reader. The coil of the reader produces an alternating 
magnetic field. A small part of the magnetic flux couples with the transponder coil. In conse- 
quence, a voltage is induced in this coil. With this voltage the electronic of the transponder is 
supplied with power. On the right hand there can be seen a sensor transponder in shape of a 
stick developed at Fraunhofer IMS. On the chip photo the front end, sensor and digital part 
are visible. 
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Fig. 1. Model of an inductive sensor transponder system for medical 



2. Preliminary Considerations 

2.1 Limitations and Requirements 

The dimensions of an implantable transponder should not be more than several millimetres. 
Otherwise an implantation by a catheter is not possible. From this it follows, that only small 
antennas in the shape of a stick are supposed. The induced voltage is proportional to the size 
of the area encircled from the windings. Losses in the energy transmission through human 
tissue determine the available energy. Transponders with additional sensors consume signif- 
icantly more energy than simple id transponders. These facts reduces the maximum possible 
distance. For this application, the distance can reach half a meter. 

2.2 Frequencies and Antennas 

Normally transponder systems work with ISM frequencies. Those are 100 to 150 kHz, in high 
frequency (HF) 6.78 MHz, 13.56 MHz, 27.125 MHz and 40.68 MHz, as well as 433.92 MHz, 869 
MHz and 2.4 GHz in ultra high frequency band (UHF). In LF and HF systems, the distance 
between reading device and transponder is significantly smaller than the wavelength. This 
is why it is usually called near-field area. For UHF frequencies the distance is usually bigger 
than the wavelengths and is thus called far-field. In near-field areas field components are 
not related to one another and can thus be observed separately. In far-field areas, on the 
other hand, there are electromagnetic waves. The dimensions of transponder antennas are 
restricted to a few millimetres. A dipole-antenna to receive electromagnetic waves in ultra 
high frequency would be too big. Furthermore, an absorption effect is expected, which makes 
a passive use of the transponder impossible. This is why only low and high frequencies are 
of interest. For passively working transponder systems usually only the magnetic component 
is used to transfer energy and data. Once constructed, those antennas can be very small. A 
transfer via electric components would be very inefficient over such a distance. Antennas for 
magnetic transfer consist of a coil. There, two different types of concepts can be distinguished: 
air coils and ferrite coils. The advantage of air coils is that they can also easily be realised with 
bigger cross sections surfaces. Ferrite coils, on the other hand, show high inductance results on 
relatively small space. Moreover, there is a loss of ferrite material depending on the frequency. 



2.3 Regulations for the Emission of Magnetic Fields 

The EN regulation 300 330 specifies a maximum strength which is allowed to be created by a 
device within 10 metres. The exact strength in immediate proximity of the device is not given. 



Analysis of Power Absorption by Human Tissue in 
Deeply Implantable Medical Sensor Transponders 



409 



For the dimensioning of reader device antennas it has to be noted that the maximum allowed 
field strength should not be exceeded but at the same time there has to be enough strength for 
the transponder. Important parameters that define the strength are the amplitude of voltage 
over antennas and their geometry. Figure 2 shows a small part of this norm. 



Frequency range (MHz) 


H-field strength limit (Hf) dB^A/m at 10 m 


0,009 <f< 0,315 


30 


0,009 <f< 0,03 


72 or according to note 1 


0,03 <f< 0,05975 
0,06025 <f< 0,07 
0,119<f<0,135 


72 at 0,03 MHz descending 3 dB/oct 
or according to note 1 


0,05975 <f< 0,06025 
0,07<f<0,119 
0,135<f<0,140 


42 


0,140 <f< 0,1435 


37,7 


0,1485 <f<30 


-5 (see note 4) 


0,315 <f< 0,600 


-5 


3,155<f<3,400 


13,5 


7,400 <f< 3,800 


9 


10,2<f<11,00 


9 


6,765<f< 6,795 
13,553<f< 13,567 
26,957 <f< 27,283 


42 (see note 3) 


13, 553<f< 13,567 


60 (see notes 2 and 3) 


NOTE 1: For the frequency ranges 9 to 70 kHz and 119 to 135 kHz, the following additional restrictions 
apply to limits above 42 dBpA/m: 

- for loop coil antennas with an area > 0,16 m 2 table 4 applies directly; 

- for loop coil antennas with an area between 0,05 m 2 and 0,1 6 m 2 table 4 applies 
with a correction factor, The limit is: table value + 10 x log (area/0,16 m 2 )i 

- for loop coil antennas with an area < 0,05 m 2 the limit is 10 dB below table 4. 
NOTE 2: For RFID and EAS applications only, 

NOTE 3: Spectrum mask limit, see annex G. 
NOTE 4: For further information see annex H. 



Fig. 2. Limitation of field strength at 10 m meeting EN 300 330 

The maximum allowed strength at 10 m is different for every frequency. For example, at 
133 KHz there is a strength of 66 dBjiA/m allowed. At 6.78 MHz 42 dBjiA/m are valid and at 
13.56 MHz, 60 dB]iA/m. Figure 3 showes a summary of the existing frequency bands. 
Shaded bars show frequencies for the use in industrial and medical applications (ISM). 



3. Analysis of Power Absorption in Human Body 

In order to operate the passive implant, a transfer of energy from the reading device is nec- 
essary. This shall be realised wire-free through the human body directly to the implant. For 
this, distances of up to half a metre have to be covered within the human tissue. Losses are a 
normal part of the process. Part of the energy is changed into heat in the body. The aim is to 
keep losses small in order to enable an ideal energy transfer to a passive transponder. Apart 
from undesired warming of tissues which, from a medical perspective, could be dangerous, it 
is also necessary to keep losses small in view of the whole system. Bigger losses would lead 
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Fig. 4. Induced eddy currend caused by magnetic field changing in time 



to a reduction of coverage and thus eventually make the system useless for its application. To 
minimise losses, it is necessary to find frequencies at which the transfer is at its peak. 
The antenna coil of a reading device creates an alternating magnetic field. A small part of the 
magnetic flow which is produced goes through the coil of the transponder. As a consequence 
there is an induction of voltage in the coil. With the help of this voltage the electronic circuits 
are operated. If the medium surrounding and in between the coils is not conductive, energy 
transformation cannot take place in this medium. Only a small part of the energy provided 
by the generator is used to supply the transponder. A big part is transformed into heat in the 
antennas and is lost. 

When non-magnetic conductive material lies between the antenna coil of the reading device 
and the transponder, it is permeated by a magnetic flow. Each alternating magnetic field with 
electricity-conductive material results in electric eddies if it is set vertical to the direction of 
the magnetic field. These are electric fields which are adjusted to circular paths. They can be 
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described with the 2nd Maxwell equation. 

The exact electric field strength depends on temporal change of the magnetic flow. The rota- 
tion mathematically describes the development of eddies. Each electric field, which exists in 
conductive materials, results in current density J. 

~f = K~t (2) 

The current flow now takes place along circuit paths. This is why it is also called eddy current. 
This current flow now also results in an alternating magnetic field. The orientation of the field 
is opposed to that of the reading device. This leads to a partial loss. Thus, one could say that 
magnetic fields can permeate through the material without any problems but interfere with 
another field, which then ultimately leads to a destructive heterodyne. The magnetic field 
strength at the transponder is thus weakened by eddy currents. Less voltage is induced in the 
antenna of the transponder. This is why the transponder has less energy at its disposal. 
A big part of the energy in conductive materials is transformed into heat. The power dissipa- 
tion can be described as follows: 



2Jv 



V-dV (3) 

V cr 

The heat capacity is dependent on the conductivity of the material and its volume. In order 

to specify losses in the human body very precisely, both conductivity as well as the volume of 

each tissue, which lies between reading device and implant, has to be known. In the following 

chapters the conductivity of human tissues is discussed. Afterwards, the losses with various 

frequencies are assessed. 

3.1 Characterisation of Human Tissue 

Human tissue does not have magnetic properties. The permeability of tissues is tantamount 
to that of a vacuum. This means that a magnetic field is not directly influenced by it. However, 
if it is an alternating magnetic field, electrically induced eddy currents have an impact on it. 
The following chapter thus concentrates on dielectric properties of tissues. 
The human body is an inhomogeneous medium. It consists of different types of tissues and 
liquids. These are, among others, skin, muscles, fat, blood or organs such as lung, liver or 
heart. Each of these tissues and liquids shows different dielectric properties. Furthermore, 
these properties also vary in frequency. 

In a simplified view, molecules of heterogeneous materials, such as water, can be treated as 
electric dipoles. If a magnetic field is applied from the outside, they adjust to this field. This 
process is called dipole polarisation. The impact of the field of adjusted dipoles on the field 
strength as a whole is expressed with the dielectric constant e. The resulting electric field 
strength is called electric induction density. 



t = it 



(4) 



With temporal-variant electric fields, the adjustment is only reached after a certain period 
of time. This time is described with the constant t in mathematics. It is also referred to as 
relaxation time. In a sinusoidal alternating field this relaxation effect is shown by a distortion 
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of phase between electric induction density and the electric field. This can be expressed with 
a complex permittivity. 

£=| £ |.^ = £'+/£" (5) 

If the frequencies are low, dipoles can follow the constructed field. For higher frequencies 
the re-orientation of dipoles is slowed down and the differences between the phases become 
bigger. This is shown in the course of real- and imaginary parts via the frequency. Figure 5 
shows the distribution qualitatively. e' r0 sets the permittivity at frequency zero. The imaginary 
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Fig. 5. Real and imaginary part of complex permittivity 
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part is distinguished from zero as soon as the real part is changing over the frequency. If 
the imaginary part increases, the phase difference between the outer field and the resulting 
induction density increases as well. In this case energy is transformed into heat. Thus, if the 
imaginary part is at its maximum size, the loss is at its maximum, too. In order to specify 
losses, the electric conductance is needed. The relation between permittivity and conductivity 
can be derived from Maxwell's equation. 



/ = (jcve + a)E 



(6) 



After including permittivity in a complex form, conductivity can be divided into real and 
imaginary parts. 



r 



jw{e' - je")~t + a~t 
{a + toe")~t + jwe'~£ 



(7) 
(8) 



Real : a' 
Imaginary : a" 



■■ (Tstat + CVe 

■■ coe f 



a 



(9) 
(10) 



The real part, which is also called effective conductance value, can be used to characterise 
losses in conductive materials. The conductivity for low frequencies is tantamount to the 
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static part <J stat . For higher frequencies, imaginary permittivity exceeds. Thus, if the spectrum 
of a material's complex permittivity is known, the complex conductance can be determined. 
Together with geometry, losses for each frequency can be calculated. 

Human tissues are heterogeneous materials. A variety of relaxation times exists. For the math- 
ematical description of permittivity, in contrast to water for instance, higher terms are neces- 
sary. The frequency behaviour can be foretold with the help of the so-called Cole-Cole equa- 
tion. This equation is based on the mathematical description of the above described model 
(1). 



e(u))- 



nv ' 2 ( " 



Ae n 



+ 



<Ti 



(11) 



<Ji is the static conductivity and £q the permittivity of the vacuum, r describes the relaxation 
time. Further concrete parameters for n=1...4 can be seen in (1). Parameters for all tissues, 
which are of interest here, are available, for instance for fat, heart tissue, lung, muscles and 
skin. Through the evaluation of this equation, dielectric properties of all interesting frequen- 
cies can be measured. 
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Fig. 6. Permittivity and conductivity of blood 



Figure 6 exemplifies the properties of blood. The normal line shows the distribution of per- 
mittivity and the dotted line the distribution of conductivity for certain frequencies. Dielectric 
properties of human tissue were first characterised through an experiment carried out by (1). 
The crosses markes the measurement values investigated by Gabriel. Data are available for a 
frequency of 10 Hz to 20 GHz. 

The conductance value includes both the static conductance value as well as the above de- 
scribed frequency-dependent value. First, the conductance value is important as the absorp- 
tion of the field created by the reading device increases with increasing conductivity. Accord- 
ing to figure 6 it can be expected that the absorbability in the frequency area shown increases 
with increasing frequency. This will be analytically evaluated in the next chapter. 

3.2 Analytical Estimation of Power Absorption 

In order to estimate losses for different frequencies, an analytical calculation has to be carried 
out. For this, a simplified model of the human body is constructed. Afterwards the power 
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absorption which is transformed into heat is calculated for different frequencies. In order to 
classify the impact of energy transfer to the transponder, the available energy is set in relation 
to transfer in air in a FDTD simulation. 

3.2.1 Simplified Body Model 

If a transponder is directly attached to the heart and the reading device on the chest of a 
patient, there is more than one type of tissue between the antennas. Table 1 shows a list of 
tissues and their conductance values. In order to calculate the losses, the volume of each 
tissue, their conductance values and the distribution of current density induced have to be 
taken into consideration. However, here the aim is to have a simplified estimation, this is why 
a homogeneous model of the body is used in the following. It only contains one conductance 
value and consists of a simple geometry. For a "worst case scenario" conductance values 
of blood can be used because it has the highest conductivity in comparison to other types 
of tissues. For a second calculation an average conductance value is used. For the analytic 
calculation of induced eddy currents in bodies, a cylinder is especially useful because of its 
simple geometric form. Thus, a cylinder is assumed which has a field-creating coil at its front 
surface. The length is chosen so that the transponder is included and the distance to the field- 
creating coil is approximately 50cm. The diameter can be chosen accordingly. Figure 7 shows 
the model. 




Transponder 



Fig. 7. Modell for estimation of power absoption 

A length of 1 = 80 cm and a radiant of a = 15 cm were choosen. 

3.2.2 Estimation of Power Loss 

As described at the beginning, an alternating magnetic field, which occurs within a conductive 
medium, induces eddy currents. These ultimately lead to heating the medium. The heat 
capacity which is transformed in a cylinder - figure 7 - needs to be estimated. The heat capacity 
can be assessed as follows (3): 

W = ^fjiH 2 AxK(a/p) .with (12) 
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- H is the magnetic field strength on the axis of the cylinder, ]i is the permittivity, cr the con- 
ductance value, x the length of the cylinder and K a correction factor. The correction factor K 
describes the inhomogeneous distribution of current density an depends on the radius of the 
cylinder and penetration of the skin. The magnetic field within the cylinder is not homoge- 
neous. Furthermore, the current density of eddy currents over the radius is not homogeneous 
due to energy-displacement effects. 

The magnetic field strength H decreases with increasing distance x to the field-creating coil. 
This can be described with the Biot-Savart law. 



H(x) = I- 



2(x 2 + a 2 ) 



(14) 



Here, I is the intensity of current through the field-creating conductor loop. For an infinitely 
small part of the cylinder parts of the heating capacity can be described as 



dW= 1 -f F AK(a/p)-I 2 - X ' a \ 
2 4(x 2 + a 2 )2 






(15) 



For a homogeneous cylinder model the heating capacity through integration over the whole 
length is: 



L 



o 2 4(x 2 + a 2 )2 



xdx 



(16) 



With the conductivity of blood an heart the following results could be achieved. The conduc- 
tivity of heart was choosen, because it has conductivity values near to the mean value of all 
tissues. 



Frequency 


133 kHz 


3 MHz 


6,78 MHz 


13,56 MHz 


27 MHz 


40 MHz 


Blood 


2.27 pW 


1.17 mW 


4.55 mW 


9.99 mW 


17.91 mW 


40.34 mW 


Heart 


1.80 pW 


0.53 mW 


2.81 mW 


9.06 mW 


19.75 mW 


26.38 mW 



In comparison, the electronik of the transponder consumes 90f/W. The volume of the cylinder 
in which the heat capacity is transformed is about 56,5dm 2 . The resulting heat capacity per 
unit volume is about 80nW. This value is quite safe for medical accounting purposes. In order 
to analyse the influence to the transponder-system, it is necessary to see the energy, which 
the transponder has at its disposal, in relation to a transfer via air. This is how the impact of 
absorption of the human body is visible. 

3.3 Estimation by FDTD Method 

In order to be able to analyse the frequency response in more detail and assess the strength of 
energy reduction of the transponder, a 3D field simulation was carried out. With a software it 
is possible to calculate the components of electric and magnetic fields. Furthermore, currents 
and voltage can be detected. The software is based on the FDTD (Finite Differences Time 
Domain) method which is based on the rough discretization of Maxwell's equations. A simple 
3D model of the human body was constructed which contains all types of tissues that can be 
found between a reading device and the transponder. In the following this model will be 
called "inhomogeneous model". For each type of tissue the corresponding permittivity and 
conductance values were typed in (cf. table 1). In order to make the simulation more realistic, 
information about the volume of the tissues were extracted from a 2D MRT cross section. 
Figure 8 shows this process. 
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Tissue/Freq. 


133 KHz 


3 MHz 


6.78 MHz 


13.56 MHz 


27 MHz 


40 MHz 


Skin 


0.085347 


0.06314 


0.14712 


0.23802 


0.42748 


0.45401 


Fat 


0.024484 


0.02595 


0.027775 


0.030354 


0.032909 


0.03409 


Muscle 


0.36889 


0.56805 


0.6021 


0.62818 


0.654 


0.6692 


Lung 


0.27613 


0.3855 


0.42109 


0.45158 


0.48429 


0.50462 


Bone 


0.084146 


0.10256 


0.11585 


0.12845 


0.14185 


0.15009 


Heart 


0.22405 


0.41127 


0.47134 


0.52617 


0.58769 


0.62687 


Blood 


0.70494 


0.98268 


1.0673 


1.117 


1.158 


1.1801 



Table 1. Conductivities in S/m of different tissues at different frequencies (2) 



Receiver Antenna 



Transmitter Antenna 




□ Skin ■ Blood ■ Heart ■ Lung □ Muscle □ Fat □ Bone 

Fig. 8. Approximation der Volumen-Information (MRT-picture: Deutsches Rontgen-Museum) 



A cross section of the human body at the level of the heart can be seen. In order to create a 
field and measure the strength close to the transponder, two types of antenna were used. With 
this simulation absorption and frequency behaviour can be analysed quickly. 
In order to assess the absorption strength of the human body, it is necessary to eliminate 
factors from the antenna which might have an impact. For this matter, a type of reference 
simulation was carried out. In this simulation the human body was replaced with air. The 
measured voltage values at the transponder antenna will then be offset with the results of 
following simulations. 

Simulations with a further model were used to assess absorption effects realistically. In the 
following this model is referred to as "homogeneous model". It reflects a worst-case scenario. 
For this purpose dielectric parameters of blood were used for all tissues since blood has a 
higher conductivity than other tissues. 
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In order to extract information about frequency-dependent absorption from the results of the 
three simulations, quotients were made from conductance values of the homogeneous model 
and the inhomogeneous model based on the reference model. 
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Fig. 9. Frequency depending attenuation 



Figure 9 shows the voltage which can be induced in the transponder in comparison to a trans- 
fer via air. If there is only air in the transfer system, the quotient is one for all considered 
frequencies. First, it is clearly visible that the absorption capacity generally increases with 
higher frequencies and thus induced voltage decreases. For a frequency of 40 MHz the voltage 
decreases to 24 and 64 per cent respectively in the homogeneous model. In a low-frequency 
area, on the other hand, absorption is hardly detectable. However, which frequency is best for 
transferring a maximum of energy does not only depend on the absorption but also on further 
characteristics of the transmission. According to the induction-law, for instance, the induced 
voltage stands in proportion to frequency. Thus, it can be expected that there is a frequency at 
which the induced voltage is at its maximum. Furthermore, the characteristics of the antennas 
used have to be analysed. The following chapters deal with this topic. In chapter 4.2 the ideal 
frequency will be established with regard to all findings. 

4. Example of Energy Transmission in a Sensor Transponder System 

4.1 Frequency Behaviour of Induced Voltage at the Transponder 

The voltage induced in the transponder coil is used to provide the power supply to the 
transponder electronic. To improve the efficiently, an parallel resonant circuit is formed by 
an additional capacitor connected in parallel with the transponder coil. Figure 10 shows the 
equivalent circuit of the transponder. 

The resistor Ri represents the natural resistance of the transponder coil LI and the current 
consumption of the transponder electronic is represented by the load resistor RL. If a voltage 
Ui is induced in the coil LI, the voltage Ul can be measured at the load resistor RL. It is a result 
of the voltage Ui minus the current i multiplied with the coil impedance and Ri. The so called 
quality factor represents the relationship between the induced voltage at LI and the voltage 
at the transponder electronic. A higher quality factor causes a higher voltage ul and a higher 
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Fig. 10. Equivalent Circuit of a Transponder 



maximum possible distance between reader and transponder. It can be calculated with the 
following formula relating to the equivalent circuit (4): 



Q- 






(17) 



By analysis of this formula it can be seen, that for every pair of Ri and RL there is a LI at 
which the quality factor is at its maximum. And this maximum value of the quality factor 
is different for every frequency. So if the optimal LI is calculated for every frequency, the 
maximum possible quality factor versus frequency could be calculated. 

4.2 Optimal Frequency 

The induced voltage Ui is reduced by the loss effects described in chapter 4.1. Because Ui is 
proportional to the quality factor, it is allowed to multiply the quality factor calculated with 17 
together with the results of the graph's in figure 9. Figure 11 shows the evaluation of equation 
?? considering the effects described before. 
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Fig. 11. Influence of the human tissue to the optimum frequency 



First of all, a great difference in induceable voltages between LF and HF frequencies can be 
seen. For low frequencies, the quality factor is much smaller than for the HF case. The simu- 
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lation shows a maximum quality factor for all simulations between 7 MHz and 9 MHz. If the 
coils are sourrounded by air, there will be an optimal frequency of about 9 MHz. This opti- 
mal frequency becomes lower, when human tissue is between the coils. For the homogeneous 
model, in worst case, an optimal frequency is about 7 MHz. In the inhomogeneous model, 
that is more realistic, the highest quality factor could be optained with 8.4 MHz. It can be 
said, that the human tissue reduces the optimal frequency value, at which the most voltage 
can be induced respectively the highest transmission range could be achieved. The optimal 
frequency can be observed near to the 6,78 MHz ISM band. In comparison to LF ISM Band 
the amount of induced voltage is about 4 times higher. In comparison to 13.56 MHz a power 
of maximum 20 % less is necessary to get the same transmission range. 

4.2.1 Practical Measurement 

An experimental measurement shall determine the maximum achievable distance. For this 
experiment, a circular coil with a single winding and an aperture of 26 cm was used to pro- 
duce the magnetic field. A frequency of 13,56 MHz was chosen. A test transponder was 
developed to measure the energy that can be provided to an implanted transponder. It con- 
sists of a ferrite rod coil, an HF front-end and a load resistor that simulates the impedance of 
a transponder circuit. To create a substitute that simulates the electric properties of the hu- 
man body, a phantom substance was prepared following a recipe described in [2]. The main 
goal of the experiment is to measure the voltage induced at the transponder coil when it is 
placed inside this substance at different distances from the reader coil. 50 L of the phantom 
substance is obtained. It was placed in a container large enough to allow the transponder to be 
placed in a similar position as in a human body. Following the specifications in the article, the 
container should be made of an electrical insulator and non-magnetic material. In our case, 
the container has a cylindrical form, which is sufficiently similar to a human body. Another 
requirement is a minimum volume of substance. It is specified that a mass of at least 30 kg 
of phantom material is necessary. Generally, a homogeneous phantom is accurate enough to 
simulate a human body, in this way it is not necessary to incorporate materials of different 
conductivity inside the container. Figure 12 (a) shows the measurement setup. 
With this measurement it is possible to determine in how much surrounding tissue a transpon- 
der can work. To measure the provided energy for different distances from the reader, the 
voltage at the load resistor in the test- transponder was measured versus the distance. The 
chip used in sensor transponders usually works with voltages greater than 3 V. Therefore, the 
transponder would be provided with enough energy at a distance where the voltage is still 
higher than this voltage. Figure 12 (b) shows the measurement results. 

The measurement was done with a voltage amplitude at the reader coil of 300 V and a load 
resistor in the test transponder of 60 kOhm and 100 kOhm. These values were chosen empiri- 
cally. The diagram shows the voltage that would be available for a chip in different distances. 
The voltage is grater than 3 V for distances up to 43 cm. 

The experimental measurement shows, that a sensor transponder can work inside a human 
tissue up to a distance of 40 cm. 

5. Conclusion 

The influence by the human tissue on the inductive energy transmission was considered for 
the design of a sensor transponder system. For the given constraints to the transponder an- 
tenna an optimal frequency could be found. The loss effects decrease this optimum frequency. 
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(a) Measurement setup 
Fig. 12. Practical measurement 
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(b) Results 



A carrier frequency around 6,78 MHz is an optimal choice for our constraints. Measurements 
have determined the achievable transmission distance through human body. 
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1. Introduction 

The importance of wireless sensors in medical systems, automotive applications, and 
environmental monitoring is growing continuously. A sensor node converts physical values 
such as pressure, temperature, or mechanical stress to digital values. The wireless interface 
connects it to a base station or a network for further data processing. Most of these products 
are required to be light, cheap, long lived, and maintenance free. Remote powering of 
transponder tags is a key technology to meet these demands, because it obviates the need 
for a battery. Near field systems usually operate in the low frequency range, typically 
between the 133 kHz (LF) and the 13.56 MHz (HF) ISM bands. While LF and HF systems 
operate in the magnetic near field via inductive coupling between two coils, UHF systems 
use electromagnetic waves in the far field of the base station. The range of the available 
inductive systems is typically limited to less than one meter, which motivates the use of far 
field energy transmission at ultra high frequencies. This chapter presents the design of a 
passive long range transponder with temperature sensor. The system is shown in figure 1. 




^ 



reader 



Fig. 1. passive far-field transponder system 

A base station transmits an 868 MHz carrier wave that is modulated with the forward link 
data. In the transponder chip, the antenna voltage is rectified and multiplied to serve as the 
supply voltage for the integrated circuits including the sensor and a digital part. When the 
tag is transmitting data to the reader (backward link), it switches its input impedance 
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between two different states to modulate its own radar cross section. The transponder is 
shown in figure 2. It consists of an integrated circuit and an antenna. The ASIC comprises an 
analog front-end as an air interface, a digital part for protocol handling, as well as non- 
volatile memory. The temperature sensor and the readout circuit are integrated on the same 
chip. 



sensor transponder ASIC 



analog UHF front-end 



backscatter 
modulator 



voltage reference 



temperature- 
sensor 



sensor-readout 



ir amplifier 



clock generator 



Fig. 2. sensor transponder architecture 

The power supply block generates a stable 1.5 V voltage for the other circuit blocks by 
rectifying and regulating the incoming RF signal. The modem contains a simple low-power 
ASK demodulation circuit and a modulation switch. The carrier frequency from the reader 
is far too high to serve as a clock for the digital part, so that a local oscillator circuit is 
required. A bandgap circuit generates supply independent reference voltages and bias 
currents. It also generates a temperature-dependent voltage that is amplified to serve as the 
temperature sensor. This chapter is focused on the design of the analog front-end 
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Fig. 3. simple equivalent circuit of transponder input 



UHF Power Transmission for Passive Sensor Transponders 423 

According to the well known Friis relation 

P = PiurpG-^ l t (1) 

EIRP (Ajldf 

the power P that is available at the location of the transponder tag is related to the antenna 

gain G, the distance from the base station d and the wavelength X RF . The available power is 

sufficient to power the integrated circuits even in a far distance, but the high frequency 
antenna voltage is critically low. Figure 3 shows a simplified equivalent circuit of the tag 
input and the antenna. The antenna can be modelled as a radiation resistance RRadiation, a loss 
resistance Rloss and a reactive part XAnt. The input of the transponder is modelled as a 
resistor and a capacitor as a linear approximation of the actual rectifier input impedance 
[Curty et. al, 2005]. Antenna matching is used to achieve high input voltage amplitude as 
well as power matching. The amplitude of the incoming signal is often as low as the 
threshold voltage of the rectifying devices, and sufficient rectifier efficiency is therefore 
difficult to achieve. Chapter 2.1 is focused on the rectifier optimisation. 

2. Front-End Design 

The analog front-end is mainly used for supply voltage generation, modulation and 
demodulation of data, clock synthesis, and reference voltage generation. In order to achieve 
a long range operation, all circuit blocks need to be optimised for ultra low power 
consumption. The main circuit blocks, namely the rectifier, the bandgap reference, the 
modem and the clock generator will be presented. 

2.1 Rectifier 

The rectifier is the most critical circuit for efficient energy transmission. The input from the 
antenna is a high frequency (868 MHz) signal with amplitude of less than 500 mV at large 
distance from the base station. Rectifying diodes are required to operate at (or slightly 
below) the threshold voltage. Recent research efforts have focused on the modelling and the 
optimisation of the typically used multi-stage Dickson charge pump [Curty et. al., 2005]; 
[Karthaus & Fischer, 2003]. This circuit is shown in figure 4. 

Ideally, diode Dl and capacitor CI lift the AC input voltage up by its peak value. Diode D2 
and capacitor C2 create a peak detector, so that the output voltage of the first stage is set to 
twice the input amplitude. Several stages are cascaded to reach an output voltage that is 
high enough for the reliable operation of all circuits. At high frequencies and at low input 
voltage levels, the behavior of actual implementations differs significantly from the 
predictions of this simplified explanation [Karthaus & Fischer, 2003]. This fact results from 
the parasitics of real world devices, especially in cheap standard CMOS solutions. The 
following effects are detrimental to the rectifier performance. The diodes exhibit 

• forward voltage drop, 

• significant substrate and junction capacitances, 

• reverse leakage current, and substrate leakage. 

These values depend not only on the diode area, but also on the output current of the 
rectifier, on the temperature, and on random process variations. In addition to the diode 
parasitics, integrated capacitors exhibit parasitic substrate capacitances, series resistance, 
limited capacitance values, and leakage current. Finally, package parasitics, pad capacitance, 
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and metal line parasitics can not be neglected. All of the above mentioned effects need to be 
considered and make the rectifier design a challenging task. 



V(t) = Vinsin(wt) 
o- 




VA = 2(Vin-VDrop) 




number of stages 

Fig. 4. basic rectifier stage, linearised model, and input impedance [Curty et. al., 1005] 



Figure 4 also shows a linear model of the rectifier circuit [1]. It consists of an input resistance 
and an input capacitance, as well as an output voltage source and an output resistance. The 
antenna should be inductively matched to this input impedance of the rectifier. The tag also 
exhibits an input capacitance due to the above mentioned parasitic capacitances. 




-\^n-o 



Vout 



= 2n(Vm 




Fig. 5. multi stage voltage multiplier 



VB = 4(Vin - VDrop) 



VA = 2(Vin - VDrop) 
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At high quality factors, the bandwidth of the system is reduced, and inductive antenna 
matching is more difficult to achieve, so the input capacitance should be minimised. In 
summary, the goal of the rectifier design is to minimise the required input voltage and to 
achieve a large input impedance and low input capacitance for a given output current 
consumption. The major design concerns are therefore minimising the capacitance between 
AC and DC nodes as well as reducing the voltage drop 

Figure 5 shows a multiplier stack with several stages, as well as the resulting waveforms at 
the AC terminal and the DC nodes. Each diode reduces the achievable output voltage by 
one threshold voltage drop. This voltage drop is a significant issue, as 12 diodes create a 
voltage drop of more than 2 V. One way to reduce this voltage drop is to use transistor 
diodes with threshold voltage compensation. This approach is depicted in figure 6 
[Nakamoto et. al, 2007]. The gate of the transistor diode is forward biased by one threshold 
voltage, so that the device effectively acts as a diode with zero threshold voltage. The 
threshold voltage of transistors varies with temperature and process fluctuations, and the 
compensation voltage needs to track this variation. A compensation voltage that is too large 
would significantly increase reverse leakage currents, because the transistor could not close 
properly (see figure 7). 




Cdc 



Fig. 6. rectifier stage with threshold voltage cancellation 



Figure 8 shows the compensation voltage generator for NMOS transistors. It consists of a 
large resistor and a transistor diode Ml that is matched to the rectifying diode M2. Both 
diodes are designed to produce the same threshold voltage drop Vth. 

The DC voltage at the anode of M2 is Vs. When the voltage at terminal Vb is larger than 
Vs+Vth, the compensation voltage at the gate of the rectifying diode equals one threshold 
voltage in a first order approximation, independent of Vb. When the diodes are matched, the 
compensation works independent of the temperature, the bulk-source voltage and process 
variations. The compensation of PMOS transistors works in an analog fashion. 
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Fig. 7. 1(V) characteristic of transistor diode with Vth compensation voltage 

Figure 9 shows the complete rectifier circuit [Feldengut et. aL, 2008]. It consists of two 
separate charge pumps, the first of which serves only as a compensation voltage generator 
(B) for the NMOS transistors in the main rectifier (A). The second rectifier (B) consists of 
eight stages with minimum area standard CMOS Schottky diodes. It can generate a large 
output voltage because it is almost unloaded. The output of this second rectifier is applied to 
the VB terminal of the compensation circuit in figure 8. 
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Fig. 8. compensation voltage generator 
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The total current consumption of the voltage dividers for the threshold voltage generation is 
less than 150 nA, while the output current of the six-stage main rectifier is typically several 
micro Amperes. 



UHF Power Transmission for Passive Sensor Transponders 



427 




Antenna- 



Rectifier (B) 




Main Rectifier (A) 




Fig. 9. proposed rectifier approach 



The second rectifier (B) presents an additional load to the antenna. Its input capacitance and 
resistance appear in parallel to the main rectifier's input. The negative impact of this 
additional load is limited, because the input resistance is very large and the input 
capacitance is very small due to the minimum diode area and the low output current of 
rectifier (B). The circuit was implemented in a standard 0.35 jum CMOS process with 
Schottky diodes, double poly layers and high res poly resistors. The complete topology is 
shown in figure 10. Not all the voltage dividers for the threshold voltage reproduction are 
connected to the output of rectifier (B). 

To reduce the current load and the required resistor size, the voltage dividers that 
compensate the lower stages of rectifier (A) are connected to intermediate output stages of 
rectifier (B). The voltage across the resistors is therefore very small. The compensation 
transistors have a much smaller aspect ratio, so that the voltage drop equals the threshold 
voltage across the rectification transistors, even when the current through the voltage 
dividers is several times smaller than the current flowing through the main rectifier stack 
(A). 

Figure 11 shows the results for the conventional Schottky diode rectifier as well as for the 
proposed circuit. The load resistance is 300 kOhm and the output capacitor is 100 pF in both 
cases. The antenna resistance is 300 Ohm. At a distance of 4.5 m between the base station 
and the transponder, the input power is -11.3 dBm at a transmitted power of 2 W and a 
carrier frequency of 868 MHz. At this distance, the proposed rectifier (fig. 10) can power a 
transponder chip with 1.5 V supply voltage and 5 juA DC current, while the output voltage 
of the conventional circuit (fig. 5) is close to zero in the chosen process technology. 
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Main Rectifier Stack (A) 




\ DC out 



RF in 



Fig. 10. complete circuit implementation 



The transient start-up behaviour of the circuit is shown for different input voltages in 
figure 12. The output capacitor was reduced to only 20 pF in order to reduce the simulation 
time. The start-up waveform differs significantly from the typical capacitor loading 
waveform of a conventional diode multiplier. Once the compensation voltage has been 
build up, the rectifying transistors' efficiency is significantly increased, which changes the 
conversion efficiency. For very high output voltages of more than 2.5 V, some transistors 
are over compensated and begin to exhibit reverse leakage current. This leads to an abrupt 
stop of the output voltage increase. 

Depending on the process technology, the number of stages may have to be reduced by one 
or two in each of the two rectifier stacks in order to reduce the input capacitance. The input 
capacitance has two negative effects: the first is that the bandwidth of the system is 
significantly reduced when the quality factor Q is high. The second issue with a large input 
capacitance is that it may also reduce the real part of the input impedance. When a large 
parasitic resistor lies in series to a large parasitic capacitance (this is often the case for 
substrate parasitics of diodes and capacitors in bulk CMOS), the equivalent parallel RC tank 
has a reduced resistance at the frequency of interest. 
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Fig. 11. Simulated output voltage as a function of input power under ideal matching 
conditions 
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Fig. 12. simulation of transient start-up for different input voltages (reduced output 
capacitance to limit simulation time) 
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2.2 Reference and Temperature Sensor 

The ADC and several other analog circuit blocks of a sensor transponder require precise 
reference voltages and currents that are insensitive to variations in the supply voltage, the 
temperature, and process variations. A low voltage band gap reference circuit with low 
current consumption is implemented for this purpose [Razavi, 2001]; [Lee, 1998]. The 
topology is depicted in figure 13. The bandgap voltage reference core (middle) uses large 
high resistance poly resistors to limit the current in both branches to less than luA. These 
resistors have a negative temperature coefficient, so that the branch currents have a positive 
temperature coefficient (PTAT- Proportional To Absolute Temperature). A separate current 
reference circuit is required in order to obtain a temperature independent current. The Vbe 
of one of the PNP transistors is buffered and applied across another resistor with negative 
temperature coefficient, resulting in a nearly temperature-independent current. 
The implementation of this circuit on a passive UHF transponder can be an issue, because 
the unregulated supply voltage from the rectifier (the input voltage for the reference) has a 
large dynamic range. The unregulated voltage is also very unstable due to the large output 
resistance and limited output capacitance of the rectifier. Furthermore, the required DC 
voltage level and the current consumption have to be reduced as far as possible in order to 
achieve long operating range. However, large resistor values and currents of less than IjiA 
lead to more mismatch, increased noise, and possibly stability issues. The operational 
transconductance amplifier provides limited gain and speed. 

The reference circuit also serves as the temperature sensor because the voltage across the 
bipolar transistor is temperature dependant. The output signal is amplified and then 
converted by the ADC according to figure 2. Figure 14 shows the ADC input signal as a 
function of the temperature. 
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Fig. 13. Bandgap voltage and current reference 
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Fig. 14. output voltage of the temperature sensor after amplification 
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A low power successive approximation ADC is used to convert the sensor output to digital 
data. The operation principle is shown in figure 15. A digital value from the SAR register is 
converted to an analog value to be compared to the sampled input signal Vs/h. depending 
on which value is larger, the digital value in the register is either increased or reduced. After 
several cycles, the value of the SAR register is a digital representation of the analog input 
[Bechen,2008]. 
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Fig. 15. SAR ADC architecture 



Figure 16 shows the circuit implementation. The comparator is implemented using CMOS 
inverters. The first inverter is shortened from input to output to generate the middle voltage 
that determines the toggle threshold of the inverter. During the comparison phase, this 
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voltage is either increased or reduced, depending on the input voltage level. The DAC is 
implemented with a capacitive array to reduce the static current consumption compared to a 
resistive voltage divider. A scaling capacitor is connected between the MSB and the LSB to 
limit the total capacitor area [Bechen, 2008]. 
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Fig. 16. SAR ADC circuit implementation for low power consumption 



2.3 Demodulator and Clock Generator 

Data transmission from the base station to the transponder is implemented using amplitude 
shift keying (ASK modulation). The shape of the antenna signal during communication is 
depicted in figure 17 (VuHF,in). The amplitude of this signal varies with the distance between 
the transponder and the reader. A simple demodulator circuit (see figure 17) is used to 
extract the envelope and the average (or the delayed envelope) signal and to decide between 
the two logic states. 

A small two stage multiplier that is loaded with a resistor extracts the envelope signal for 
the data frequency of 40 kHz. The circuit is similar to the main rectifier, but the diodes are 
very small so that the additional capacitive load that is presented to the antenna is not 
significantly raised. The envelope signal is fed into an additional low pass filter to extract 
the average value, which is different for each operating distance. The hysteretic comparator 
filters out noise and generates the logic signal for the digital part of the chip. The signals at 
the output of the envelope detector and the second low-pass filter are also shown in 
figure 17. Figure 18 shows the comparator circuit [7]. The unregulated supply voltage (VDC) 
is applied to the input stage to increase the common mode input range in close distance to 
the base station. 
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Fig. 17. Demodulator circuit 
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Fig. 18. hysteretic comparator circuit 
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In order to decode the data, the digital part also requires a clock signal that is several times 
faster than the data rate, but still at least two orders of magnitude smaller than the carrier 
frequency. This signal is generated by a local oscillator circuit. The relaxation type oscillator 
is shown in figure 19. 
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Fig. 19. low power relaxation type clock oscillator 



Whenever the flip-flop is set, capacitor C2 is charged by a constant current while capacitor 
CI is quickly discharged through transistor Ml. The voltage at the input of comparator 2 
rises linearly until it reaches V_ref . The flip-flop is reset, capacitor C2 is discharged through 
transistor M2 and capacitor CI is charged. The advantage of this structure compared to a 
single capacitor design is that no hysteresis comparator is required in the oscillator and that 
the discharge time has no influence on the output frequency. The total current consumption 
of the oscillator is 400 nA at a frequency of 1 MHz. The frequency variation is mainly 
determined by the accuracy of the reference current, the capacitor accuracy, and the 
comparator delay. The comparator delay causes the capacitor voltage to peak above the 
reference voltage according to figure 20. This delay depends on process and temperature 
variation and is not controlled very well. When high frequencies are required the 
comparator current needs to be increased to reduce the delay in relation to the total 
oscillation period time. For high data rates above 100 kHz an oscillator frequency of 1.6 
MHz is usually required. A ring oscillator circuit has the advantage of less current 
consumption at high frequencies. However, for the required data rate of 40 kHz, the 
relaxation design offers improved accuracy at lower oscillation frequency. 
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Fig. 20. internal oscillator waveforms 



3. Conclusion 

Wireless power transmission for sensor transponders in the electromagnetic far field is 
feasible. The architecture of the transponder circuits is more complex and requires more 
supply voltage and power than simple RFID transponders. The requirements for the air 
interface and the analog front-end are therefore more stringent. The voltage multiplier is the 
most critical circuit block concerning the power conversion efficiency and the maximum 
operating range. 




Fig. 21. layout of the analog front end, the ADC, and the sensor (left to right) 



A rectifier has been presented that reduces the threshold voltage drop across rectifying 
devices. It uses a secondary unloaded voltage multiplier to generate a high DC voltage at 
low input amplitude. This voltage is used to generate the bias voltage for the rectifying 
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transistors in the main power rectifier stack. The minimum required input voltage and the 
efficiency of the main rectifier is therefore reduced compared to the conventional Schottky 
diode rectifier. Three transponder test chips have been developed that contain all required 
analog circuits including the front-end, the sensor and a low power ADC. 
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1. Introduction 

The present work deals with characterization of RF/ Microwave one-port networks 
remotely, i.e. without any wired connections between the Device under Test (DUT) and the 
measuring apparatus. The objective is a frequency domain characterization of the complex 
reflection coefficient (or complex impedance) of the one-port so that its equivalent circuit 
model may be constructed. Finally, applications of this technique to ultra low-cost sensors 
and Radio Frequency Identification Devices (RFID) will be outlined 
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Fig. 1. Scattering Antenna in Bistatic Mode 

Fig.l diagrammatically depicts the problem, where the one-port under test, represented by 
the impedance Z(f) is used as a termination for the so-called Scattering Antenna. The 
Transmit Antenna is a part of the measurement system and is used to illuminate the 
Scattering Antenna with RF energy. The backscatter from the Scattering Antenna is received 
by the Receive Antenna - again part of the measurement system. The objective is to recover 
the frequency dependent complex impedance Z(f) by processing the backscatter. Fig. 1 
illustrates the measurement in a bistatic arrangement, though monostatic implementations 
may be considered if necessary. 

We would like to point out that the scattering antenna and the one-port may be devoid of 
any active electronics, including means to convert RF energy to DC. 
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If Za is the impedance of the scattering antenna at the point where the unknown one-port 
Z(f) is connected, then the reflection coefficient F(f) at the scattering antenna terminals is 

(f)- 

itf) = a) 

(f)+ 

For the special case of Z(f) being lossless (= X(f)) and Za being resistive (=Ra) , we have 

|r(f) | = 1 (2a) 

and, 

T (f) = l.arg(T (f)) = -2arctan(X(f)/R A ) (2b) 

Therefore, the task of characterizing Z(f) (i.e. T (f)) for a lossless one-port reduces to 
characterizing the phase-frequency profile of its reflection coefficient. 

The fundamental advantage of frequency domain characterization is the ability to cover a 
large RF bandwidth while maintaining a narrow detection bandwidth, resulting in a 
favorable Carrier to Noise ratio (CNR). Furthermore, use of a large RF bandwidth enables 
spatial resolution of 'targets' - the theoretical limit to such resolution given by c/2B where c 
= speed of light, B = Bandwidth of the illuminating signal (Ulaby et al., 1982). The above 
principle behind spatial resolution is general and independent of the type of waveform. 
Ultra-wide band (UWB) radar is therefore attractive due to its ability to provide fine 
resolution, in addition to its robustness against multi-path and narrow-band interference 
(Yarovoy2007). 

Frequency domain measurements in bounded medium are routinely performed using a 
Vector Network Analyzer (VNA) and one is tempted to use the same for remote 
measurement as well. Use of VNA for polarimetric scattering measurements has been 
documented extensively such as (Ulaby et al., 1990). Such instruments have been extensively 
used to characterize ground, sea-ice and similar natural objects. 

The present discussion is focused on the remote characterization of synthetic targets (i.e. a 
scattering antenna terminated by one-port) by coherent processing of backscatter - with 
applications to sensors and RFID. For such applications, the probing platform ('Reader') 
needs to be priced economically, as well be capable of functioning in presence of clutter and 
multipath. The transmit and the receive antennas are more often than not collocated, and 
therefore significant carrier leakage exist between the two. The above undesired phenomena 
termed impairments need to be addressed in a successful measurement scheme. 

2. Scattering Antennas 

The present section outlines the type of antennas suitable for remote measurement of one- 
port networks. 

2.1 Salient Features of Scattering Antennas 

When Z(f) in Fig.l is lossless, intuitively speaking, all the power captured by the antenna 
should be re-radiated back as no energy is dissipated in the terminating reactance. 
Therefore, as described by eqn. 2(a) and (b), the scattering antenna should scatter back the 
same power irrespective of the type of lossless termination (including open and short), as 
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they all produce a reflection coefficient of unity and therefore the radar cross-section (RCS) 
should be ideally constant. However, a counter-example in the form of 'minimum-scatter 
antennas' (Kahn 1965, Nikitin 2006) where no power is scattered back under open circuited 
condition demands further investigation. A typical example of 'minimum-scatter antennas' 
is the one-dimensional dipole without parasitic elements, where no current flows under 
open circuit condition when illuminated with RF energy, and RCS tends to disappear. 
A Thevenin/ Norton equivalent circuit is traditionally used to model antennas in transmit 
and receive modes (Balanis 1982). According to that model, under matched conditions, a 
receive antenna scatters back as much power as absorbed by the load. The limitations to that 
model have been discussed in several references such as Andersen 2003, Colin 2003, Pozar 
2004, and in general, the model is not valid to interpret scattering related questions. The 
limitation is obvious for antennas containing parasitic elements, where the RCS might 
approach zero under matched conditions (Pozar 2004). 
Let us now summarize some desirable characteristics of a scattering antenna. 

1. Obviously, a 'minimum scatter antenna' is not a suitable candidate as RCS approaches 
zero under open circuit conditions. 

2. It is important to realize the limitation of Thevenin/ Norton model to study scattering by 
antennas that are not 'minimum scatter'. 

3. The concept of antenna aperture may not be relevant as ideally no power is absorbed in a 
lossless termination. Complex RCS (equation (6)) appears to be a more suitable metric. 

4. The physical mechanism through which an antenna absorbs power from an incident wave 
is destructive interference, i.e. the antenna scatters so as to cancel some of the incident fields 
(Kahn 1965). Ideally we would prefer no 'structural scattering' (Nikitin 2006, Hansen 1989) 
from a scattering antenna, i.e. no scattering when the said antenna is terminated by a 
matched load. This ensures that the energy incident on the antenna travels in its entirety to 
the terminal reactance and eventually gets reflected and re-radiated. Antennas with 
parasitic or passive elements have the potential to reach zero structural scattering (Pozar 
2004) and can scatter even when the active element is open circuited (Andersen 2003), 
making them attractive as scattering antennas. 

2.2 Two-port Representation of Scattering Antennas 

Let us consider a Scattering Antenna operating in bistatic mode as in Fig.l. We propose that 
a non-minimum scattering antenna can be modeled as a simple two-port network (Fig.2) 
whose parameters can be extracted using traditional Vector Network measurement 
techniques. We assume far-field behavior throughout. 

The incident wave from the transmit antenna a is modeled as coming from a generator of 
impedance Z0 where Z0= impedance of free space (120tt). yll represent the forward 
propagation coefficient from the Transmit Antenna to the Scattering Antenna, and yl2 the 
return propagation coefficient from the Scattering Antenna to the Receive Antenna. The 
scattered wave b is generated due to reflection from the equivalent two-port network 
terminated by the unknown one-port network T (DUT). The objective is to de-embed the 
effect of the two-port network "error" network and determine T . In other words, this 
ensures characterizing the DUT alone, minus the effect of the antenna. 

As discussed in section 2.1, a certain class of antennas terminated by a matched load results 
in low RCS. This phenomenon occurs only when the antenna is resonant, i.e. capable of 
radiating power in the transmit mode. Outside resonance, the antenna radiates negligible 
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power in transmit mode, and scatters back finite energy even when terminated by the 
ZO a 

jwu — ► 




b Scattering 
Antenna 

Fig. 2. Scattering Antenna modeled as a 2-port 

characteristic impedance, most of the backscatter energy coming from "structural" 
scattering. As a result, the unknown one-port T will have negligible effect on the backscatter 
under these conditions. Therefore, under resonant condition, sll in Fig.2 is expected to 
become small, and outside resonance, | sll | may even approach unity, sll is therefore an 
important figure of merit to quantify structural scattering. 

2.3 Example of Two-port Representation of a Scattering Antenna 




Fig. 3. Rectangular Microstrip Patch used as Scattering Antenna 

A microstrip patch satisfies the requirements listed in Section 2.1, and was therefore 
considered a candidate for a scattering antenna. Simulation using commercially available 
Electromagnetic Simulator (CST Microwave Studio 2008 from Computer Simulation 
Technology) was tried on a rectangular patch on a finite ground as shown in Fig.3. The 
patch had dimensions of 11.5 X 15 mm and mounted on a ground plane 16.3 X 30 mm 
maintaining symmetry in the Y-direction. The ground plane was intentionally made larger 
in the X-direction than necessary to create 'structural scattering' or 'clutter'. Copper was 
selected as the conducting material for both ground plane and the patch, whereas the 
substrate was assumed lossless with a permittivity (s r ) of 4.5. The thickness of the substrate 
was 0.8 mm. A feed point (FP), located 3.65 mm below the longer edge (Fig.3), was used to 
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connect various one-port networks. The impedance at FP happened to be 50Q, though feed 
points with other impedance levels could be used. Typical one-port networks used were 
open, short, termination (50Q), lumped inductors and capacitors. 
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Fig. 4. Return Loss at FP in Transmit Mode 

An approximate analysis (Balanis 1982) predicts the fundamental resonant frequencies of 
the patch to be 4.56 and 6.15 GHz. To investigate the scattering phenomenon, we decided to 
operate around the higher resonant frequency, i.e. when the longer sides are radiating and 
FP is located on a non-radiating edge. The non-radiating edge was selected as feed point so 
as to disturb the radiating field as little as possible. Simulation found the resonance to be 
close to 5.8 GHz in radiating mode (Fig.4), as depicted in the Return Loss at FP referenced to 
50Q. To investigate scattering, the patch was illuminated with linearly polarized wave 
parallel to Y-axis (Fig.3) traveling in negative Z-direction and the co-polarized backscatter 
was observed. 

The scattered electric field vector E, under far-field conditions, at co-ordinates (r,9,(|)) can be 
expressed as: 

E(r,e,4>) = e(6,<|>). exp(-jpr)/r (3) 

where p is the propagation constant. 
The magnitude of RCS is defined as: 

a(e i ,^ i ,e,(|)) = 4.7r.[|e(e^)| 2 /|E i (e i ^ i )| 2 ] (4) 

where Ei(0i, (|)i) is the incident electric field vector in the 0±,c|>i direction. Phase of the 
scattered field, using a convenient reference point (r = 1 meter was used in the simulation) 
can be expressed as 

T(0i^ i? 0^) = arg[e(0,<|>)/ E^fo)] (5) 

Based on (4) and (5), we define a complex reflection coefficient as (Mukherjee 2008): 



J¥{Q i9 hM) 



ItMi.B,*) = V^i,+i,e,+).e 1Y ^^^ (6) 

The patch was successively terminated with an open (no termination), short and 50Q 
termination at FP, and the magnitude and phase of the co-polarized T as defined by (6) were 
computed (Please note this T is different from one in Fig.2). Let To, Ts and Tl be the 
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complex reflection coefficient as defined in (6) due to open, short and load conditions for 
0=0 V =O and ^=(^=0. The incident and backscatter waves are in negative and positive z- 
direction respectively, i.e. under bore-sight conditions. It was observed that | Tl | is 
significantly lower in the middle of the band compared to | Ts | and | To | , indicating high 
amount of absorption by the termination resistor (Mukherjee 2008). 

The following equations were used to calculate the parameters of the error network of Fig.l 
from the calibration data, viz. To, Ts and Tl. 

yll.yl2.sll =T1 (7) 

s22 = (ro +rs - 2.yll.yl2.sl l)/(To -Ts) (8) 

yll.yl2.s21.sl2 = (l-s22).(To -yll.yl2.sll) (9) 

We note that sll and s21.s!2 occur de-normalized in conjunction with the term yll.yl2. 
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Fig. 5. De-embedded value of DUT (1 pF capacitor) 

For an unknown one-port producing a backscattered reflection coefficient T, the de- 
embedded value of reflection coefficient of the DUT itself can be calculated according to 



Tcorr = [r-yll.yl2.sll]/[yll.yl2.s21.sl2 + s22.(T-l)] 



(10) 



Fig.5 shows the results of de-embedding the effect of scattering antenna (using eqn. (7), (8), 
(9), (10)) for a 1 pF lumped capacitor as DUT. In the vicinity of resonance, we find good 
agreement between the actual and the de-embedded values. However, as one moves away 
from resonance, the accuracy falls due to increase of structural scattering (increase in sll in the 
two-port representation of Fig.2). The simulation assumed negligible contribution from noise. 
It is worth mentioning that the backscatter measured at angles away from bore-sight also 
allows determining the unknown device making the approach aspect independent within 
certain limits. 
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3. Measurement Technique 

The practical applications of the present technique viz. in the RFID and sensors often require 
the probing platform to be low cost and portable; as a result, the transmit and receive 
antennas may need to be co-located. This brings forth the problem of detecting a backscatter 
signal in the same order of magnitude or lower than the leakage between the transmit and 
receive antennas. RFID devices containing chips solve this problem (Dobkin 2007) by 
generating a subcarrier at the tag level. Since chipless devices cannot afford that luxury, one 
has to resort to alternative probing methods. We present here a technique suggested by 
Mukherjee 2007. 
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Fig. 6. Remote Measurement of Impedance 

The technique bears a superficial similarity to the FMCW radar (Ulabyl982). A source 
generates a chirp signal that is radiated by the antenna Al (Fig.6) to illuminate the 'target' 
(scattering antenna terminated by the unknown one-port T(f)), and another antenna A2 
receives the backscattered signal. The transmitted and received signals are mixed by a mixer 
Ml and lowpass filtered (LPF) to generate the Intermediate Frequency (IF) signal z tag (t). The 
backscatter from the scattering antenna can be resolved spatially from the carrier leakage by 
filtering the IF signal. Henceforth, we consider the IF signal due to the scattering antenna 
only. 

Simultaneously, internal to the Reader, a sample of the transmit signal is mixed with a 
delayed version of itself and lowpass filtered to generate a reference signal z re f(t). 
The transmitted chirp signal can be expressed as (Brunfeldt 1991): 

t 



x(t) = a(t).cos[2rcf t + K s(t)dt] 



h 



(ii) 
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where a(t) is the incidental amplitude modulation of the source, and s(t) is the frequency 
modulating signal which is linear for a linear chirp. The instantaneous frequency f(t) is 
given by: 

(12) 



f(t) = f +f-s(t) 



where fo is the start frequency. 

The backscattered signal received at the Reader can be expressed as: 

t-T 



y(t) = LP(f(t - x)).a(t - x).cos 



I 



2 nf (t - t) + K. I s(t)dt + v|/(f(t - t)) 



(13) 



where x is the round trip delay and L is the total loss (assumed constant over the frequency 
band), between antennas Al and A2 through the scattering antenna. 
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Fig. 7. (a) Phase Ripple of T(f) 

Fig. 7. (b) Time Domain IF Waveform Depicting Phase Modulation 



Fig. 7(a) 



Fig. 7(b) 



The output from the mixer Ml, after filtering, can be approximated as: 

ztag(t) 2 y2.L.a 2 (t).r(f(t)).cos[27rf T + Kx.s(t) + y(f(t))] 



(14) 
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provided the delay x is small compared to the chirp duration. 
For the special case of a linear chirp, (14) becomes: 

ztag(t) = V2.L.a 2 (t).r(f(t)).cos[27rfoT + Kx.t + \|/(f(t))] (15) 

The IF signal in such a case is a nominal sine wave with frequency 

Kx/2ti =( B/T R ).x (16) 

where B = chirp bandwidth and Tr = chirp duration 

The IF is thus a modulated sine wave of " carrier frequency" (B/Tr).x together with 

amplitude and phase modulation according to T(f(t)). In other words, a mapping occurs for 

the complex function T(f) from the frequency to time domain. Therefore, demodulation of 

the IF signal in (15) should provide information on the reflection coefficient between 

frequencies fo and fo + B. 

Fig.7(b) represents z tag (t) as generated by simulation with the following parameters: 

fo = 6.9 GHz, B=l GHz, T R = 3 |us with a round trip delay x produced by propagation through 

2 meters in air (i.e.l meter in each direction). T(f) was chosen to be a lossless one-port with a 

phase-frequency profile as in Fig.7(a). 

It is interesting to observe the correlation in phase modulation in Fig. 7(b) with the phase 

ripple of T(f) in Fig.7(a). 

The task of recovering the phase ripple of T(f) (magnitude being unity) could be achieved 

through the use of the Reference Channel in Fig.6. 

Following the same procedure as above, we have: 

Z r ef(t) = 1 /2.L re f.a 2 (t).COS[27lfoX re f + Kx re f .t + V|/ re f] (17) 

where x re f is the delay in the reference channel. 

We have made the reasonable assumption that the loss L re f and phase shift \j/ re f in the 

reference channel are independent of frequency. 

Each of the equations (15) and (17) can be converted from real time functions to complex 

time functions by application of Hilbert Transform. The complex functions can be expressed 

as: 

£tag(t) = %.L.a2(t).r(f(t)).exp{j[27Ef T + Kx.t + \|/(f(t))]} (18a) 

Cref (t) = V2.L re f.a 2 (t).exp{j[27rfox r ef + Kx ref .t + v|/ ref ]} (18b) 



Therefore, 



arg(Ctag(t)/ £ef(t)) 

= 27lfo.(T-Xref) + K.(t- X re f).t + \|/(f(t)) + V|/ re f (19) 



We are usually interested in the phase ripple \|/(f(t)) and therefore the first and fourth terms 
in the right hand side of (19) can be scaled out. The second term indicates a linearly 
progressive phase shift with frequency that can be conveniently factored out by 
unwrapping the phase. Therefore, the desired phase ripple \|/(f (t)) can be determined. 
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There could be alternative ways to recover the phase ripple information and this method is 

not claimed to be the optimum one. 

We observe that the detection bandwidth in the method as in Section 3 can be made 

sufficiently small as to reduce the thermal noise - while operating with large RF bandwidth 

at the same time. 

The approach is essentially a broadband technique and therefore carries its usual 

advantages. Moreover, it need not operate over a continuous spectrum of frequencies - as it 

could maintain phase coherence in the reader while selectively shutting off parts of the chirp 

in time. 



4. Applications 

The present section will outline some applications of the remote measurement of impedance 
to RFID and sensors. The RFID would use the one-port as a vehicle for storing the coded 
information. And, a remotely monitored sensor could be constructed by utilizing a one-port 
that gets predictably affected by a physical parameter such as temperature, pressure, strain, 
magnetic field etc. In either case, they would operate without DC power (including one 
generated by a rectifying antenna) and be free of semiconductor components. This opens up 
the possibility of printed RF barcodes (with conducting ink on low-cost substrate such as 
paper or plastic) and disposable sensors. This approach has the potential to reduce the cost 
by orders of magnitude compared to existing technology including printed electronics. 
Such devices should have a longer range compared to those utilizing rectifying antenna, 
where a significant fraction of the received RF power is converted to DC to operate the 
associated electronics. On the other hand, the chipless devices being designed lossless 
(ideally), could potentially re-radiate all the received power. 

4.1 Application to RFID 

Section 3 demonstrated that it is possible to recover remotely the phase-frequency profile of 
an unknown reactance (one-port) connected to an antenna port. And, we know that such 
phase-frequency profile is completely characterized by the poles and zeros of the one-port. 
With this background, we propose creation of multiple tag signatures by suitable placement 
of poles and zeros. As all information about the reactive network is embedded in the poles 
and zeros, identifying them identifies the network uniquely. The following discussion is an 
attempt to estimate a lower bound on the number of bits that can be encoded using this 
technique. 

To start with, let us consider a pair consisting of a pole and zero as shown in Fig. 8 located 
inside a segment of bandwidth with start and stop frequencies fl and f2. We are allowed to 
move the positions of poles and zeros within that segment following certain rules, and 
thereby calculate the number of distinct permissible states to ascertain the number of unique 
identification signatures. 
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Fig. 8. Positioning of Poles and Zeros 

The following rules are defined: 

1. The minimum separation between a pole and its companion zero is 6. This 
separation is dictated by the quality factor (Q) of the resonators in the reactive 
network. 

2. Poles or zeros can be moved in steps of > Ap as dictated by measurement accuracy 
in presence of noise and various impairments. 

To start with, let the pole be placed at f = fl and the zero at f= fl+6. 

Next, the zero starts its journey from fl+6 and travels up to f2-6 in increments of Ap. 

The i-th position of the zero is described as 

fi=fl + e + i.Ap (20a) 

where i = N with 

N= f2-n-2B 
Ap 

Now, corresponding to the i-th position of the zero, the pole could start its journey at fl in 

steps of Ap and commence at (fi-0). 

Therefore, number of states the zero can assume for the i-th position of the pole is given by 

f -6-fl 

A (21) 

Ap 

And, therefore corresponding to all the positions of the zero, the total number of pole-zero 
combinations is given by 

i=0 
Using (20a) and (20b), (22) is simplified to 

(f2-fl-6).(f2-fl-e + Ap) 
2.Ap 2 
Now, the above exercise can be repeated for a scenario where the frequency of pole exceeds 
that of zero, and would generate an identical number of states. Therefore, the total number 
of states is given by 

(f2-fi-e).(f2-fi-e + A P ) 

^single — ? ^ 

Ap 
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where the subscript 'single' implies number of states calculated over a single segment of 
bandwidth, viz. between fl and f2 for a pole-zero pair. 

Now, let us consider 'm' number of identical bandwidth segments following the same rules 
of positioning of poles and zeros. The total number of states can be given by 

(f 2 - fl - 9).(f 2 - fl - 9 + Ap) x 



®« 



Ap^ 



(25) 



In deriving the above expression, we made some simplifying assumptions that did not 

account for some additional states as follows: 

Each bandwidth segment always contained a pole zero pair. However, valid states are 

possible with just a single pole (zero) or none at all is present in a particular segment. The 

missing poles (zeros) could have migrated to other segments. 

For a given total available bandwidth, i.e. m.(f2-fl), presence of m pole-zero pairs were 

assumed. However, additional states can be considered to be generated by single pair, 

double pair up to (m-1) pairs inhabiting the total available bandwidth. However, the 

number of states generated by pole zero pairs <m will be small compared to that generated 

from m pairs. 

With the above premises, we can conclude that the number of encoded bits B is given by 



B>log 2 (0 m ) 



(26) 



As an example, let us consider a total bandwidth of 3 GHz divided into 6 segments. 
Therefore, f2-fl= 500 MHz and m = 6. Let us further assume that 6 =100 MHz and Ap = 25 
MHz. This results in B > 48 bits, a number comparable with information content available 
from optical bar codes. 
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Fig. 9. (a) Example of Lumped Equivalent Circuit for X(f) 
Fig. 9.(b) Microstrip Implementation of L-C Ladder 



4.1.1 L-C Ladder as One-port 

An example of the reactive one-port is a L-C ladder circuit as shown in Fig. 9(a), with its 
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corresponding microstrip implementation - amenable to printing technique - in Fig. 9(b). 
The scattering antenna - not shown in Fig. 9(b) - need to possess properties outlined in 
Section 2.1. The narrow lines (Fig. 9(b)) represent the series inductors and the stubs work as 
shunt capacitors. By changing the values of these elements, the poles and zeros can be 
controlled as in Section 4.1 to generate RFID information bits. 

4.1.2 Stacked Microstrip Patches as Scattering Structure 

While the previous discussions premised on the separation of the scattering antenna and the 
one-port, we now present an example where the scattering structure does not require a 
distinguishable one-port. 

Fig. 10. depicts a set of three (there could be more) stacked rectangular patches as a 
scattering structure where the upper patch resonates at a frequency higher than the middle 
patch. When the upper patch is resonant, the middle patch acts as a ground plane. Similarly, 
when the middle patch is resonant, the bottom patch acts as a ground plane (Bancroft 2004). 




Fig. 10(a) 



Fig. 10(b) 



Fig. 10. (a) Stacked Rectangular Patches as Scattering Structure - Isometric 
Fig. 10. (b) Stacked Rectangular Patches as Scattering Structure - Elevation 



If the patches are perfectly conducting and the dielectric material is lossless, the magnitude 
of the RCS of the above structure could stay nominally fixed over a significant frequency 
range. As the frequency is swept between resonances, the structural scattering tends to 
maintain the RCS relatively constant over frequency - and therefore is not a reliable 
parameter for coding information. However, the phase (and therefore delay) undergoes 
significant changes at resonances. Fig. 11(a) and 11(b) illustrates this from simulation on the 
structure of Fig.10 (b). The simulation assumed patches to be of copper with conductivity 
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5.8. 10 7 S/m and the intervening medium had a dielectric constant =4.5 with loss tangent = 
0.002. As a result of the losses, we see dips in amplitude at the resonance points. 
Just like networks can be specified in terms of poles and zeros, it has been shown by 
numerous workers that the backscatter can be defined in terms of complex natural 
resonances (e.g. Chauveau 2007). These complex natural resonances (i.e. poles and zeros) 
will depend on parameters like patch dimension and dielectric constant. As a result, the 
principle of poles and zeros to encode information may be applied to this type of structure 
as well. However, being a multi-layer structure, the printing process may be more expensive 
than single layer (with ground plane) structures as in Fig. 9(b). 

4.2 Application to Sensors 

The principle of remote measurement of impedance could be used to convert a physical 
parameter (e.g. temperature, strain etc.) directly to quantifiable RF backscatter. As this 
method precludes the use of semi-conductor based electronics, it could be used in 
hazardous environments such as high temperature environment or for highly dense low 
cost sensors in Structural Health Monitoring (SHM) applications. 




Fig. 11 (a) 
Frequency GHz 




Fig. 11. (a) Magnitude of Backscatter (dBV/m) from structure of Fig. 10 (a) 
Fig. 11. (b) Group Delay (ns) of Backscatter from structure of Fig. 10 (a) 



As an example, a temperature sensor using stacked microstrip patch has been proposed by 
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Mukherjee 2009. The space between a pair of patches could be constructed of temperature 
sensitive dielectric material whereas between the other pair could be of zero or opposite 
temperature coefficient. Fig.12 illustrates the movement of resonance peak in group delay 
for about 2.2% change in dielectric constant due to temperature. 
Other types of sensors, such as strain gauge for SHM are under development. 




Temperature 
sensitive dielectric 



Temperature stable dielectric 
material providing reference 




Fig. 12. Change in higher frequency resonance due to 2.2% change in e r 



5. Impairment Mitigation 

Cause of impairment is due to multipath and backscatter from extraneous objects - loosely 
termed clutter. The boundary between multipath and clutter is often vague, and so the term 
impairment seems to be appropriate. Mitigation of impairment is especially difficult in the 
present situation as there is no electronics in the scatterer to create useful differentiators like 
subcarrier, non-linearity etc. that separates the target from impairments. Impairment 
mitigation becomes of paramount importance when characterizing devices in a cluster of 
devices or in a shadowed region. 

Fig. 13 illustrates with simulation data how impairments corrupt useful information. The 
example used the scatterer of Fig. 10 with associated clutter from a reflecting backplane, 
dielectric cylinder etc. 

To mitigate the effect of impairments, we propose using a target scatterer with constant RCS 
but useful information in phase only (analogous to all-pass networks in circuits). In other 
words, the goal is to phase modulate the complex RCS in frequency domain while keeping 
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the amplitude constant. The 'modulating signal' is the information content for RFID or 
sensors - as the case may be. A lossless stacked microstrip patch has poles and zeros that are 
mirror images about the jco axis. When loss is added to the scatterer, the symmetry about jco 
axis is disturbed. Fig.14 illustrates the poles and zeros for the lossy scatterer described in 
Fig.10. The poles and zeros are not exactly mirror image about jco axis due to losses but close 
enough for identification purposes as long as certain minimum Q is maintained. We 
hypothesize that poles and zeros due to impairments will in general not follow this 'all-pass' 
property and therefore be distinguishable from target scatterers. Investigation using genetic 
algorithm is underway to substantiate this hypothesis. And, while the complex natural 
resonances from the impairments could be aspect dependent, the ones from the target will 
in general not be (Baev 2003). 
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Fig. 13. (a) Magnitude of Backscatter (dBV/m) with and without impairments 
Fig. 13. (b) Group Delay (ns) of Backscatter with and without impairments 
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6. Summary and Outlook 

Several novel ideas have been introduced in this work - the foundation being remotely 
determining the complex impedance of a one-port. The above approach is next used for the 
development of chipless RFID and sensors. The approach has advantages like spatial 
resolution (due to large bandwidth), distance information, long range (lossless scatterer and 
low detection bandwidth), low cost (no semiconductor or printed electronics), ability to 
operate in non-continuous spectrum, potential to mitigate impairments (clutter, multipath) 
and interference and so on. 
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Fig. 14. Poles and Zeros of Stacked Microstrip Patches (Complex conjugate ones not shown) 

The technique has the potential of providing sub-cent RF barcodes printable on low cost 

substrates like paper, plastic etc. It also has the potential to create sensors that directly 

convert a physical parameter to wireless signal without the use of associated electronics like 

Analog to Digital Converter, RF front-end etc. 

To implement the approach, a category of antennas with certain specific properties has been 

identified. This type of antennas requires having low RCS with matched termination and 

constant RCS when terminated with a lossless reactance. 

Next, a novel probing method to remotely measure impedance has been introduced. The 

method superficially resembles FMCW radar but processes signal differently. 

Finally, a novel technique for the mitigation of impairments has been outlined. The 

mitigation technique is premised on the extraction of poles and zeros from frequency 

response data and separation of all-pass (target) from non all-pass (undesired) functions. 

The work so far - based on mathematical analysis and computer simulation has produced 

encouraging results and therefore opens the path towards experimental verification. 

There are certain areas that need further investigation e.g. development of various types of 

broadband 'all-pass' scattering structures with low structural scattering - or preferably, a 

general purpose synthesis tool to that effect. Another area is the development of broadband 

antennas that satisfy the scattering property mentioned earlier. 
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1. Introduction 

The aim of inverse scattering problems is to extract the unknown parameters of a medium 
from measured back scattered fields of an incident wave illuminating the target. The 
unknowns to be extracted could be any parameter affecting the propagation of waves in the 
medium. 

Inverse scattering has found vast applications in different branches of science such as 
medical tomography, non-destructive testing, object detection, geophysics, and optics 
(Semnani & Kamyab, 2008; Cakoni & Colton, 2004). 

From a mathematical point of view, inverse problems are intrinsically ill-posed and 
nonlinear (Colton & Paivarinta, 1992; Isakov, 1993). Generally speaking, the ill-posedness is 
due to the limited amount of information that can be collected. In fact, the amount of 
independent data achievable from the measurements of the scattered fields in some 
observation points is essentially limited. Hence, only a finite number of parameters can be 
accurately retrieved. Other reasons such as noisy data, unreachable observation data, and 
inexact measurement methods increase the ill-posedness of such problems. To stabilize the 
inverse problems against ill-posedness, usually various kinds of regularizations are used 
which are based on a priori information about desired parameters. (Tikhonov & Arsenin, 
1977; Caorsi, et al., 1995). On the other hand, due to the multiple scattering phenomena, the 
inverse-scattering problem is nonlinear in nature. Therefore, when multiple scattering 
effects are not negligible, the use of nonlinear methodologies is mandatory. 
Recently, inverse scattering problems are usually considered in global optimization-based 
procedures (Semnani & Kamyab, 2009; Rekanos, 2008). The unknown parameters of each 
cell of the medium grid would be directly considered as the optimization parameters and 
several types of regularizations are used to overcome the ill-posedness. All of these 
regularization terms commonly use a priori information to confine the range of 
mathematically possible solutions to a physically acceptable one. We will refer to this 
strategy as the direct method in this chapter. 

Unfortunately, the conventional optimization-based methods suffer from two main 
drawbacks. The first is the huge number of the unknowns especially in 2-D and 3-D cases 
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which increases not only the amount of computations, but also the degree of ill-posedness. 
Another disadvantage is the determination of regularization factor which is not 
straightforward at all. Therefore, proposing an algorithm which reduces the amount of 
computations along with the sensitivity of the problems to the regularization term and 
initial guess of the optimization routine would be quite desirable. 

2. Truncated cosine Fourier series expansion method 

Instead of direct optimization of the unknowns, it is possible to expand them in terms of a 
complete set of orthogonal basis functions and optimize the coefficients of this expansion in 
a global optimization routine. In a general 3-D structure, for example the relative 
permittivity could be expressed as 



e r (x 9 y,z) = ^d n f n (x 9 y,z) 



(1) 



where f n is the n t h term of the complete orthogonal basis functions. 

It is clear that in order to expand any profile into this set, the basis functions must be 
complete. On the other hand, orthogonality is favourable because with this condition, a 
finite series will always represent the object with the best possible accuracy and coefficients 
will remain unchanged while increasing the number of expansion terms. 
Because of the straightforward relation to the measured data and its simple boundary 
conditions, using harmonic functions over other orthogonal sets of basis functions is 
preferable. On the other hand, cosine basis functions have simpler mean value relation in 
comparison with sine basis functions which is an important condition in our algorithm. 
We consider the permittivity and conductivity profiles reconstruction of lossy and 
inhomogeneous 1-D and 2-D media as shown in Fig. 1. 




x = 



(a) 



£ , (J = 




Fig. 1. General form of the problem, (a) 1-D case, (b) 2-D case 



If cosine basis functions are used in one-dimensional cases, the truncated expansion of the 
permittivity profile along x which is homogeneous along the transverse plane could be 
expressed as 
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e r (x) = Y j d n cos \ — 



(2) 



where a is the dimension of the problem in the x direction and the coefficients, d n , are to 

be optimized. In this case, the number of optimization parameters is N in comparison with 
conventional methods in which this number is equal to the number of discretized grid 
points. This results in a considerable reduction in the amount of computations. As another 
very important advantages of the expansion method, no additional regularization term is 
needed, because the smoothness of the cosine functions and the limited number of 
expansion terms are considered adequate to suppress the ill-posedness 

In a similar manner for 2-D cases, the expansion of the relative permittivity profile in 
transverse x-y plane which is homogeneous along z can be written as 



£ r i X >y) = Z Z d nm C0S ~ X C0S 



(3) 



where a and b are the dimensions of the problem in the x and y directions, respectively. 
Similar expansions could be considered for conductivity profiles in lossy cases. 
The proposed expansion algorithm is shown in Fig. 2. According to this figure, based on an 
initial guess for a set of expansion coefficients, the permittivity and conductivity are 
calculated according to the expansion relations like (2) or (3). Then, an EM solver computes 
a trial electric and magnetic simulation fields. Afterwards, cost function which indicates the 
difference between the trial simulated and reference measured fields is calculated. In the 
next step, global optimizer is used to minimize this cost function by changing the 
permittivity and conductivity of each cell until the procedure leads to an acceptable 
predefined error. 
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Global optimizer intelligently 

modifies the expansion 

coefficients 



Calculation of 

s r ,<J 



EM solver computes 
trial simulated fields 
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trial simulated fields 



Else 




Fig. 2. Proposed algorithm for reconstruction by expansion method 
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3. Mathematical Considerations 

As mentioned before, inverse problems are intrinsically ill-posed. Therefore, a priori 
information must be applied for stabilizing the algorithm as much as possible which is quite 
straightforward in direct optimization method. In this case, all the information can be 
applied directly to the medium parameters which are as the same as the optimization 
parameters. In the expansion algorithm, however, the optimization parameters are the 
Fourier series expansion coefficients and a priori information could not be considered 
directly. Hence, a useful indirect routine is vital to overcome this difficulty. 
There are two main assumptions about the parameters of an unknown medium. For 
example, we may assume first that the relative permittivity and conductivity have limited 
ranges of variation, i.e. 



,max \ ) 



\<£ r <£ } 

and 

0<cr< a max (5) 

The second assumption is that the permittivity and conductivity profiles may not have 
severe fluctuations or oscillations. These two important conditions must be transformed in 
such a way to be applicable on the expansion coefficients in the initial guess and during the 
optimization process. 

It is known that average of a function with known limited range is located within that limit, 
that is if 

L { <g(x)<L 2 , a<x<b (6) 

Then 

L l <-^—\ b g(x)dx<L 2 (7) 

b-a Ja 

Thus, for 1-D permittivity profile expansion we have 

l^O^max (8) 

For x = , (2) reduces to 

^(Q)=IX => i<EX^,,, MX (9) 

«=0 «=0 

and for x = a , we have 
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^(a) = £(-l)V„ =* l<iJ(-l)V„<^, max (10) 

«=0 «=0 

Using Parseval theorem, another relation between expansion coefficients and upper bound 
of permittivity may be written. For a periodic function g(x) with period T, we have 



T 
Based on (2), (11) may be simplified to 



l j T \g(x)\ 2 dx = f j \d„f (11) 



^zkf^.-. (12) 



It is possible to achieve the similar relations for 2-D cases. 



1 < d 00 < s }% 



(13) 

N-lM-l 

i^EZ^^,,„ (i4) 

»=0 m=0 

N-lM-l 

i^Z(-ir^^„. (is) 

»=0 m=0 
JV-1M-1 

i^ZZW^C (i6) 

«=0 m=0 

By using the above supplementary equations in the initial guess of the expansion 
coefficients and as a boundary condition (Robinson & Rahmat-Samii, 2004) during the 
optimization, the routine converges in a considerable faster rate. Similar conditions can be 
used for conductivity profiles in lossy cases. 

4. Numerical Results 

Proposed method stated above is utilized for reconstruction of some different 1-D and 2-D 
media. In each case, reconstruction by the proposed expansion method is compared with 
different number of expansion functions in terms of the amount of computations and 
reconstruction precision. 

The objective of the proposed reconstruction procedure is the estimate of the unknowns by 
minimizing the cost function 
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C = - 



7=1 t=\ 

zzz(£,r«) 2 



(17) 



where E sim is the simulated field in each optimization iteration. E meas is measured field, I 

and J are the number of transmitters and receivers, respectively and T is the total time of 

measurement. 

To quantify the reconstruction accuracy, the reconstruction errors for example for relative 

permittivity in 1-D case is defined as 



e{s)-- 




xlOO 



(18) 



where M x is the number of subdivisions along x axis and " ° " denotes the original scatterer 

properties. 

In all reconstructions in this chapter, FDTD (Taflove & Hagness, 2005) and DE (Storn & 

Price, 1997) are used as forward EM solver and global optimizer, respectively. 

4.1 One-dimensional case 

Reconstruction of two 1-D cases is considered in this section. The first one is inhomogeneous 
and lossless and the second one is considered to be lossy. In the simulations of both cases, 
one transmitter and two receivers are used around the medium as shown in Fig. 3. 



^Absorbing 
Boundary 



Observation 
Point #1 

\ 

T R 

JJ Q 



t 

Source 
Point 



Under 

Reconstruction 

Region 



Absorbing I 
Boundary I 



Observation 

Point #2 

I 

R 

Q 



x = a 



Problem Space 

Fig. 3. Geometrical configuration of the 1-D problem 
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Test case #1: In the first sample case, we consider an inhomogeneous and lossless medium 
consisting 50 cells. Therefore, only the permittivity profile reconstruction is considered. In 
the expansion method, the number of expansion terms is set to 4, 5, 6 and 7 which results in 
a lot of reduction in the number of the unknowns in comparison with the direct method. 
The population in DE algorithm is chosen equal to 100 and the maximum iteration of 
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optimization is considered to be 300. It must be noted that the initial populations in all 
reconstruction problems in this chapter are chosen completely random in the solution space. 
The exact profile and reconstructed ones by the expansion method with different number of 
expansion terms are shown in Fig. 4a. The variations of cost function (17) and reconstruction 
error (18) versus the iteration number are plotted in Figs. 4b and 4c, respectively. 
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Fig. 4. Reconstruction of 1-D test case #1, (a) original and reconstructed profiles, (b) the cost 
function and (c) the reconstruction error 
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Test case #2: In this case, a lossy and inhomogeneous medium again with 50 cell length is 
considered. So, the number of unknowns in direct optimization method is equal to 100. In 
the expansion method for both permittivity and conductivity profiles expansion, N is 
chosen equal to 4, 5, 6 and 7. The optimization parameters are considered equal to the first 
sample case. The original and reconstructed profiles in addition of the variations of cost 
function and reconstruction error are presented in Fig. 5. 
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Fig. 5. Reconstruction of 1-D test case #2, (a) original and reconstructed permittivity profiles, 
(b) original and reconstructed conductivity profiles, (c) the cost function, (d) the permittivity 
reconstruction error and (e) the conductivity reconstruction error 

4.2 Two-dimensional case 

The proposed expansion method is also utilized for two 2-D cases. In the simulations of both 
cases, four transmitter and eight receivers are used as shown in Fig. 6. The population in DE 
algorithm is chosen equal to 100, the maximum iteration is considered to be 300. 
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Case study #1: In the first sample case, we consider an inhomogeneous and lossless 2-D 
medium consisting 20*20 cells. Therefore, only the permittivity profile reconstruction is 
considered. In the expansion method, the number of expansion terms in both x and y 
directions are set to 4, 5, 6 and 7. 

The original profile and reconstructed ones with the use of expansion method are shown in 
Fig. 7. 
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Fig. 7. Reconstruction of 2-D test case #1, (a) original profile, reconstructed profile with (b) 

N=M=4, (c) N=M=5, (d) N=M=6 and (e) N=M=7 



The variations of cost function and reconstruction error versus the iteration number are 
graphed in Fig. 8. 
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Fig. 8. Reconstruction of 2-D test case #1, (a) the cost function, (b) the reconstruction error 



Case study #2: In this case, a lossy and inhomogeneous medium again with 20*20 cells is 
considered. Therefore, we have two expansions for relative permittivity and conductivity 
profiles and in both expansions, N and M are chosen equal to 4, 5, 6 and 7. It is interesting to 
note that the number of direct optimization unknowns in this case is equal to 800 which is 
really a large optimization problem. The reconstructed profiles of permittivity and 
conductivity are shown in Figs. 9 and 10, respectively. 
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Fig. 9. Reconstruction of 2-D test case #2, (a) original permittivity profile, reconstructed 
permittivity profile with (b) N=M=4, (c) N=M=5, (d) N=M=6 and (e) N=M=7 
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(e) 
Fig. 10. Reconstruction of 2-D test case #2, (a) original conductivity profile, reconstructed 
conductivity profile with (b) N=M=4, (c) N=M=5, (d) N=M=6 and (e) N=M=7 

The variations of cost function and reconstruction error are shown in Fig. 11. 




(a) 




(b) 



468 



Advanced Microwave Circuits and Systems 




Fig. 11. Reconstruction of 2-D test case #2, (a) the cost function, (b) the permittivity 
reconstruction error and (c) the conductivity reconstruction error 

The results of all 1-D and 2-D cases which are generally inhomogeneous and lossy or 
lossless media show that the proposed expansion method can tolerably reconstruct the 
unknown media with a considerable reduction in the amount of computations as compared 
to the conventional direct optimization of the unknowns. 

5. Sensitivity Considerations 

It is obvious that the performance of the expansion method directly depends on the number 
of expansion terms. Larger number of terms results in a more precise reconstruction at the 
expense of higher degree of ill-posedness. On the other hand, lower ones leads to a less 
accurate solution with higher probability of convergence of the inverse algorithm. Therefore, 
suitable selection of N has a notable impact on the convergence speed of the algorithm. 
The reconstructed profiles of two 1-D cases with larger values of N are shown in Figs. 12 
and 13 for test case #1 and #2, respectively. 
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Fig. 12. Reconstruction of 1-D test case #1, the original profiles and reconstructed ones with 
N=7, 10 and 20 
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Fig. 13. Reconstruction of 1-D test case #2, the original profiles and reconstructed ones with 
N=7, 15 and 25, (a) permittivity profile and (b) conductivity profile 

It is seen that increasing the number of expansion terms results oscillatory reconstruction 

because of the more ill-posedness of the problem. 

We can come to similar conclusion for 2-D cases by comparing different parts of Figs. 7, 9 

and 10. 

Our experiences in studying various permittivity and conductivity profiles reconstruction 

show that choosing the number of expansion terms between 5 and 10 may be suitable for 

most of the reconstruction problems. 



6. Conclusion 

A computationally efficient method which is based on combination of the cosine Fourier 
series expansion, an EM solver and a global optimizer has been proposed for solving 1-D 
and 2-D inverse scattering problems. The mathematical formulations of the method have 
been derived completely and the algorithm has been examined for reconstruction of several 
inhomogeneous lossless and lossy cases. With a considerable reduction in the number of the 
unknowns and consequently the required number of populations and optimization 
iterations, along with no need to the regularization term, the relative permittivity and 
conductivity profiles have been reconstructed successfully. It has been shown by sensitivity 
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analysis that for obtaining well-posedness as well as accurate reconstruction simultaneously, 
the number of expansion terms must be chosen intelligently. 
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1. The idea of electromagnetic waves in agricultural applications 

1.1 Introduction 

In the recent years, interactive relations between various branches of science and technology 
have improved interdisciplinary fields of science. In fact, most of the research activities take 
place somewhere among these branches. Therefore, a specialist from one branch usually can 
propose novel methods, whenever enters a new field, based on his previous knowledge. 
Taking a look at the extensive problems in the field of agriculture, an expert in the field of 
Electromagnetic waves can easily suggest some innovative solutions to solve them. The 
major suffering problems with which a farmer faces are the damages caused by the harmful 
pests as well as the product freezing in unexpected cold weather. The promising available 
biological methods of treatment have decreased the need for new treatment methods 
effectively. However, some advantages of electromagnetic treatment is still without 
competitor. The environment-friendly methods we introduce in this chapter are to use 
electromagnetic waves to kill pest insects without killing the taste or texture of the food they 
infest. 



1.2 Electromagnetic waves in agricultural applications 

Electromagnetic waves as tools in the field of agriculture have been used in many 
applications such as remote sensing, imaging, quality sensing, and dielectric heating in a 
pre-harvest or post-harvest environment. However, the goal here is to discuss about 
applications which are directly related to the main electromagnetic wave effect which is 
warming. Among variable methods applicable in the agriculture section, Radio frequency 
(RF) power has been known as physical (non-chemical) thermal method. In this method, the 
general idea is the same as heating food products to kill bacteria. It can be used to disinfest 
various foods and non food materials including soil. On the other hand, there are 
applications of using radio frequency to measure soil parameters and soil salinity, as well. 
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1.3 Pest control and electromagnetic waves 

Traditional agricultural producers usually use simple conventional chemical sprays to 
control pests. Despite the simplicity of use, these chemical fumigants such as Methyl 
Bromide have many disadvantages such as reducing the thickness of Ozone layer (Tang et 
al. 2003). Additionally, the probable international ban of methyl bromide for post-harvest 
treatments will increase the attention to other methods. Three other methods including 
ionizing radiation, cold treatments and conventional heating has been reviewed in (Wang & 
Tang, 2001). In ionizing radiation, the main problem is that it is not possible to shut of the 
radiation after ending the treatment. In addition, although there are still some road blocks to 
use irradiation effectively and also commercially. Cold treatments are not a complete 
method due to high price and relatively long required time. The drawback of the 
conventional heating methods originates from the fact that this kind of heating warms both 
pest and the agricultural product similarly which may destroy product's quality. To 
overcome these problems, some modern techniques such as genetic treatments, ultrasonic 
waves and electromagnetic treatments have been suggested in the literature. 
The use of electromagnetic exposure, mainly electromagnetic heating has been started in 
1952 by Frings (Frings, 1952) and then Thomas in 1952 (Thomas, 1952) and Nelson from 1966 
(Nelson, 1966). But today there are vast applications for electromagentic waves are proposed 
at least to be an alternate treatment method. Formerly, the electromagnetic wave method 
was suggested as a post-harvest treatment, but recently, it has been suggested to be used as 
an in-the-field method for pest control or to prevent the agricultural product from getting 
freezed (Aliakbarian et al, 2007). 

1.4 Challenging problems 

Although the effectiveness of using radio waves to kill destructive insects in agricultural 
products has been known for 70 years, the technique has rarely been applied on a 
commercial scale because of the technical and market problems. There are at least six 
challenging problems against the vast implementation of electromagnetic waves use in 
agricultural applications: high electromagnetic power needed, probable human health 
effects, probable biological effects on the surrounding environment, finalized price, 
frequency allocation and system design complexity. 

Power problem can be easily solved if the employed frequency is not more than the low- 
gigahertz range. Based on the fact that high power sources are now available in VHF and 
UHF frequencies the power problem can be solved. 

The problem of price is also an economic topic that should be considered by investors. The 
enormous detriments of pests may motivate large companies in this investment. In addition, 
RF technology is already used commercially and has existed for about 40 years. 
Consequently, the machinery that delivers the RF blast will probably be affordable for the 
industry. However, it is still costly to pay $ 2,000/kW or higher in some bands. Although it 
is reported that the technology is already commercially applied to food products including 
biscuits and bakery products in 40 MHz (Clarck, 1997), researches of a team led by J. Tang 
since 2005 (Flores, 2003(2)) shows that we still need more researches to the economical 
industrial use of radio waves. 

The problem of frequency allocation in some countries is crucial. However, shifting the 
frequency to the closest ISM bands can solve the frequency allocation problem. The Federal 
Communications Commission has allocated twelve industrial, scientific and medical, or 
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ISM, bands starting from 6.7 MHz to 245 GHz. For the outdoor environments, 
electromagnetic waves are needed for a few days in a year. 

Another problem is to design such a proper controllable system to warm up pests 
uniformly. For example, in a complex environment, if a single power source is used, it will 
be difficult to cover the whole environment. Thus an array of sources should be designed. 
Moreover, the frequency of treatment must be selected in such a manner that the absorption 
of energy by pest be more than other materials available. 

Today, electromagnetic wave is known as a potential hazard of health and biological effects 
such as cancer. It is tried to shield and protect the radiation space from the outside 
environment. On the other hand, in the outdoor problems, we reduce the hazard lowering 
the exposure time. Moreover, treatment environments are usually empty of human 
population. In spite of the health effect, biological effects of electromagnetic exposure 
should be evaluated to ensure that it does not have a harmful effect on the ecosystem. 

2. Theory of electromagnetic selective warming 

2.1 Introduction 

There are various ideas about the mechanism of pest control using electromagnetic waves. 
Most of the researchers believe that the waves can only warm up the pests. This belief 
originates from the fact that these insects are mostly composed of water. Normally, the 
water percentage in their body is more than the other materials present in the surrounding 
environment. On the other hand, there are some claims expressing that not only do the 
electromagnetic waves heat the pest, but also they can interfere with their bodys' 
functionality with their none-thermal effects. (Shapovalenko et al., 2000). Fig.l represents a 
practical tests of electromagnetic exposure which shows pests running away from the 
antenna. Their escape may be due to heating effect or due to some other colfict to their dody. 
Although attraction is also reported, a reapetable test has not been verified. However, none- 
thermal effects of electromangetic waves on living tissue has been confirmed (Geveke & 
Brunkhorst, 2006). 

The imaginary part of the dielectric constant can be used to heat up a material remotely 
using radio waves. However the main goal is not just to heat a material (i.e. a flower) in the 
indoor or outdoor environment since it can be done using a heater or 2.4 GHz microwave 
source. The mission, here, is to warm a material while the surrounding materials are not 
affected. This can be done using the difference between the imaginary parts of the dielectric 
constants of two different material at a specified frequency. Taking into account that the 
dielectric constant of each material is frequency-dependent, there can be an appropriate 
frequency for which the electromagnetic energy is absorbed by the pest while the product or 
plant don't absorb the energy at this frequency. Concequently, this process will not affect 
the quality of the agricultural products, specially important for the products which are 
sensitive to the temperature increase. 
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Fig. 1. Repelling in response of Sunne pest to electromagnetic exposure 



2.2 Electromagnetic heating 

Dielectric materials, such as most plants, can store electric energy and convert electric 
energy into heat. Each material has a complex permittivity (e) in general. According to 
measurements, usually this value is noticeably frequency dependent. The imaginary part 
(e") of this value is responsible for absorption of electromagnetic waves in each material. 
Eq.l shows the general form of the first Maxwell's equations considering (e"). 

VxH = jcoe'E + J = jcoe'E + oE (1) 

= j(D(s'-j—)E = j(D(£'-J£")E 
CO 

As a consequence, total power absorption in a specific material is achieved if the second part 
of the equation is integrated over the material volume as follows. 



P Loss =JEJdV =ja\E\ 2 dV =w^s"\E\ 2 dV 



(2) 



The basic idea is to use e " to warm up the selected materials which are located far from an 
electromagnetic source. On the other hand, the E-field distribution inside the absorbing 
material highly depends on the shape of absorber and surrounding scatterers, compared to 
wavelength and also the source of excitation. For instance, regarding the distribution of a 
cluster of walnuts inside an oven, the resulted electromagnetic wave inside one of them is a 
function of its shape, the shape and the position of other walnut as external scatterers and 
the oven and its exciting antenna as the source. Hence, not only the total absorbed energy 
resulted from (2) is important, but also the uniformity of the electromagnetic field 
distribution is crucial. If the dimensions of the exposed object are electrically small, we can 
assume the E-field distribution inside the object is uniform. For bigger objects, the 
penetration of the wave inside the object, i.e. skin depth, can be calculated using (3) 
depending on frequency used and the dielectric properties of the sample under test, 
especially conductivity. 
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(3) 



Wherein, 5 is the skin depth in meter, / is frequency in Hz, ]i is relative permeability, a is 
conductivity (S-m" 1 ). and ji is 4nxl0 7 . The increase in the temperature of a material by 
absorbin the electromagnetic energy can be expressed in Eq. (4) as stated in (Nelson, 1996) 



pC — = 55.63 xlO~ 12 ./EV 
At 



(4) 



where C is the specific heat capacity of the material (J.kg-^O 1 ), p is the density of the 

material (kg.m-3), E is the electric field intensity (V.nr 1 ), / is the frequency (Hz), e" is the 

dielectric loss factor (farad/ m) of the material, At is the time duration (s) and AT is the 

temperature rise in the material (°C). 

Thus, if the goal is to absorb as much as the energy to the victim, the optimized solution is to 

maximize Pi OS s or simply e"(f) in a predefined structure. 

Thus, it is essential to measure the dielectric constant of the material. Fig.2 shows the 

measured dielectric constant and loss factor of tissue of fresh Navel Orange in terms of 

frequency measured at different temperatures (Nelson, 2004). The figure indicates that the 

dielectric constant relatively depends on the temperature of the material. 
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Fig. 2. Dielectric constant of fresh Navel Orange in different temperatures (Nelson, 2004) 



2.2 Differential heating 

The dielectric constant parameter for materials as a whole and for agricultural products 
specifically varies with frequency. For instance, e" of water has a peak in 24 GHz frequency. 
The absorption frequency of water may help us in warming the water in the insects' bodies 
but probably all of the other water-composed materials in the nearby environment absorb 
the energy as well. Thus, to be more efficient and safe, the electromagnetic wave should 
have a frequency which maximizes the difference between temperature increment in pest on 
one side and the agricultural products on the other side. This goal can be reached by using 
the frequency dependent character of the dielectric constants of the two materials. Using (4), 
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the function in (5) represents a goal function which should be maximized in the volume of 
an electrically small object. 

(AT pesl (f)-AT Mid (f)) 

Goal(f) = v - 

At 

= ajE\ est {f)e" pesl (/) gjEl cm {f)s" 0rcm (/) (5) 

r pest pest r Orchid Orchid 

a = 55.63xl(T 12 

Using the assumption that specific heat capacities of the both materials are equal, goal 
function is reduced to (6). 

Goal (/) = -^-fc (f)e' m (/) - E 2 0rchid {f)e" 0rchid (/)) (fi) 

If we simply suppose that electric field is equal in pest and agricultural product regions, the 
goal function is reduced to (7) 

Goal (f) = ^-(Kes, if) ~ e'o*m (/)) (7) 

Therefore, approximately, it can be stated that we are searching for a frequency at which the 
difference between e" (f) of the agricultural material and pest is the most possible value. In 
order to solve this problem, we are going to measure the effective permittivity of the 
agricultural products to find the optimum frequency in which the difference between e" of 
the pest and the agricultural product is the largest. 

The above discussion assumes that the target object is a small one in terms of heat 
convection, while it is not the case almost all of the time. Therefore, to predict the 
temperature in a practical three dimensional domain, Maxwell equations and Navier-Stokes 
equations should be solved simultaneously in the presence of all products. Navier-Stokes 
equations are nonlinear partial differential equations describes the temperature and gas 
distribution in an environment. The combined equation can help us to predict the real 
situation inside a silo. 

In conclusion, taking a look at equations (4) and (7), we can find out that there are two 
approaches based on maximum energy transfer and maximum differential heating which 
does not necessarily happen at the same frequency. 

2.3 Measurement of the dielectric constant (Wang et al., 2003) 

There are many methods for the measurement of the dielectric properties of materials. The 
best one for arbitrarily shaped materials is the open-ended coaxial probe which ended at the 
material under measurement with full contact. Using the method, we can measure the 
properties in a wide range of frequencies using reflection data. The more accurate one is the 
transmission line method, but it is necessary to fill a part of transmission line with the 



Electromagnetic Solutions for the Agricultural Problems 



477 



samples accurately. In order to measure very low loss materials, cavity method can be used. 
In this method, the sample is inserted in a cavity and the change in the reflection coefficient 
and the resonance frequency shift is measured. Using accurate perturbation formulas, the 
dielectric constant can be calculated in one fixed frequency. Many experimental data has 
been released for several foods and agricultural products (Wang et al., 2003) but yet few 
works has been done on pest's properties. The measurement results shows that the 
properties highly depends on frequency, temperature, moisture content and also state of the 
moisture, namely frozen, free or bound. 

3. Proposed treatments 

The proposed treatments can be categorized from different aspects. Here, we divide the 
applications in two categories of post-harvest and pre-harvest treatments. On the other 
hand, the vast range of frequencies from low RF to microwave and millimeter waves can be 
used which is mentioned. 

The applications of electromagnetic waves in agriculture are not known without Tang and 
Wang's works. For many years, they have tried to replace fumigation with radio frequency 
treatment for export fruit quarantine applied on cherries and apples in Washington, citruses 
in Texas, and also walnuts and almonds in California (Flores et al., 2003(1)). 

3.1. Post-harvest treatment 

3.1.1. Walnuts treatment in ISM band 

Keeping in mind that the two third of world nuts are supplied by US, the importance of 
quality improvement will be clear. The dielectric loss factors of nuts' pests are much higher 
than those of the nuts illustrated in Fig.3 (Wang & Tang, 2001). Within a 3 minutes of 
treatment, the Codling moth, which infests the walnuts, is killed due to the high absorption 
of energy compared to the walnut (Ikediala et al., 2000). On the other hand, the shell and the 
air inside it act as an insulator and protect the walnut from convectional heating, while the 
electromagnetic wave selects the victim inside the walnut to transfer the energy. The speed 
of temperature increase is approximately 10 times the hot air method. 
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Fig. 3. Difference between the loss factor of codling moth and walnut (Wang & Tang, 2001) 
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Thus, the idea of combined methods is raised to remove some of the disadvantages of each 
one of them. If the RF heating is combined with hot air (Wang et al, 2002), the temperature 
drop during the holding period will be reduced and surface heating will be improved as 
well. The schematic of the system is described in Fig.4. 6 kW RF power in 27 MHz is 
supplied by an oscillator circuit, but the gap between electrodes is adjusted to expose 0.8 kW 
to the samples under treatment. From the other side, hot air is supplied using a tray drier. 

RF Generator 




Fig. 4. Schematic of 27 MHz combined RF and hot air prototype 

As another example of combined methods (Wang, 2001), RF heating can be combined with 
chemical fumigation. After fumigation, in-shell walnuts are washed and dried. During this 
process, walnuts are dropped into storage bins a number of times which may cause walnuts' 
shells to be cracked. With the use of RF waves to heat and dry the walnuts, we can 
effectively reduce damages, treatment time and required space. Yet, there are many 
practical problems such as the problem of different moisture content in walnuts. Moist 
material (basically water) has high dielectric constant. One of the reasons of the different 
moisture content is the different bleaching operations based on the customer (Wang et al, 
2006). For example in US, 3% hypochlorite is used for Spain export while 6% hydrogen 
peroxide for Germany which are absorbed differently by the walnuts 7 tissues. Moreover, the 
absorption depends on the condition of the walnuts such as to be opened, closed, or 
cracked. A scaled pilot system is designed and implemented in 27 MHz (Wang, 2006). To 
overcome the problems of cost and quality, some solutions such as walnut orientation and 
intermittent mixing of the walnuts are suggested. 



3.1.2 Thermal and none-thermal treatment of fruit Juice using low-frequency waves. 
(Geveke & Brunkhorst, 2006) 

This work is to some extent similar to post-baking applications (Clarck, 1997) because both 
of them concerns food processing application rather than agriculture. On the other hand, 
this example is exceptional due to the use of none-thermal effects of electromagnetic waves. 
Use of radio waves to make safer fruit juices has been worked out by researchers for many 
years but has not been commercialized yet due to economical reasons. Conventional 
pasteurization is done using different heating techniques, but they can affect the nutrient 
composition and flavour of the fruit and vegetable juices. The new method is totally 
different. The radio frequency electric fields inactivate bacteria in apple juices without 
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heating them. According to Geveke and Brunkhors's work, the method has been used half 
century ago for pasteurization purposes but this is the first time that they could inactivate 
bacteria of fruit juice using this technique successfully. 

However, using the combined method, namely the use of moderate heat in addition to the 
none-thermal method, has much greater effects than those of the either processes has alone. 
They have built a specially designed treatment to apply high-intensity radio frequency 
electric fields to apple juice. The schematic of the device shown in Fig.5 illustrates the juice 
flow passing the RF part in the center. It also highlights how it is tried to reduce required RF 
power to converge the juice flow into a narrow line. Current simulation is done using Quick 
field finite element software. 





1 mm 



Fig. 5. Schematic of the treatment device for apple juice bacteria inactivation 

The juice has been exposed to electrical field strengths of up to 20 kilovolts per centimeter 
and frequencies in the range of 15 to 70 kilohertz for 0.17 ms period, using a 4-kilowatt 
power supply. Based on the experiments, frequency increase as well as field strength and 
temperature increment enhances the inactivation. However, exposure above 16 Kilovolts 
intensity does not improve the inactivation performance and so do not the frequencies of 
more than 20 KHz. The experiment on different drinks in 18 MHz and intensity of 0.5 
Kilovolts/ cm does not show any none-thermal effect. 



3.1.3 Indoor differential warming for wheat (Nelson & Tetson, 1974) 

It is a key advantage if we can warm the infecting insects while not affecting the products. 
This decreases the undesirable effects of waves on the products especially when they can not 
tolerate temperature increment. As stated in the previous subchapters, this localized 
differential warming is based on the possible considerable difference between dielectric loss 
factors of the insects' body and products. Considering the fact that the insect objects are 
different in biological and physiological nature, they have different dielectric constants. The 
shapes and sizes are also different. Thus it is rather difficult to find a single optimized 
frequency for the differential warming. 

Nelson (Nelson & Tetson, 1974) believes that treatment of the affected products with the 
lower frequency bands, namely 11-90 MHz, is much better and more efficient than those of 
the microwave bands such as 2450 MHz, meaning that pest can be controlled in lower 



480 



Advanced Microwave Circuits and Systems 



temperatures and using less power in the lower bands rather than microwave band. The 
complex dielectric constant of one kind of rice weevils and a kind of wheat in a wide range 
of frequencies are compared in Fig.6. It can be seen from the Fig.6 (a) that the band between 
5 MHz and 100 MHz is the best option for differential heating. 
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Fig. 6. (a) Dielectric loss factor of rice weevil and wheat versus frequency (b) Dielectric 
constant of rice weevil and wheat versus frequency (Nelson & Tetson, 1974) © 1974 IEEE 



The theory is also confirmed by measurements done in different frequencies shown in Fig. 7. 
In this figure, insect mortality in terms of temperature is shown for two different bands of 39 
MHz and 2450 MHz and different durations, 1 and 8 days. It is obvious that complete 
mortality for 39 MHz frequency is achieved with less temperature around 50° degrees 
compared to more than 80° degrees for 2450 MHz. Thus, it shows that the complete 
mortality is delayed to be achieved in higher frequencies. The point which is not mentioned 
is that how long does is take to increase the temperature to the required level. Moreover, for 
a fair claim of differential heating, the magnitude of RF power and the resulted temperature 
of exposed wheat should also be mentioned. 

In some cases, during the treatment, while the temperature increases, the frequency of 
maximum absorption (relaxation frequency) shifts to higher frequencies as shown in Fig.8. 
This is due to a change in the biological tissue of the insects. In another word, the dielectric 
loss factor depends on the temperature. Consequently, it may be more efficient to change 
the frequency of exposure during the treatment. This can be done using a sweeper starting 
from the lower up to the upper frequency bound. 
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Fig. 7. Mortalities of adult rice weevils in different frequencies in terms of temperature 
(Mofidian et al, 2007) © 1974 IEEE 
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Fig. 8. Dispersion and absorption curves based on the Debye relaxation process for polar 
molecules (Mofidian et al, 2007) © 1974 IEEE 



3.1.4 Millimeter wave pest killer (Halverson et al., 1998) 

A practical device for stored-grains has been designed by Halverson presented in 
(Halverson et al., 1998). He has tried to assess the effectiveness and financial side of 
controlling stored-grain insects with microwave energy in millimeter wave and microwave 
band using the free-water relaxation frequency. It is worth pointing out that the crucial 
bottleneck of using these bands, which is the development of high-power microwave 
oscillators with tolerable price, has already been solved. 

Another problem in using these bands is the poor penetration depth compared to low RF. 
The skin depth in a dense medium, mentioned in Equation (3), is inversely proportional to 
the frequency and the conductivity. Conductivity (a) is also directly related to loss factor (e") 
according to Equation (1). Thus, a good compromise should be done between volume 
percentage of the gain in a mixture of air and grain when mass product rolls in. This 
calculation can help us to estimate the efficiency of maximum penetration of the energy into 
the flowing products. The 3 dB attenuation depth of energy (or similarly penetration depth) 
is then calculated using Equation (8) (Halverson & Bigelow, 2001). 



482 



Advanced Microwave Circuits and Systems 



8 = 0.3466/(2^ jjue o s r cos(^arctan(-*y / + In) + ^)) 



(8) 



And the £ r of the mixture is calculated using Equation (9). 



r 2 grain 1 at 



(9) 



which ui and v>2 are the ratios of the volume of the air and infested product respectively. He 
has made several one-way path attenuation measurements on controlled air-grain mixtures 
of flowing soft white wheat, hard red wheat, and rice over a range of 18 to 50 GHz. Fig. 9. 
shows the semi-schematic for test fixture which performed attenuation tests. The grains are 
coming down from the hopper and the scalar network analyzer measures the insertion loss 
of receiver to transmitter link. The measurement results of maximum and minimum 
penetration depth for the three products, soft while wheat (SWW), hard red wheat (HRW) 
and rice, shown in Table 1, illustrate that the highest penetration depth occurs in the range 
of 18 to 26.5 GHz compared to that of the 26.5-40 GHz and 33-50 GHz frequency bands. 
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Fig. 9. Semi-schematic diagram of the one-way path attenuation measurement (Halverson et 
al.,1998). 



Using measurement results, he designed the finalized version of his microwave/ millimeter 
apparatus patented in 2001. The schematic of the device has been described in details in the 
patent (Halverson & Bigelow, 2001). 
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Grain 


f (GHz) 


L-3dB max 
(cm) 


L-3dB 
min(cm) 


HRW 


18 to 26.5 


501.39 


75.70 




26.5 to 40 


34.76 


8.78 




33 to 50 


101.95 


13.68 


SWW 


18 to 26.5 


139.66 


35.48 




26.5 to 40 


84.26 


7.96 




33 to 50 


100.94 


12.36 


Rice 


18 to 26.5 


180.97 


46.34 




26.5 to 40 


61.54 


9.57 




33 to 50 


131.26 


10.22 



Table 1. Maximum and minimum penetration depth corresponding to estimated attenuation 
(Halverson et al, 1998) 

3.1.5 Microwave-protected silo (Mofidian et al., 2007) 

The prototype system described here has used a bigger microwave oven to control insects of 
stored wheat. A 2.44 GHz magnetron source has been used to affect two kinds of existing 
harmful insects, Sitophilus granarius and Tribolium. This frequency band has been tried 
before (Andreuccetti, 1994) as the commercial high power low-price technology exists. 
Most stored-product pests are killed within few minutes having temperature of 50° C or 
more shown in Table 2 (Mofidian et al., 2007). On the other hand, there are possible methods 
such as cutting down the insects' activities using a lower temperature increment which 
requires a lower power as well. 

Mortality, as a general rule, depends on the duration that insects are exposed. However, 
during heat treatment, temperature can be different within structural profile of a storing 
facility. Hence, the essential time which insects are exposed to the lethal temperature can 
differ depending on their location within the facility. This is one of the main problems of the 
electromagnetic exposure systems. 



Temprature(°C) 


Effect 


Zone 


50-60 


Death in minutes 


Lethal 


45 


Death in hours 


Lethal 


35 


Development stops 


Suboptimum 


33-35 


Development slows 


Suboptimum 


25-33 


Maximum rate of development 


Optimum 


13-25 


Development slows 


Suboptimum 


3-13 


Death in days (unacclimated) 
movement stops 


Lethal 


-5 to -10 


Death in weeks to months if 
acclimated 


Lethal 


-25 to -15 


Death in minutes, insects freeze 


Lethal 



Table 2. Response of stored product insects to various temperature zones 



The practical scaled system was designed similar to a real wheat storing silo. The system has 
been modeled in CST Microwave Studio 5 shown in Fig.ll with more than 1 meter diameter 
and 70 centimeters height. The exposed wheat is located at the bottom of the silo and the 
insects are inserted in middle areas of wheat-filled section. As can be seen in the Fig.ll, the 
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exciting monopole antenna is positioned at the top of the silo's lid below the microwave 
source. 




Fig. 11. Design and simulation of the silo structure using CST software (a) defined structure 
(b) simulated E-field (Mofidian et al, 2007) © 2007 IEEE 



The simulation of the structure has been done using 2.44 GHz normalized microwave 
source. The resulted E-field in the simulated silo is illustrated in Fig.ll(b). It is obvious that 
the power density is concentrated in the center part of the system, approximately ten times 
higher than near the wall. Therefore, we expect that the wheats located in the center of the 
bulk absorb much more power in comparison to the other areas. Fig. 12 presents the 
constructed system of the silo and the exciting circuit including 220/2000 volt transformer, 
voltage rectifier, antenna and the 600 watt magnetron with its feeding circuit. 
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Magnetron 
Circuit 



Temperature 
sensor (from 
inside) 

Power and 
Control Circuit 

Fig. 12. The constructed scaled Silo using a 2.44 GHz source (Mofidian et al, 2007) © 2007 
IEEE 

Regarding the comparison of mortality rate between larvae and adults, it is evident that 
larvae are more susceptible than adults to high temperatures as larvae's mortality is more 
than adult's which can be seen in Fig.13 in terms of different exposed times. The 
susceptibilities of both insects are depicted in Fig.14. having similar behavior although 
Sitophilus granarius is quite more outstanding than Tribolium. The low mortality rate for 10- 
minute and 20-minute tests caused by the none-uniform distribution of the field. In the high 
intensity part, the pests are burnt while they are still alive in the low intensity parts. To 
improve the performance, the system antenna can be restructured using an array antenna. 
Obviously, we can reach a complete mortality of insects by increasing the exposure time or 
the power magnitude as well. 




Time (min) 

Fig. 13. Comparison between larvae and adults mortality rate of Tribolium and Sitophilus 
Granarius exposed to microwave radiation (2.44 GHz) in terms of exposed time 
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Sitophilus granarius 
Tribolium 




20 30 mi ou -r i 4. i * 

Time(min) Eradicated pests 

Fig. 14. Comparison between mortality rate of adult Tribolium and Sitophilus Granarius 
exposed to microwave radiation (2.44 GHz) in terms of exposed time 



3.2. Pre-harvest treatment 

3.2.1 Disinfection of soil (Lagunas-Solar, 2006) 

Lagunas-Solar (Lagunas-Solar, 2006), at UC Davis, has used lower bands of the RF spectrum 
(few kHz to < 10 MHz) to disinfest the soil from pests. New RF systems has been designed 
and engineered based upon solid state electronics. A conceptual schematic of the system is 
illustrated in Fig.15. Its test is said to be relatively efficient for the control of fungi, 
nematodes and can compete with the other methods specially fumigation such as methyl 
bromide. 




Soil Plows 
(Antennas) 



Fig. 15. Schematic for a Portable RF-Soil processing system. 

The principle of the working is based on the relatively high electrical conductivity and heat 
capacity of the agricultural soils. Therefore, the RF oscillator of the system can transfer the 
energy to the soil, make it warm efficiently, and then it will retain the energy for a while. 
One of the biggest challenges for the efficient implementation of the system is the large 
volume (and mass) of soils and consequently the required energy. To save the energy inside 
the soil, some kind of covers on top can be used. 

Using lower frequencies, the RF waves can easily penetrate the soil but do not affect the soil 
itself. Then, the absorbed energy in pests, mites, and mico-organisms annihilate them. 
Lagunas-Solar states that the using microwave frequencies may also cause permanent 
changes in the soil in contrary to the RF lower frequency waves' effects which are always 
reversible. Fig.16 shows the exposure time required for the soil to reach 60 degrees for 
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different kind of soils. A comparison of soil disinfection using three methods is shown in 
Table.(2) 




rc 20 



10 



Slityclay, 1178 g 
Slityloam, 1112 g 
slityclay, 1224 g 
Sandy loam, 1173 g 



5 10 

Exposure Time (min) 



15 



Fig. 16. Soil temperatures vs RF exposure time resulted from a 500 W test (Lagunas-Solar, 
2006). 



3.2.2 Pre-emptive attack (Aliakbarian et al., 2004),(Aliakbarian et al., 2007) 

'Sunne' pest or ] Eurygaster integriceps ] , shown in Fig.l, is the most destroying sap-sucking 
bug of wheat in the middle east, central and east Europe and North Africa in about twenty 
countries. The most injures in wheat production in these regions is due to this pest. The 
proposed idea is to use electromagnetic exposure to control Sunne pest in winters before 
their migration and attack to wheat farms, not to kill them with heat. The method is based 
on interfering the biological organization of Sunne pests in their life period. 
The lifetime of the Sunne pests is only one year. By the end of March, groups of Sunne pests 
start to migrate to wheat farms and hurt their widest harm to flourishing wheat in 15 to 30 
days. Also they start reproducing and then they come back to mountains until the next year. 
Furthermore, they have a winter sleep when they are in mountains and use their stored 
energy until the next year. Sunne pest can fly about 30 kilometers to the farms and so all of 
their winter shelters are known and are smaller than wheat farms. Traditional method of 
spraying poison to kill them in the winter is unsuccessful because they take crucibles as 
their shelters during these days. Sunne pests, like many other insects, are too sensitive to 
temperature variations and hence they don't attack to warmer regions. In addition, Sunne 
pests are more sensitive to temperature variations in the period of sleep in winter and the 
variation of climate temperature in this period usually causes an immense damage on them. 
The reason is that they have diapause phenomenon in this time which does not allow them to 
reproduce and nourish, so it makes them resist against coldness in order to save their energy 
during winter. As a consequence, if we can heat them up to about 12 to 15 degrees they will 
wake up and their diapause will be broken. Consequently, they should fly, reproduce, and 
move but not eat because they don't have any food. These activities result in shedding their 
energy with impunity and probably they can't live until spring or if they can, they can't fly 
to wheat farms due to the lack of energy. If this heating up is exposed more, their lives will 
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be threatened seriously. The work then is to find the proper frequency which now is more 
focused on RF ISM band. 



3.2.3 Anti-freezing (Aliakbarian et al., 2007) 

Sudden freeze of product in a cold day of spring is one of the most damaging agricultural 
events. In many desert areas, temperature reduction in a few days may cause huge 
economic injuries. These detriments will be more painful when occur for costly productions 
like pistachio. By the end of winter, at the beginning of spring, plants are about to flourish. 
Because of the fact that the weather is not stable, the temperature may fall all of a sudden. 
Therefore, the biological tissues of the budded pistachio or other products may be damaged. 
It has been found that if the temperature of the production is increased about two or three 
degrees, we can save them from being offended immensely. 

The previous techniques of anti-freezing have been limited to physical, biophysical and 
genetic treatments. For instance, in some areas, farmers put a fan and a diesel heater under 
each tree. These methods are more expensive and hard to exploit than the solution which is 
suggested here. More over, they have some potential hazards for consumers. Additionally, 
they need much time than they can be exploited on demand when the weather gets colder. 
We must estimate the weather condition far before necessity while, with the use of 
electromagnetic waves, there is no need to an exact prediction of weather condition. 
Regarding these advantages, it seems that this method can find a suitable place among the 
other methods in anti-freezing application. 
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Fig. 17. (a) Pistachio branch model (b) Volume loss density, the hatched lines show losses 
(Aliakbarian et al., 2007) © 2007 IEEE 



The proposed idea is to warm up the pistachio remotely and selectively using 
electromagnetic exposure while the other materials of the environment are not warmed up. 
The most significant work is to find the optimum frequency in which the difference in the 
absorption rate of energy in pistachio and sensitive objects is the most. This frequency also 
depends on the electromagnetic characteristics of the objects and can be measured 
practically. We have done some primary simulations using approximate parameters. Fig.17 
shows an HFSS model of a pistachio branch and the volume loss density caused by an 
incident electromagnetic wave respectively. The simulation in 2.4 GHz in Fig.17 shows that 
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volume loss density in the pistachio is higher than leafs, branch lines, and stems due to 
difference in dielectric constant in the used frequency. 

4. Conclusion 

Electromagnetic waves have been suggested for use in a vast range of applications in 
agriculture and food processing society. Although there is sill a long way for them to be 
used commercially, the idea can help us to consider this method as an alternative solution 
for different problems. Heating effect of the waves, especially if used as differential heating, 
is an efficient way to keep the pests away from the valuable products. The treatment base on 
EM wave can be employed in indoor or outdoor environments. Nevertheless, it has already 
been used for indoor environments due to technical and environmental issues. Other topics 
such as anti-freezing and none-thermal treatment have also been discussed. In conclusion, 
the usage of the method in commercial scale is likely applicable in a near future . 
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